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Vector Analysis 





RAEN à 


1.1 Introduction 


Electromagnetics is a branch of physics or electrical enginecring which is used to study 
the electric and magnetic phenomena. The electric and magnetic fields are closely related 
to each other. 


Let us see, what is a field ? Consider a magnet. It has its own effect in a region 
surrounding it. The effect can be experienced by placing another magnet near the first 
magnet. Such an effect can be defined by a particular physical function. In the region 
surrounding the magnet, there exists a particular value for that physical function, at every 
point, describing the effect of magnet. So field can be defined as the region in which, at 
each point there exists a corresponding value of some physical function. 


Thus field is a function that specifies a quantity everywhere in a region or a space. If 
at cach point of a region or space, there is a corresponding value of some physical 
function then the region is called a field. If the field produced is due to magnetic effects, it 
is called magnetic field. There are two types of electric charges, positive and negative. 
Such an electric charge produces a field around it which is called an electric field. Moving 
charges produce a current and current carrying conductor produces a magnetic field. In 
such a case, electric and magnetic fields are related to each other. Such a field is called 
electromagnetic field. The comprehensive study of characteristics of electric, magnetic and 
combined fields, is nothing but the engineering electromagnetics. Such fields may be time 
varying or time independent. 

It is seen that distribution of a quantity in a space is defined by a field. Hence to 
quantify the ficld, three dimensional representation plays an important role. Such a three 
dimensional representation can be made easy by the use of vector analysis. The problems 
involving various mathematical operations related to the fields distributed in three 
dimensional space can be conveniently handled with the help of vector analysis. À 
complete pictorial representation and clear understanding of the fields and the laws 
governing such fields, is possible with the help of vector analysis. Thus a good knowledge 
of vector analysis is an essential prerequisite fur the understanding of engineering 
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electromagnetics. The vector analysis is a mathematical shorthand tool with which 
electromagnetic concepts can be most conveniently expressed. 

This chapter gives the basic vector analysis required to understand engineering 
electromagnetics. The notations used in this chapter are followed throughout this book, to 
explain the subject. 


1.2 Scalars and Vectors 

The various quantities involved in the study of engineering electromagnetics can be 
classified as, 

1. Scalars and 2. Vectors 


1.2.1 Scalar 

The scalar is a quantity whose value may be represented by a single real number, 
which may be positive or negative. The direction is not at all required in describing a 
scalar. Thus, 


A scalar is a quantity which 15 wholly characterized Бу its magnitude. 


The various examples of scalar quantity are temperature, mass, volume, density, speed, 
electric charge etc. 


1.2.2 Vector 


A quantity which has both, a magnitude and a specific direction in space is called а 
vector. Іп electromagnetics vectors defined in two and three dimensional spaces are 
required but vectors may be defined in n-dimensional space. Thus, 


A vector is a quantity which is characterized by both, a magnitude and a direction. 


The various examples of vector quantity are force, velocity, displacement, electric field 
intensity, magnetic field intensity, acceleration etc. 


1.2.3 Scalar Field 


A field is a region in which a particular physical function has a value at each and 
every point in that region. The distribution of a scalar quantity with a definite position in 
a space is called scalar field. For example the temperature of atmosphere. It has a definite 
value in the atmosphere but no need of direction to specify it hence it is a scalar field. The 
height of surface of earth above sea icvel is a scalar field. Few other examples of scalar 
field are sound intensity in an auditorium. light intensity in a room, atmospheric pressure 
in a given region etc. 


1.2.4 Vector Field 


If a quantity which is specified in a region to define a field is a vector then the 
corresponding field is called a vector field. For example the gravitational force on a mass 


Electromagnetic Field Theory 1-3 Vector Analysis 


in a space is a vector field. This force has a value at various points in a space and always 
has a specific direction. 
The other examples of vector field are the velocity of particles in a moving fluid, wind 


velocity of atmosphere, voltage gradient in a cable, displacement of a flying bird in a 
space, magnetic field existing from north to south field etc. 


1.3 Representation of a Vector 


In two dimensions, a vector can be 


А represented by a straight line with an arrow іп а 

IR Шараны plane. This is shown in the Fig. 1.1. The length of 
к» the segment is the magnitude of a vector while 
о the arrow indicates the direction of the vector іп a 
[Starting given co-ordinate system. The vector shown in the 


int ias 
pug Fig. 1.1 is symbolically denoted as ОА. The point 


O is its starting point while A is its terminating 
point. Its length is called its magnitude, which is 
R for the vector OA shown. It is represented as 
[OA| =R. It is the distance between the starting point and terminating point of a vector. 


Fig. 1.1 Representation of a vector 


Key Point: The vector hereafter will be indicated by bold letter with a bar over it. 


1.31 Unit Vector 


A unit vector has a function to indicate the direction. 
Its magnitude is always unity, irrespective of the 


Unit vector, direction which it indicates and the co-ordinate system 
ао under consideration. Thus for any vector, to indicate its 
Ба direction а unit vector can be used. Consider a unit 

IRI vector Zo, in the direction of ОА as shown in the 

ov 77 Fig. 1.2. This vector indicates the direction of OA but its 


magnitude is unity. 
So vector OA can be represented completely as its 


ыы magnitude К and the direction as indicated by unit 


vector along its direction. 


where асл = Unit vector along the direction ОА and [ag,|=1 


Key Point: Hereafter, letter à 1s used to indicate the unit vector and its suffix indicates 
the direction of the unit vector. Thus a, indicates the unit vector along x axis direction. 


In case if a vector is known then the unit vector along that vector can be obtained by 
dividing the vector by its magnitude. Thus unit vector can be expressed as, 
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Unit vector ag, = Ба 


9А] 





The idea and use of unit vector will be more clear at the time of discussion of various 
co-ordinate systems, later in the chapter. 


1.4 Vector Algebra 


The various mathematical operations such as addition, subtraction, multiplication сіс. 
can be performed with the vectors. In this section the following mathematical operations 
with the vectors are discussed. 


1. Scaling 2. Addition 3. Subtraction 


1.4.4 Scaling of Vector 

This is nothing but, multiplication by a scalar to a vector. Such a multiplication 
changes the magnitude (length) of a vector but not its direction, when the scalar is 
positive. 

Let о = Scalar with which vector is to be multiplied 

Then if &»1 then the magnitude of a vector increases but direction remains same, 
when multiplied. This is shown in the Fig. 1.3 (a). If œ «1 then the magnitude of a vector 
decreases but direction remains same, when multiplied. This is shown in the Fig. 1.3 (b). 

На=-1 then the magnitude remains same but direction of the vector reverses, when 
multiplied. This is shown in the Fig. 1.3 (c). 


А А А 
ө > --------- 
9-----------%- D —— ) 
aA Sa -A 
© 
(а) a.» 1 (b)o «1 (c) a. = -1 


Fig. 1.3 Multiplication by a scalar 


Key Point: Thus if o. is negative, the magnitude of vector changes by œ times while the 
direction becomes exactly opposite to the original vector, after multiplication. 


1.4.2 Addition of Vectors 


Consider two coplanar vectors as shown in the Fig. 1.4. The vectors which lie in the 
same plane are called coplanar vectors. | 
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Lei us find the sum of these two vectors А 
A and B, shown in the Fig. 14. 


The procedure is to move one of the two 
vectors parallel to itself at the tip of the other 


A vector. Thus move À , parallel to itself at the tip 
of B. 
С = e Then join tip of A moved, to the origin. This 
B vector represents resultant which is the addition 
of the two vectors А апа B. This is shown іп the 
Fig. 1.4 Coplanar vectors Fig. 1.5. 


Let us denote this resultant as C then 
C=A+B 
It must be remembered that the direction of 
Cis from origin O to the tip of the vector moved. 


Another point which can be noticed that if B 
is moved parallel to itself at the tip of A, we get 
the same resultant C Thus, the order of the 
Fig. 1.5 Addition of vectors addition is not important. The addition of vectors 
obeys the commutative law i.e. A+B=B+A. 





A+B 


Another method of performing the addition of vectors is the parallelogram rule. 
Complete the parallelogram as shown in the Fig. 1.6. Then the diagonal of the 
parallelogram represents the addition of the two vectors. 


Resultant 





Fig. 1.6 Parallelogram rule for addition 


By using any of these two methods not only two but any number of vectors can be 
added to obtain the resultant. For example, consider four vectors as shown in the 
Fig. 1.7(a). These can be added by shifting these vectors one by one to the tip of other 
vectors to complete the polygon. The vector joining origin O to the tip of the last shifted 
vector represents the sum, as shown in the Fig. 1.7 (b). This method is called head to tail 
rule of addition of vectors. 

Once the co-ordinate systems are defined, then the vectors can be expressed in terms 
of the components along the axes of the co-ordinate system. Then by adding the 
corresponding components of the vectors, the components of the resultant vector which is 
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с 
Ай РАР Resultant im 
B С В С 
R=A+B+C+D 
N 
0 А 
(a) Four vectors (b) Sum of the four vectors 
Fig. 1.7 


the addition of the vectors, can be obtained. This method is explained after the co-ordinate 
systems are discussed. 


The following basic laws of algebra are obeyed by the vectors A, B and C: 


Law Addition Multiplication by scalar 
Commutative 


a (А + B)=aA+aB 


В (cA) -(бо)А 
Table 1.1 
In this table о and f are the scalars i.e. constants. 





















А «B« C)=(A + B)« C 





1.4.3 Subtraction of Vectors 


The subtraction of vectors can be obtained from the rules of addition. If B is to be 
subtracted from A then based on addition it can be represented as, 


С = А+(-В) 


Thus reverse the sign of В i.e. reverse its direction by multiplying it with -1 and then 
add it to A to obtain the subtraction. This is shown in the Fig. 1.8 (a) and (b). 


>| 





wi 


(а) Vectors (b) Subtraction of vectors 


Fig. 1.8 
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14.3.1 Identical Vectors 


Two vectors are said to be identical if there difference is zero. Thus A and B are 
identical if A —B =0 i.e. A = B. Such two vectors are also called equal vectors. 


1.5 The Co-ordinate Systems 


To describe a vector accurately and to express a vector in terms of its components, it is 
necessary to have some reference directions. Such directions are represented in terms of 
various co-ordinate systems. There are various coordinate systems available in 
mathematics, out of which three co-ordinate systems are used in this book, which are 


1. Cartesian or rectangular co-ordinate system 
2. Cylindrical co-ordinate system 

3. Spherical co-ordinate system 

Let us discuss these systems in detail. 


1.6 Cartesian Co-ordinate System 


This is also called rectangular co-ordinate system. This system has three co-ordinate 
axes represented as x, y and z which are mutually at right angles to each other. These 
three axes intersect at a common point called origin of the system. There are two types of 
such system called 


1. Right handed system and 2. Left handed system. 


The right handed system means if x axis is rotated towards y axis through a smaller 
angle, then this rotation causes the upward movement of right handed screw in the z axis 
direction. This is shown in the Fig. 1.9 (a). In this system, if right hand is used then thumb 
indicates x axis, the forefinger indicates y axis and middle finger indicates z axis, when 
three fingers are held mutually perpendicular to each other. 





Right handed 
Screw 


(a) Right handed system (b) Left handed system 
Fig. 1.9 
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In left handed system x and y axes are interchanged compared to right handed system. 
This means the rotation of x axis into y axis through smaller angle causes the downward 
movement of right handed screw in the z axis direction. This is shown in the Fig. 1.9 (b). 


Key Point: The right handed system is very commonly used and followed in this book. 


In cartesian co-ordinate system x - 0 plane indicates two dimensional y-z plane, y - 0 
plane indicates two dimensional x-z plane and 2 = 0 plane indicates two dimensional х-у 
plane. 


1.6.1 Representing a Point in Rectangular Co-ordinate System 


A point in rectangular co-ordinate system is located by three co-ordinates namely x, y 
and z co-ordinates. The point can be reached by moving from origin, the distance x in x 
direction then the distance y in y direction and finally the distance z in z direction. 
Consider а point P having co-ordinates x}, y; and z;. It is represented as P(x,, y;, z1). It 
can be shown as in the Fig. 1.10 (а). The co-ordinates x, y, and 2; can be positive or 
negative. The point Q(3,—1, 2) can be shown in this system as in the Fig. 1.10 (b). 





Шемен M ls 


Е ir e 
е Розу” 





(а) (b) 


Fig. 1.10 Representing a point in cartesian system 


Another method to define a point is to consider three surfaces namely x — constant, 
y = constant and 2 = constant planes. The common intersection point of these three 
surfaces is the point to be defined and the constants indicate the coordinates of that point. 
For example, consider point Q which is intersection of three planes namely x - 3 plane, 
y 7-1 plane and 2-2 plane. The planes x = constant, y = constant and 2 = constant are 
shown in the Fig. 1.11. The constants may be positive or negative. 
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2 2 е 
2 = Constant 
parallel to xy plane 
y y y 
X х= Constant х -y= Constant 


parallel to yz plane parallel to xz plane 


(a) (b) (c) 


Q(2.-1.2) i 


y =- 1 plane ( Xs plane 
Intersection 
of x = 3 and y = –1 planes 
(d) 
Fig. 1.11 


1.6.2 Base Vectors 


The base vectors are the unit vectors which are strictly oriented along the directions of 
the co-ordinate axes of the given co-ordinate 
system. 


Thus for cartesian co-ordinate system, the three 
base vectors are the unit vectors oriented in x, y 
and z axis of the system. So a,, ay and a, are the 
base vectors of cartesian co-ordinate system. These 


are shown in the Fig. 1.12. 

So any point on x-axis having co-ordinates 
(x,,0,0) can be represented by a vector joining 
origin to this point and denoted as x, a,. 





The base vectors are very important in 


Fig. 1.12 Unit vectors in cartesian representing a vector in terms of its components, 
system along the three co-ordinate axes. 
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1.6.3 Position and Distance Vectors 

Consider a point P(x,,y,,z,) in 
% cartesian co-ordinate system as shown 
in the Fig. 1.13. Then the position 
бе л vector of point P is represented by the 
| distance of point P from the origin, 
directed from origin to point P. This is 
also called radius vector. This is also 

shown in the Fig. 1.13. 


Now the three components of this 
position vector rop are three vectors 
; Position Top oriented along the three co-ordinate 

Vect axes with the magnitudes x}, y, and z}. 
Thus the position vector of point P can 
be represented as, 


ғ 
v 


жағы „Ж урад) 











Fig. 1.13 Position vector 


.. (1) 
The magnitude of this vector interms of three mutually perpendicular components is 


given by, 
| [for | = Vea)? «(Y +1)? | ... (2) 


Thus if point P has co-ordinates (1,2,3) then its position vector is, 





and |Top | = (1) +(2)? +(3)? -./4 = 37416 


Many a times the position vector is denoted 
by the vector representing that point itself ie. for 
point P the position vector is P, for point Q it is 
Q and so on. The same method is used hereafter 

925222) іп this book. Note the difference between а point 
y and a position vector. 









PO. y4.24) 


Distance Now consider the two points in a cartesian 
vector PQ coordinate system, P and Q with the co-ordinates 
x (хі,у1,24) and (x2,y2,Z2) respectively. Тһе 
points are shown in the Fig. 1.14. The individual 
position vectors of the points are, 






Fig. 1.14 Distance vector 


СІ 
| 


ха, «уҙа, *tZ5a, 
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Then the distance or the displacement from P to Q is represented by a distance vector 
PQ and is given by, 
РО = Q-P-[x -х!] 4, +[y2-yi] ay *[z2 -21] а, - (3) 
This is also called separation vector. 





The magnitude of this vector is given b 


РО| = (х, x)! *(ya-y)) (22-2)! ~ (4) 


This is nothing but the length of the vector РО. The equation (4) is called distance 
formula which gives the distance between the two points representing tips of the vectors. 
Using the basic concept of unit vector, we can find unit vector along the direction PQ as, 





РО ... (5) 


apg = Unit vector along РО = —— 
т [РО 





Once the position vectors are known then various mathematical operations can be 
easily performed interms of the components of the various vectors. 


Let us summarize procedure to obtain distance vector and unit vector. 

Step 1: Identify the direction of distance vector i.e. starting point (хі,у1,2,) and 
terminating point (x2, Y2, Z2). 

Step 2: Subtract the respective co-ordinates of starting point from terminating 
point. These are three components of distance vector ie. (х›-х,)а,, 


(у: -у1) а, апа (2: -21)а, 
Step 3: Adding the three components distance vector сап be obtained. 
Step 4: Calculate the magnitude of the distance vector using equation (4). 


Step 5: Unit vector along the distance vector can be obtained by using equation (5). 





шю) Example 1.1: Obtain the unit vector in the direction from the origin towards the point 
P(3,-3, -2). 


Solution : The origin О (0, 0, 0) while P (3, - 3, - 2) hence the distance vector OP is, 
ОР = (3-0, «(-3-0)a, +(-2-0а, -3a, -3a, -2а, 


|ОР| = (3)? +(-3)* +(-2)” = 4.6904 


Hence the unit vector along the direction ОР is, 
5 ОР 3à,-3a,-2a, 


а = ana N 
ОР | ОР| 46904 . 


0.6396 a, - 0.6396 a, - 0.4264 а, 
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mæ Example 1.2 : Two points A(2,2,1) and B(3,—4,2) are given in the cartesian system. 
Obtain the vector from A to B and a unit vector directed from A to B. 


Solution : The starting point is À and terminating point is B. 
Now А = 2a,+2a, жа, and B=3a, —4а, +2а, 
АВ = В-А =(3-2)а, +(-4-2)a, *(2-1)a, 
АВ = а, —ба, +4 
This is the vector directed from A to B. 
Now |AB|- Jay «C9? +(1)? = 61644 
Thus unit vector directed from А to В is, 


Е АВ Я, -6а, +8, 
бв © АВ] 6164 | 


0.1622 à, - 0.9733 à, + 0.1622 a, 


It can be cross checked that magnitude of this unit vector is unity i.e. 


(0.1622)? +(- 0.9733)? +(0.1622)? = 1. 


1.6.4 Differential Elements in Cartesian Co-ordinate System 


Consider a point P(x, y, z) in the rectangular co-ordinate system. Let us increase each 
co-ordinate by a differential amount. A new point P' will be obtained having co-ordinates 
(x * dx, y * dy, z * dz). 


Thus, dx - Differential length in x direction 
dy - Differential length in y direction 
dz - Differential length in z direction 


Hence differential vector length also called elementary vector length can be 


represented as, 
dl = аха, «dy а, +42 а, ... (6) 


This is the vector joining original point P to new point P". 


Now point P is the intersection of three planes while point P' is the intersection of 
three new planes which are slightly displaced from original three planes. These six planes 
together define a differential volume which is a rectangular parallelepiped as shown in the 
Fig. 1.15. The diagonal of this parallelepiped is the differential vector length. 
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Fig. 1.15 Differential elements and different length in cartesian system 
The distance of P’ from P is given by magnitude of the differential vector length, 


|“|- Jax}? +(ау)? (ағ)? (7) 


Hence the differential volume of the rectangular parallelepiped is given by, 


dv - dx dy dz ...(8) 


Note that dl is a vector but dv is a scalar. 


Let us define differential surface areas. The differential surface element dS is 
represented as, 


dS - dSa, ...(9) 
where dS - Differential surface area of the element 
a, = Unit vector normal to 


the surface dS 


Thus various differential surface 
elements in cartesian co-ordinate 
system are shown in the Fig. 1.16. 


The vector representation of 
these clements is given as, 





Fig. 1.16 Differential surface elements 
in cartesian system 
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dS, - Differential vector surface area normal to x direction 

- dydza, -. (10) 
45, - Differential vector surface area normal to y direction 

= dxdza, ... (11) 
dS, - Differential vector surface area normal to z direction 

= dxdya, ... (12) 


The differential elements play very important role in the study of engineering 
electromagnetics. 


ma Example 1.3 : Given three points in cartesian co-ordinate system ав А(3,-2,1), 
B(-3,-3,5), С(2,6,-4). 


Find : i) The vector from A to C. 
ii) The unit vector from B to A. 
iii) The distance from B to C. 
iv) The vector from A to the midpoint of the straight line joining B to C. 
Solution : The position vectors for the given points are, 


А =За, -2ау +а,, B--3a,-3a,45a,, С-2а,-ба,-4а, 
i) The vector from A to С is, 

АС = C-A=[2-3]a, +[6-(-2)] а, + 4-1]a, 

= -а,+8а, —5а, 

ii) For unit vector from B to А, obtain distance vector BA first. 

BA - A-B ... as starting is В and terminating is А 
(3-(-Э3В, +((-2)-(-3)Ja, +1 -5а, 
= ба, +a, —4a, 


|БА| = (6)? +(1)? +(-4)? = 7.2801 


BA ба, ға. —4a 
(apos B а a, + 0.1373 a, — 0.5494 а, 


iii) For distance between B and C, obtain BC 
ВС = C-B-[2-(-3)]a, *[6-(-3)]3, *[(-4)-(5)]a, =5а, +9а, -9а, 


Distance ВС = (6)? +09"? +(-9)? = 13.6747 


іу) Let B(x,,y,,z,) and C (x;, y;, z;) then the co-ordinates of midpoint of BC аге 
X *X? У! ФУ? Zı +Z 
254575227552 


Electromagnetic Field Theory 1-15 Vector Analysis 


г. Midpoint of BC = (22° 2. зін 0.5, 1.5, 0.5) 


Hence the vector from А to this midpoint is 


© = [-05-3]a, + [1.5-(-2) а, +[05-Ца,= -3.5 а, + 3.5 a, –0.5 а, 


1.7 Cylindrical Co-ordinate System 


The circular cylindrical co-ordinate system is the three dimensional version of polar 
co-ordinate system. The surfaces used to define the cylindrical co-ordinate system are, 
1. Plane of constant z which is parallel to xy plane. 


2. A cylinder of radius r with z axis as the axis of the cylinder. 


3. А half plane perpendicular to xy plane and at an angle $ with respect to xz plane. 
The angle ó is called azimuthal angle. 
The ranges of the variables are, 


.. а) 
... (2) 
.. (3) 


The point P in cylindrical co-ordinate system has three co-ordinates г, ф and 2 whose 
values lie in the respective ranges given by the equations (1), (2) and (3). 
The point Р(г,ф,,21) can be shown as in the Fig. 1.17(b). 








х d 


(a) Cylindrical co-ordinate system (b) Point P (гу, 64, z4) 


Fig. 1.17 
Key Point: Note that angle ф is expressed in radians and for ọ, anticlockwise 
measurement is treated positive while clockwise measurement is treated negative. 
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The point P can be defined as the intersection of three surfaces in cylindrical 
co-ordinate system. These three surfaces are, 


г = Constant which is a circular cylinder with z axis as its axis. 


9 = Constant plane which is a vertical plane perpendicular to xy plane making angle ф 
with respect to xz plane. 


z = Constant plane is a plane parallel to xy plane. 


These surfaces are shown in the Fig. 1.18. 






ф = Constant 
plane 





constant 
Cylinder "^i ` 

и % 

Bo y 1 Constant y 

“о, y plane О 
prt 
pe t 
қ i 
: t 
S Е у 
х ' М 
t 
t 
(a) r = Constant (6) $ = Constant (c) z = Constant 


Fig. 1.18 


The intersection of any two surfaces out of the above three surfaces is either a line or a 
circle and intersection of three surfaces defines a point P. 


The intersection of 2 - constant and г - constant is a circle. The intersection of 
ф= constant and г = constant is а line. The point P which is intersection of all three 
surfaces is shown in the Fig. 1.19. 


Intersection 2 
of r = Constant : 
and z = Constant r = Constant cylinder 
is a circle P(r, ф, 2) 


z = Constant plane 









Intersection of 
г = Constant and 
Фф = Constant is 
a straight line 

ф = Constant plane 


Fig. 1.19 Representing point P in cylindrical system 
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1.7.1 Base Vectors 


Similar to cartesian coordinate system, there are three unit vectors in the г, фага 2 
directions denoted as 4,,4, and a,. 


These unit vectors are shown in the Fig. 1.20. 


These are mutually perpendicular to each 
other. 


The a, lies in a plane parallel to the xy 
plane and is perpendicular to the surface of 
the cylinder at a given point, coming radially 
outward. 

The unit vector а, lies also in a plane 
parallel to the xy plane but it is tangent to 
the cylinder and pointing in a direction of 
increasing ф at the given point. 

The unit vector a, is parallel to z axis 
and directed towards increasing z. 





x 


Fig. 1.20 Unit vectors in cylindrical Hence vector of point P can be 
system represented as, 


P = P.a,+P,a,+P, a, ... (4) 


where P, is radius r, P, is angle фапа D, is z co-ordinate of point P. 

Key Point: In cartesian co-ordinate system, the unit vectors are not dependent on the 
co-ordinates. But in cylindrical co-ordinate system a, and a, are functions of $ co-ordinate as 
their directions change as 6 changes. Hence in integration or differentiation with respect to 4 
components in a, and a, should not be treated constants. 


1.7.2 Differential Elements in Cylindrical Co-ordinate System 

Consider a point Р(г,ф, z) in a cylindrical co-ordinate system. Let cach co-ordinate is 
increased by the differential amount. The differential increments in г,ф, 2 are dr, 4ф and dz 
respectively. 

Now there аге two cylinders of radius г and r- dr. There are two radial planes at the 
angles ф and 6-- d$. And there are two horizontal planes at the heights z and 2+47. АП 
these surfaces enclose a small volume as shown in the Fig. 1.21. 

The differential lengths in г and 2 directions are dr and dz respectively. In ф direction, 
d$ is the change in angle 6 and is not the differential length. Due to this change аф, there 
exists a differential arc length in ф direction. This differential length, due to dọ, in 6 
direction is r dó as shown in the Fig. 1.21. 


Thus the differential lengths are, 
dr = Differential length in г direction ... (5) 
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х 





r*dr 
Fig. 1.21 Differential volume in cylindrical co-ordinate system 
гаф - Differential length in $ direction ... (6) 
dz = Differential length in z direction ... (7) 


Hence the differential vector length in cylindrical co-ordinate system is given by, 
di = dr a, +r doa, +dz a, . (8) 


The magnitude of the differential length vector is given by, 
[91 = (dr)? +(r do)? «(dz (9) 


Hence the differential volume of the differential element formed is given by, 


dv = гаг dódz ... (10) 


The differential surface areas in the three directions are shown in the Fig. 1.22. 
z 





dS, dS, 
Flg. 1.22 Differential surface elements in cylindrical system 
The vector representation of these differential surface areas are given by, 


dS, = Differential vector surface area normal to r direction 


= rdodza, -- (11) 
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dS, - Differential vector surface area normal to 6 direction 
- drdza, ... (12) 
dS, - Differential vector surface area normal to z direction 


= гагафа, ... (13) 


1.7.3 Relationship between Cartesian and Cylindrical Systems 


Consider a point P whose cartesian 
co-ordinates are x, y and z while the 
cylindrical co-ordinates are т, ф and 2, as 
shown in the Fig. 1.23. 









1 
I 
ы Looking at the xy plane we сап write, 
y 
А і х = гсоѕ ф апа у=гѕіпф 
| | Тһе 2 remains same іп both the 
ЕПИР See ree systems. 
К Hence transformation from cylindrical 
Fig. 1.23 Relationship between cartesian (0 cartesian can be obtained from the 
and cylindrical systems equations, 
х =г с0$ ф, y-rsin ф and z-z ... (14) 





It can be seen that, г can be expressed interms of x and y as, 


г = yx? +y 


While tan $ 


Thus the transformation from cartesian to cylindrical can be obtained from the 


equations, 
zo [22 52 -ғап- X. = 
r = x *y^, o=tan 5 and 2-2 ... (15) 


Note : While using the equations (15) note that г is positive or zero, hence positive 
sign of square root must be considered. While calculating ó make sure the signs of x and 
у. If both are positivc, ф is positivc in the first quadrant. If x is negative and y is positive 
then the point is in the second quadrant hence ф must be within +90° and +180° i.e. within 


-180° and -270°. Thus for х--2 and y =1 we get ф= tan af Z =-2656' but it should be 


taken as -26.569:-1802 i.e. 154.43°. Hence when x is negative, it is necessary to add 180° to 
the 6 calculated using tan`! function, to obtain accurate © corresponding to the point. 
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When y is negative and x is positive then 6 is in fourth quadrant i.e. within 0? and -902 i.e. 
270? and 360°. Similarly when x is negative and y is also negative the point is in third 
quadrant and accordingly ф must be between -90° to —180° ie. 4180? and +270°. So 180° 
must be subtracted from the ф calculated by tan -1 function, to get accurate ф when both x 


and y are negative. Thus if x=y=-3 then ф = tan"! (Ше but actually it is 


45?—180? = -135° i.e. ~135°+360° = 4225*. 
таў Example 1.4 : Consider a cylinder of length L and radius К. Obtain its volume by 
integration. 
Solution : The cylinder is shown in the Fig. 1.24. 
Consider а differential volume іп the 
cylindrical co-ordinate system as, 
dv = rdrdodz 


For the given cylinder r varies from 0 to R, z 
varies from 0 to L while 6 varies from 0 to 2л 
radians. These are the limits of integration. 

L 2л R 
г. Volume of cylinder = І І 
оо 


г dr dédz 





| 
j 


Fig. 1.24 
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nab Example 1.5 : Calculate the total surface area of the cylinder having length L and radius 
R by the method of integration. 
Solution : Consider the upper surface area, the normal to which is а,. So the differential 
surface area normal to z direction is r dódr. Consider the Fig. 1.24. 
2n R 


51 І І г dódr 
0 0 


| 
t 


2n Г 23R R2 5 
ў и OP a С аз 


The bottom surface area S; is same as S, іе. t R?. For remaining surface area consider 
the differential surface area normal to г direction which is r dodz . 
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L 2x 

53 = | | гафа? but r=R is constant 
0 0 
I 


= | | Rdodz =В [6] 2" [z] j- 2r RL 
оо 


Total surface area = S, +5, +5; - x R? +R? +2 RL 


= 2nR(R+L) 


1.8 Spherical Co-ordinate System 


The surfaces which are used to define the spherical co-ordinate system on the three 
cartesian axes are, 


1. Sphere of radius r, origin as the centre of the sphere. 


2. А right circular cone with its apex at the origin and its axis as z axis. Its half angle 
is Ө It rotates about z axis and Ө varies from 0 to 180°. 


3. A half plane perpendicular to xy plane containing z axis, making an angle $ with 
the xz plane. 


Thus the three co-ordinates of a point P in the spherical co-ordinate system are (r, 0, $. 
These surfaces are shown in the Fig. 1.25. 
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(a) Sphere of radius r b) Right circul 
with centre as origin (b) Өңі RUNE origin. (c) Ке 
Fig. 1.25 
The ranges of the variables аге, 
0<г < ә ... (1) 
0<ф < 2л ... (2) 


0<0 < n as half angle ... (3) 
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The point P(r, Ө. $) can be represented in 
the spherical co-ordinate system as shown in 
the Fig. 1.26. The angles 0 and ф аге 
measured in radians. 


The point P can be defined as the 
intersection of three surfaces in spherical 
co-ordinate system. These three surfaces are, 


г = Constant which is a sphere with 
centre as origin. 


0 = Constant which is right circular cone 
with apex as origin and axis as z axis. 


ф- Constant is a plane perpendicular to 
xy plane. 


The surfaces are already shown in the 
Fig. 125. The intersection of the sphere 
ic. г = Constant surface and right circular 
Fig. 1.26 Representing point P in spherical cone іс. 6 = Constant surface is a horizontal 

co-ordinate eystem cirde as shown in the Fig. 1.27. As seen 
from the Fig. 1.27, the radius of this circle is rsin Ө 





x 







~+—— 9 = Constant surface 
r sin Ө 


Intersection 
of two surfaces 
is horizontal 
circle 


ж----г- Constant surface 


Fig. 1.27 
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Now consider intersection of ф = constant plane with the intersection of г = constant 
and 0 - constant planes as shown in the Fig. 1.28. This defines a point P. 


2 





ф = Constant 
/ 


0 = Constan 


г = Constant 


TL eA ee a 
т. 7” ғ.ғ. өз дей, лә enim es ха жб. ды йы. 
MCCC xen $5 4 






= - 
“ 


x 
Fig. 1.28 Representing point P in spherical co-ordinate system 


1.8.1 Base Vectors z 


Similar to other two 
co-ordinate systems, there аге 
three unit vectors in the г,Ө and ф 
directions denoted as а,, ag and 
а,. These unit vectors аге 
mutually perpendicular to each 
other and are shown іп the 
Fig. 1.29. The unit vector а, is 
directed from the centre of the 
sphere іе. origin to the given 
point P. It is directed radially 
outward, normal to the sphere. It 
lies in the cone @=constant and 
plane ф = constant. 





Fig. 1.29 Unit vectors in spherical co-ordinate 
systems 


"ue 
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The unit vector а; is tangent to the sphere and oriented in the direction of increasing 
Ө. It is normal to the conical surface. 

The third unit vector а, is tangent to the sphere and also tangent to the conical 
surface. It is oriented in the direction of increasing $. It is same as defined in the 
cylindrical co-ordinate system. 

Hence vector of point P can be represented as, 


Р = Ра, +Рьа, +P, ay ... (4) 


where Г, is the radius г and P5, P, are the two angle components of point Р. 


1.8.2 Differential Elements in Spherical Co-ordinate System 


Consider a point P(r,0,4) in a spherical co-ordinate system. Let each co-ordinate is 
increased by the differential amount. The differential increments in г, 0, ф are dr, 40 and 


dọ. 


Now there are two spheres of radius r and r+dr. There are two cones with half angles 
0 and 0+0. There are two planes at the angles ф and ф+4ф measured from xz plane. АП 
these surfaces enclose a small volume as shown in the Fig. 1.30. 





Fig. 1.30 Differential volume in spherical co-ordinate system 


The differential length in r direction is dr. The differential length in ọ direction is 
r sin0 do. The differential length in 0 direction is r d0. Thus, 


dr Differential length in r direction ... (5) 
rd@ = Differential length in Ө direction -.. (6) 


гзт 0аф = Differential length in $ direction ... (7) 
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Hence the differential vector length in spherical coordinate system is given by, 





di = dr a, +габ ag +rsin бафа, ... (8) 
The magnitude of the differential length vector is given by, 
[а | = (г)? +(х d0)? +(rsin 04) -- (9) 


Hence the differential volume of the differential element formed, іп spherical 
co-ordinate system is given by, 


dv = r° sin 8dr dð dọ ... (10) 


The differential surface areas in the three directions are shown in the Fig. 1.31. 


z 
r sino d$ 


_ г sin d$ а, 
аг аг 
гае dr 
= где 
а 













Fig. 1.31 Differential surface elements in spherical co-ordinate system 
The vector representation of these differential surface areas are given by, 


dS, - Differential vector surface area normal to r direction 

= г? ѕіп ӨаӨаф ... (11) 
dS, = Differential vector surface area normal to 0 direction 

= rsinOdr аф ... (12) 
dS, = Differential vector surface area normal to ф direction 


= rdrd0 ... (13) 


1.8.3 Relationship between Cartesian and Spherical Systems 


Consider a point P whose cartesian coordinates are x, y and z while the spherical 
co-ordinates are r, 0 and $ as shown in the Fig. 1.32. 
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= Р(г,Ө,ф) 





x 


Fig. 1.32 Relationship between cartesian and spherical systems 
Looking at the xy plane we can write, 
x = гум Өсовф and y=rsinOsing 
While 2 = rcos0 


Hence the transformation from spherical to cartesian can be obtained from the 


equations, 
... (14) 





Now r can be expressed as, 
x? +y? +22 = r?sin?0cos? Qr? sin? Osin? ф+г? cos? Ө 


= г? эп? O[sin? $-- cos? $]+г? cos? Ө 


г? [sin? 0-* cos? Ө] - r? 
While tano => and cos Ө-- 
Ав г is known, 0 сап be obtained. 


Thus the transformation from cartesian to spherical coordinate system can be obtained 
from the equations, 





Remember that г is positive and varies from 0 to ~, 0 varies from 0 to п radians i.e. 0° 
to 180° and $ varies from 0 to 2л radians i.e. 0° to 360°. 


Key Point: While using above formulae, care must be taken to place the angles 0 and 6 in 
the correct quadrants according to the signs of x, y and z. 
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та)» Example 1.6 : Calculate the volume of a sphere of radius R using integration. 


Solution : The differential volume of a sphere is, 
dv = г? сіл Өйг 40 do 
The limits for г are 0 to R, as sphere is of radius R. 
The Ө varies from 0 to n while ф varies from 0 to 27. 


пк R 
у = Г J J +? sinodrde do 
000 


2л к г? R R? 2n 
n 5 sin ӨӨ de- E | [cose] de 
0 0 0 0 


= — l-cos 1-(-cos0)] | аф--4-І--1)-(-Ц180 
0 


3 


_ К _4 3 
= "а X2x2n= TKR 


ma Example 1.7 : Calculate the surface area of a sphere of radius К, by integration. 


Solution : Consider the differential surface area normal to the r direction which is, 
dS, = г? біп Ө 40 do 


Now the limits of фаге 0 to 2л while Ө varies from 0 to л. 
2n т 
S, = | f r?sine dedo 
0 0 


But note that radius of sphere is constant, given as r=R. 
2n к 

S, = R'[ | sine 46 а= R?[-cos Ө] |907 
0 0 


= R?x[-cosz-(-cos0)x2nr-R?[4-1)-(-1)]2x = 4л R? 
лиф Example 1.8 : Use spherical co-ordinates and integrate to find the area of the region 
0<ф<о on the spherical shell of radius a. What is the area if o. —2n ? 
Solution : Consider the spherical shell of radius a hence r =a is constant. 
Consider differential surface area normal to г direction which is radially outward. 
dS, = г? эт 04046=а? sin 0404$ ... а5 г=а 
But $ is varying between 0 to а while for spherical shell 0 varies from 0 to л. 
5, = а? | | sin Ө d0do=a7[-cos 0] [Фу 
0 0 


а? -[-cosn-(-cos0)]a =2 а?а 


So area of the region is 2 а?о. 
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ІҒо-2л, the area of the region becomes 41a’, as the shell becomes complete sphere 
of radius a when € varies from 0 to 27. 


1.9 Vector Multiplication 


Uptill now the addition, subtraction and multiplication by scalar to a vector is 
discussed. Let us discuss the multiplication of two or more vectors. The knowledge of 
vector multiplication allows us to transform the vectors from one coordinate system to 
other. 


Consider two vectors А and B. There are two types of products existing depending 
upon the result of the multiplication. These two types of products are, 

1. Scalar or Dot product 

2. Vector or Cross product 

Let us discuss the characteristics of these two products. 


1.10 Scalar or Dot Product of Vectors 


The scalar or dot of the two vectors А 
and В is denoted as A * B and defined as 
the product of the magnitude of A, the 
magnitude of B and the cosine of the 
smaller angle between them. 


It also can be defined as the product 
of magnitude of B and the projection of А 
8 onto B or vice versa. 


Fig. 1.33 Mathematically it is expressed as, 


A-B=|A | |В | cos Өдь .- (1) 


The result of such a dot product is scalar hence it is also called scalar product. 


A 





1.10.1 Properties of Dot Product 
The various properties of the dot product are, 


1. If the two vectors are parallel to each other i.e. Ө =0° then cos Өлу =1 thus i 
А-В = |A| [В| for parallel vectors ~. (2) 

2. If the two vectors are perpendicular to each other i.e. Ө =90° then cos Өдр =0 thus 
А-В = 0 for perpendicular vectors ... (3) 


In other words, if dot product of the two vectors is zero, the two vectors аге 
perpendicular to each other. 


3. The dot product obeys commutative law, 
- А“В = В.А _. (4) 
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4. The dot product obeys distributive law, 
А-(В+С) = A-B+A-C .. 6) 
5. If the dot product of vector with itself is performed, the result is square of the 
magnitude of that vector. 
А.А = |A| |А| соз0%-|А|2 ... (6) 
6. Consider the unit vectors a,, а, and a, іп cartesian co-ordinate system. АП these 
vectors are mutually perpendicular to each other. Hence the dot product of different unit 
vectors is zero. 
~ (7) 


.- (8) 





8. Consider two vectors in cartesian co-ordinate system, 

А=А, а, +Ауау+А,а, and B= B, a, «Bj a, +B, 4, 

Now A*B = (А, а, +A, a, +А,а,) - (B, a, +B, a, +B, a, ) 

This product has nine scalar terms as dot product obeys distributive law. But from the 


equation (7), six terms out of nine will be zero involving the dot products of different unit 
vectors. While the remaining three terms involve the unit vector dotted with itself, the 


result of which is unity. 
E А-В = A, B, (a, -3,) «A, В, (a, -а,)+А, B, (a, -a,) 
А.В = A, B, +A, B, +A, В, ... (9) 


1.10.2 Applications of Dot Product 
The applications of dot product are, 
1. To determine the angle between the two vectors. 
The angle can be determined as, 





2. To find the component of a vector in a given direction. 

Consider a vector P and a unit vector a as shown in the Fig. 1.34. The component of 
vector P in the direction of unit vector à is Р-а. This is a scalar quantity. This is shown in 
the Fig. 1.34 (a). 





о = 
= a i 
E— — (P • а) a 4 
(b) 





Fig. 1.34 
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Р.а =|P| |а| cos 0=|Р| cos Ө 


The sign of this component is positive if 0 «0 «90? while the sign of this component is 
negative if 90° «0 «1807. If the component vector of A in the direction of unit vector a is 
required then multiply the component obtained by that unit vector, as shown in the 
Fig. 1.34(b). Thus (Р-а) a is the component vector of P in the direction of a. 

Thus component of P in the direction of 
a, is Р-а, ie. P, while the component 
vector of P in the direction of a, is P, а,. 

This is the geometrical meaning of dot 
product, to find projection of P in the 
direction of unit vector a. 





Projection of ES " 
PonQ If the projection of P on other vector Q is 
Fig. 1.34 (c) to be obtained then it is necessary to find 


unit vector in the direction of Q first i.e. ао. 
Then the projection of P оп Q is given by Реао. 








As 4g = ГТ then the projection of P оп Q сап be expressed as, 
РО -P-O 
О 101 


3. Physically, work done by a constant force can be expressed as a dot product of 
two vectors. 


Consider a constant force F acting on a body and it causes the displacement d of thai 
body. Then the work done W is the product of the force and the component of the 
displacement in the direction of force which can be expressed as, 

W = |F|dcos 0-F*d 


But if the force applied varies along the path then the total work done is to be 
calculated by the integration of a dot product as, 
W = [Еа 


лиф Example 1.9 : Given the two vectors, 
А =2а, -5a, -4a, and B-3a, «5а, 42a, 
Find the dot product and the angle between the two vectors. 


Solution : The dot product is, 
А-В = А, В, +A, B, +A, B, 
= (2х3) +(-5) (5) +(-4) (2) = 6-25-8 
= -27 
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As А • B is negative, it is expected that the angle between the two is greater than 90° 


[Al = (2)? +(-5)? қ-а) 
JE 


(3)? +(5)? «(2 


IB] 


А 


130.762° 


ше» Example 1.10 : Given vector field С =(у-1)а, %2ха,. Find this vector field at 
P(2, 3,1) and its projection оп B 25a, -a, +2а,. 


Solution : The field G at point P is, 
G at P = 2а, +4а, ... Substituting co-ordinates of P in С 
To find its projection on B, first find ав, the unit vector in the direction of B. 
Н Б _ 5ā,-ā, +21, 
а в = = Te 
IBI. is)? +(-1)? +2}? 
= 0.9128 а, – 0.1825 à, + 0.3651 а, 
Hence projection of G at P on the vector B is, 


(G at P) .a, 


(2x 0.9128) +(4x —0.1825) + (0x 0.3651) =1.0956 


1.11 Vector or Cross Product of Vectors 


Consider the two vectors A and B then the cross product is denoted as AXB and 
defined as the product of the magnitudes of А and B and the sine of the smaller angle 
between A and B. But this product is a vector quantity and has a direction perpendicular 
to the plane containing the two vectors A and B. But for any plane there are two 
perpendicular directions, upwards and downwards. To avoid the confusion, the direction 
of the cross product is along the perpendicular direction to the plane which is in the 
direction of advancement of a right handed screw when А is turned into B. Thus right 


hand screw rule decides the direction of the cross product. 
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Mathematically the cross product is expressed as, 


АхВ = |А | |В|віп0,ра, ... (1) 


where ay = Unit vector perpendicular to the plane of A and B in the direction 
decided by the right hand screw rule. 
The concept of ay is shown in the Fig. 1.35. 










аң 
Advancement ф 1 
of screw Advancement , : 
(Upward) of screw 


(Downward) " 


Move A into B 





yw 
С Move a 
А AintoB B 


4. з ag d 4 





Plane of A and В 
(a) (b) 


Fig. 1.35 Direction of cross product 


1.11.1 Properties of Cross Product 
The various properties of cross product are, 
1. The commutative law is not applicable to the cross product. Thus, 
AXB z BXA ... (2) 
Consider the two vectors as shown in the Fig. 1.36 (a). Then AXB gives unit vector 
ам in the upward direction. But if BXA is obtained then direction of 3, must be 
determined by rotating B into A which results into downward direction. This is shown in 
the Fig. 1.36 (b). 
Hence cross product is not commutative. 
2. Reversing the order of the vectors A and В, a unit vector ay reverses its direction 
hence we can write, 
БхА = -[AXB] -- (3) 
It is anticommutative in nature. 


If order of cross product is changed, the magnitude remains same, but direchon gets 
reversed. 


3. The cross product is not associative. Thus, 
AX(BXC) =+ (AxB)xC ... (4) 
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0] 


ам 


ol 
»i 


№ 
2 | 


(а) A xB (Ы xA 
Fig. 1.36 


4. With respect to addition the cross product is distributive. Thus, 
Ах(В+С) = AXB+AxC ... (5) 

5. If the two vectors are parallel to each other i.e. they are іп the same direction then 
0 - 0? and hence cross product of such two vectors is zero. 

Thus if cross product of the two vectors is zero then those two vectors are parallel i.e. 
are in the same direction, assuming none of the two vectors itself is zero. 

6. If the cross product of a vector A with itself is calculated, it is zero as Ө = 0°. 

АХА = 0 -- (6) 

7. Cross product of unit vectors : Consider the unit vectors а„,а 
mutually perpendicular to each other, as 
shown in the Fig. 1.37. 

Then, 


а,ха,- |a,| |8,| sin(90°)ay 


y and а, which аге 


2 


In this case, а, -а, 
and |а,|-|а,|-5іп (90°) =1 





But if the order of unit vectors is 
reversed, the result is negative of the Fig. 1.37 
remaining third unit vector. Thus, 
... (10) 


This can be remembered by a circle indicating cyclic permutations of cross products of 
unit vectors as shown in the Fig. 1.38. 
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ТАТ. алты 

з, a, a, 

N J) Clockwise 
а, 


Anticlockwise 


«БІ 


(a) Positive result (b) Negative result 


Fig. 1.38 


While as cross product of vector with itself is zero we can write, 


... (11) 


Anticlockwise 

positive 

Anticlockwise 
positive 





(a) Cylindrical system 


(b) Spherical system 
Fig. 1.39 


From the Fig. 1.39 we can write, 
a, ха, -а,, аха, =a, and so on. 
Key Point: The clockwise direction gives negative result. 


8. Cross product in determinant form : Consider the two vectors in the cartesian 
System as, 


А=А, а, *A, à, «A, 4, and B=B, a, «B, a, +B, a, 
Then the cross product of the two vectors is, 
AxB = A, B, (a, Xa, )* A, B, (a, Xa, )+A, B, (a, ха, ) 
+A, B, (а, Xa, )* A, B, (а, xa, )* A, B, (a, xa,) 
ЖА, В, (а, Xa,)*A, B, (a, xa,)«A, B, (а, ха,) 
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= (A, B, -A, By)a, +(А, B, -A, B,)a, +(А, B, -A, B,)a, 


This result can be expressed in determinant form as, 


a, а, а 
АХВ = А, A, A, ... (12(a)) 
В, B, B 


If A and B are in cylindrical system then 

а, а, а, 
г А, А 4 wes (12(b)) 
В, В 
If A and B are in spherical system then 

a, ag а, 

AXB = |А, А, А, - (12(9)) 
B, Ве B, 


1.11.2 Applications of Cross Product 


The different applications of cross product are, 

1. The cross product is the replacement to -the right hand rule used in electrical 
engineering to determine the direction of force experienced by current carrying conductor 
placed in a magnetic field. 

Thus if I is the current flowing through conductor while L is the vector length 
considered to indicate the direction of current through the conductor. The uniform 
magnetic flux density is denoted by vector B. Then the force experienced by conductor is 
given by, 

Е = ИХВ 

2. Another physical quantity which сап Бе represented by cross product is moment of 
a force. The moment of a force (or torque) acting on a rigid body, which can rotate about 
an axis perpendicular to a plane containing the force is defined to be the magnitude of the 
force multiplied by the perpendicular distance from the force to the axis. This is shown in 

the Fig. 1.40. 


The moment of force F about a point O is M. 
Its magnitude is |Е| |F] ѕіп Ө where | F| сіп Ө is 
the perpendicular distance of F from O i.e. OQ. 


Е 


М = TXF = | f| |F] sin@ a, where ay is 
the unit vector indicating direction of M which is 
perpendicular to the plane iie. paper and coming 
out of paper according to right hand screw rule. 
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ња» Example 1.11 : Given the two coplanar vectors 


A= За, «4a, -5a, and В--6а, +24, *4a, 
Obtain the unit vector normal to the plane containing the vectors A and B. 


Solution : Note that the unit vector normal to the plane containing the vectors А and B is 
the unit vector in the direction of cross product of A and B. 


X ees x y z 
Now AXB 13 4 -5 
42 4 

_ 14 5 з = |за 

7 а, [5 дау о 4| ?*z|.6 2 

















= 26а, +18а, +30а, 
= AxB 268, -184, +308, 
|AxB| (26)? +18)? «(30)? 
= 0.5964 a, + 0.4129 ау + 0.6882 а, 
This is the unit vector normal to the plane containing А and B. 


1.12 Products of Three Vectors 


Let A, B and C are the three given vectors. Then the product of these three vectors is 
classified in two ways called, 


1. Scalar triple product 2. Vector triple product. 


1.12.1 Scalar Triple Product 
The scalar triple product of the three vectors A, B and С is mathematically defined as, 


.. (1) 





Thus if, А = А,а,ғА,а,-А,а 


wl 
I 


B, а, +B, a, +B, a, 
С = C, a, «C, a, «C, a, 


Then the scalar triple product is obtained by the determinant, 


А, А, А, 

A*(BxC) = |В, В, В, ... (2) 
C. С. x 
x y 7. 


The result of this product is a scalar and hence the product is called scalar triple 
product. The cyclic order a b c is important. 
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: 1. The scalar triple product represents 
Volume a É the volume of the parallelepiped with 
^*(BXC) s edges À, B and C, drawn from the same 
origin, as shown in the Fig. 1.41. 

2. The scalar triple product depends 
only on the cyclic order 'a b c' and not on 
the position of the • and Ж in the product. 
If the cyclic order is broken by permuting 
Fig. 1.41 two of the vectors, the sign is reversed. 





А.(ВхС) = -В-(АхС) 
3. If two of the three vectors are equal then the result of the scalar triple product is 
zero. 


A-(Ax€) = 0 
4. The scalar triple product is distributive. 


1.12.2 Vector Triple Product 
The vector triple product of the three vectors A, B and C is mathematically defined as, 
.. (3) 


The rule сап be remembered as 'bac-cab' rule. The above rule can be easily proved by 
writing the cartensian components of each term in the equation. Тһе position of the 
brackets is very important. 





1.12.2.1 Characteristics of Vector Triple Product 
1. It must be noted that in the vector triple product, 
(A-B)T = A(B-C) 
but  (A-B)€ = C(A-B) 
This is because A-B is a scalar and multiplication by scalar to a vector is 
commutative. 
2. From the basic definition we can write, 
Bx(CxA) = C(B-A)-A(B-C) 4) 
Сх(АхВ) = A(C-B)-B(C-A) . (5) 
But dot product is commutative hence С-А = А“ C and so on. Hence addition of (3), 
(4) and (5) is zero. 
. AX(BxC)+ Bx(CxA)+Cx(AxB) = 0 ... (6) 


The result of the vector triple product is a vector. 
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$ Example 1.12 : The three fields are given by, 


А-2а,-а,, В=2а, -а,+2а,, C =2a, - 3a, +а, 


Find the scalar and vector triple product. 


Solution : The scalar triple product is, 


2 0 -1 
А. (ВХС) = |2 1 2|-М 
2 -8 1 


The vector triple product is, 
AX(BxC) = B(A. Q-C(A-*B) 
А.С = (2)(2)+(0)(-3)+(-1) (1) = 3 
A+B = (2)(2)+(0)(-1)+(-1)(2) = 2 
АХ(ВХС) = 3B -2C = За, -a, +2а,]-2[2а, -32a, +ā,] 


2а, +за, +4а, 


1.13 Transformation of Vectors 


Getting familiar with the dot product and cross product, it is possible now to 
transform the vectors from one cordinate system to other coordinate system. 


1.13.1 Transformation of Vectors from Cartesian to Cylindrical 


Consider a vector А in cartesian coordinate system as, 


А = A.B, FA, 8, +А,а, ... (1) 
While the same vector in cylindrical coordinate system can be represented аз, 
А = А,а,ғА,а,«А,а, ... (2) 


From the dot product it is known that the component of vector in the direction of any 
unit vector is its dot product with that unit vector. Hence the component of А in the 
direction a, is the dot product of A with a,. This component is nothing but A ,. 


A, = [A*8,] ... (3) 
A, = [A,a, tA, ay tA, a,]-a, 
А, = Аа, а, FA, 8, «a, +A, a, «a, ... (4) 


The magnitudes of all unit vectors is unity hence it is necessary to find angle between 
the unit vectors to obtain the various dot products. 


The Fig. 1.42 (a) shows three dimensional view of various unit vectors. 


Consider a xy plane in which the angles between the unit vectors are shown, as in the 
Fig. 1.42 (b). 
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Fig. 1.42 Transformation of vectors 


The angle between a, and а, is ф. 
The ang!e between a, and a, is 90-%. 
The angle between а, and a, is 90 +ф. 
The angle between а, and à, is %. 


а,“а, = (1)(1) соѕ(ф) -совф -- (5) 
а,“а, = (1)(1)сов(90--0)--віп ф ... (6) 
a,*a, = (1)(1)сов(90-%)-5іп © .- (7) 
ауар = (1)(1)соѕ(ф) =соѕф ... (8) 
and а, +a, = a, «a, = 0 asa, is perpendicular to a, and a, ... (9) 
and а,?а, = 1 ... (10) 
Substituting in equation (4) we get, 
A, = А, соѕф+А, sing ... (11) 
Similarly finding А, as [А -à,] and А, as [A *a,] we get, 
A, = -А, sin ф+А, cos © ... (12) 
апа А, =А, ... (13) 


The results of dot product are summarized in the tabular form as, 





Table 1.2 
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The results of transformations can be expressed in the matrix form as, 


соф sino OJJA, 
А,| = |-віпф соѕф 0 А, 
А 0 о ПА, 
1.13.2 Transformation of Vectors from Cylindrical to Cartesian 

Now it is necessary to find the transformation from cylindrical to cartesian hence 
assume А is known in cylindrical system. Thus component of А in а, direction is given 
by, 


» 
u 


[A-a,]-[A, a, £A a, +A, a,] -a, 
A, = A, a, +3, KA QR, HH, +A, a, a, ... (14) 

As dot product is commutative а, +a, = а, «4, -совф and so on. Hence referring 
Table 1.2 we can write the results directly as, 


А, = А,созф-А, sing ... (15) 
Ay = А, ѕіпф+А , coso ... (16) 
А, = А, m (17) 


The result can be summarized in the matrix form as, 
A совф -зтф O][A, 

= |ѕіпф cosó 0||А, 

0 0 1{|А, 


na» Example 1.13 : Transform the vector field W =10ā, -8а, + 6a, to cylindrical co-ordinate 
system, at point P (10, —8, 6) . 

Solution : From the given field W, 

W, = 10, W, =-8 and М, = 6 

Now W, = Wea, =[10а, -8а, +6а, | + a, 

= 109, -а, -8a,+4, 46a, * à, 
| = 10 (cosQ) - 8(sin 0) - 6(0) ... Refer Table 1.2 
For point P, x - 10 and y -- 8 


ф = tan"! Ў -- Relation between cartesian and cylindrical 


= tan”! Fl =— 238.6598? 


As y is negative and x is positive, dis in fourth quadrant. Hence ф calculated is correct. 
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с05ф = 0.7808 and сіпф- - 0.6246 
W, = 10х(0.7808)-8х(- 0.6246) =12.804 


Now W, = W- a, =10а, +а,-8а,-а, +63, ° a, 
= 10(-віп $-8с05$+0=0 
Апа М, = Wea, =104, -4, —8a, «4, +62, -a, 


= 10x0-8x0+6x1=6 
W = 12804 а, +6а, іп cylindrical system. 
и Example 1.14 : Give the cartesian co-ordinates of the vector field Н =20a, -10a, +За,, 
at point Р(х-5,у-2,2--1). 
Solution : The given vector is in cylindrical system. 


Н, = Н.а, -20a,-a, -10a,+ a, 4 3a, * à, 


x 


20 cos $-10(-sin $) +0 ... Refer Table 1.2 
At point P, x - 5, у= 2 and z-- 1 
Now ф = tan”! У апі = =21.8014° 


cos ф = 0.9284 апа зтф= 0.3714 
H, = 20x(0.9284)410x 0.3714 =22.282 
Then H, = Н.а, =20а, .а, -10a, +a, * 3a, „а 
= 20sin ф-10со5ф--0 
= 20х(0.3714)-10х(0.9284) =- 1.856 


And H, = В.а, -20a,-3,-103,- 3, +За, +4, 


= 20x0-10x0+3x1=3 


у 


H = 22.282 а, – 1.856 а, +34, in cartesian system. 


1.13.3 Transformation of Vectors from Cartesian to Spherical 
Let the vector А expressed in the cartesian system as, 
А = А, а, *A,a, *A,a, 
It is required to transform it into spherical system. The component of A in a, direction 
is given by, 
А, = А-а,-|А,а 


r 


a oa +A a ea +A a ға, ave (18) 
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Note : Though the radius representation r used in cylindrical and spherical systems is 
same, the directions a, in both the systems are different. Infact many times r is 
represented as p in cylindrical system. But p is used to represent other quantity in this 
book hence г is used in cylindrical system. Hence 3, „а, will be different when а, is of 
spherical system than the а, of cylindrical system and so on. 


While Ag = А-2, =[А, 8, «A, 8, +A, 3,]. āo 

= А, Я, HS tAy ay «ао tA, a, =й . (19) 
Апа А, = А-а, =[A, a, KA, 3, +A, 2,]-3, 

= А,а,.а,%А,а,-а,%-А,а,”а, -. (20) 


The dot products сап Бе obtained by first taking the projection of spherical unit vector 
on the xy plane and then taking the projection onto the desired axis. Thus for a, -a,, 
project a, on the xy plane which is sin Ө and then project on the x axis which is sin Өсоѕф 


А а, +2, = а,.а, = сіп Өсоѕф 
In the similar fashion the other dot products сап be obtained. The results of the dot 
products are summarized in the Table 1.3. 


ccu [mee 


Table 1.3 
Using the results of Table 1.3, the results of vector transformation from cartesian to 
spherical can be summarized in the matrix form as, 





A, sin Өсоѕф ѕіп Өѕіпф со50 || A, 
Ag| = |соѕӨсоѕф соѕӨѕіпф -sin0 A, 
А, -sin > cos > 0 A, 


1.13.4 Transformation of Vectors from Spherical to Cartesian 
To find the reverse transformation, assume that the A is known in spherical system as, 
A = A,a,+AgagtAy а, 


Hence component of A in а,,а, and а, are given by A-a,, А-а, and А-а 


: y y z 
respectively. 
Thus we get the results as, 
А, = A,a,*a, tÁAgag*a, +A, ay oa, -.. (21) 
А, = А, а, „а, FAgüg*a, FA ay а, ~. (22) 
А, = А, а, ча, +Agagea, FA, ay «а, ... (23) 


Using the Table 1.3, the results can be expressed in the matrix form as, 
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А, sin Өбсовф совӨсовф —5іп ф| | А, 
Ау | = [sin@sing соѕӨѕіпф соѕф | | Ae 
А, соѕ Ө —sin 0 0 А, 


1.13.5 Distances іп all Co-ordinate Systems 

Consider two points A and B with the position vectors as, 

А- ха, %у,а, +2; a and B=x,4, ғу; a, +z, a, 

then the distance d between the two points in all the three co-ordinate systems are 
given by, 


d = J(x; -x, y “(уҙ -yy +(Z2—-2, y ... Cartesian 


dz RE +12 -2 гу т; cos(6; -$ )* (z; —21 y ... Cylindrical 


d = Jr2 +17 -2 ту г; cos0, соз Ө, —2 гу г; sin 0, sin Ө, сов(ф; -ф,) ... Spherical 





These results may be used directly in electromagnetics wherever required. 
mab Example 1.15 : Obtain the spherical coordinates of 10 a, at the point 
Р(х--3,у-2,2-4). 
Solution : Given vector is in cartesian system say Е-102,. 


Then Е = Fea, =10а, «a, 


r 


= 10 sin Ө соз ф ... Refer Table 1.3 
At point P, х--3, y=2, 2-4 
Using the relationship between cartesian and spherical, 
х= г5іп Өсоѕф y-rsinOsinó z-rcosO 


= AY. a2. ы 
ф = tan x tan 23 33.69 


But x is negative and y is positive hence ф must be between +90° and +180°. So add 
180? to the ф to get correct ф. 


ф = —33.69°+180°=+ 146.31? 
cos ф = - 0832 and sin ф- 0.5547 


And Ө = cos! 2 = со 
г с ryt +22 
= cos”! - = 42.0311° 


(-3)* «(2) «(ау 
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cos 0 = 0.7428 and sin 0 = 0.6695 

Е = 10x0.6695x(-— 0.832) =- 5.5702 

E = Е-аҙ-10а,.-а, =10соѕӨсоѕф 
= 10х0.7428х(-0.832)--6.18 

F, = Fea, =10а, +а, -10(-віп $) 
= 10х(-0.5547)=-5.547 

Е = - 5.5702 а, – 6.18 4g - 5.547 4, іп spherical system. 

mm Example 1.16 : Express B =г? а, +sin 0a, in the cartesian co-ordinates. Hence obtain В 
at P(1,2, 3). 


Solution : Given B is in spherical system as there is sin Ө in it and its cartesian 
co-ordinates are to be obtained, Referring Table 1.3, 


B, = В-а,-г?а,.а, +sin@ a, -à, 
= г? sin Өсоз ф+ sin O(—sin $) ... (1) 

Тһеп В, = В-а,-г?а,-а, +ѕіпба, -а, 
= г? біл Өсіп ф--віп Өсоѕф ... (2) 

And B, = Bea, =г?а, .а, +sin0 a, „а, 
= г? соѕӨ+ѕіп Ө(0) = 12 cos Ө -. (3) 


Now it is known that, 


r= Jx? +y? +2? , $- tant 2 апа Ө= cos! = 


мді y ZZ 


; 


/ \ 


x 2 
Fig. 1.43 
From Fig. 1.43, 
sin $ = SAEC ыйы, cos > = х 
x? +y х? +у? 
2,2 
dáng ыза y and cos@ =~ 
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Using in equation (1), (2) and (3) we get, 


ве x? +у? x фе +у* +y? 


x 


(гу) =x? ty? +22 (у 
х2 +y? +2? 
В, r?xS=(rz) = x? ey! +z? (z) 


B = В 


a, «B, a, +В, à 


x 


Thus B at P (1, 2, 3) 15, В = 3.207 a, + 7.7504 à, + 11.2248 а, 
1.13.6 Transformation of Vectors from Spherical to Cylindrical 
Let the vector А is known in the spherical co-ordinates. 
А = А, а, +AgagtAg ay 


The components of A in cylindrical system are given by, 


А, = A,a,°a,+Ag ág* à, + Ay ay а, 
А. = A,8,*'a,* Agüg*a, t A, a, а, 
А, = A,a,'à,tÁgdg*a,c A. a, за, 
Now а, ‘а, = sin& аьа, = с050, а,“а,-0 

а, ‘а, = 0, а, * a, = 0, а, за, = 1 

а, ‘а, = созб0, а-а, = –ѕіпӨ, а, за, = 0 
Ap sin® соѕӨ 0 M 
А,|-| 0 0 11| А; .. (24) 
А, cos0 -віпӨ ОА, 
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1.13.7 Transformation of Vectors from Cylindrical to Spherical 
Let the vector А is known in the cylindrical co-ordinates. 


А = Аа +А,а,+А,а, 


The components of A in the spherical system are given by, 


r 
Ag 
А, 


° 


А„а„,а‚,+А„а„”а,‚+А„а,а, 
Apapg*agtÁ,a,*ag c A,a,*àa, 
A,85,*a -А,а,-а,-А,а,"а, 
sin6 0 cos0 ЦА, 


cos0 0 -sin0||A, 
0 1 0 A 


4 


.. (05) 


Key Point: To avoid the confusion between a, in cylindrical and spherical in the 
cylindrical system a, is used. 


Using equations (24) and (25), any vector can be converted from cylindrical to 
spherical or spherical to cylindrical system. 


mæ Example 1.17 : Express vector B in cartesian and cylindrical systems. 


о |е TE 
Given, B = —a, +гсоз @ а, ға, 
r 


Then find В at (— 3, 4, 0) and (5, 1/2, – 2) 


Solution : B 


But r 


10. 03,43 
"is +r cos ag ta, 


10 


т, Ве = гсо50 В, = 1 
| ; 10 
sin@ соѕф соѕӨ соѕф -sino -- 
ѕіпӨ віпф соѕӨ віпф соѕф | |гсов0 
cos Ө —sin8 0 1 


ш sin Ө соѕф+ г cos?0 cos $- sino 


= sin Ө ѕіпф+ г cos?0 віпф-- соѕф 


10 cosg- г sin Өсов0 


2. 
М2 yz, соѕӨ =, 
| Jo +у? +22 


... in spherical 


.. (1) 
.. (2) 
.. (3) 


tano = 


|< 
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yx? +y? 
SSS + 
yx? tylez? 


sing = 


TM 


соѕф = 


Using equations (1), (2) and (3), B in cartesian system is : 


B 


B 


x 


At (- 3, 4, 0), х = 


B 


23. 


Vector Analysis 


x 


B, a, +B, а, %В,а, where, 

10x _ (4) 
x^ y? +27 ЕЕ сара; +y? +22 rre +y? 

0 2? (5) 
х? + у? +22 Дуу узт) с +у?+2?) а +y’ 

10z к zyx? + y? (6 
x? +у? +2? х2 +у? +22 Е 
у= 4, 2-0 
-2а, жа, ... In cartesian 


For transforming spherical to cylindrical use, 


B, 


sin cos0 0O||B, 
0 0 11 | Be 
cos@ -віп0 0||Вь 





sin B, + cos@ B, = 109170 + r cos? g 

B, =1 

cos@ B, — sin 0 Bg = W088 sing cosó 
rsin@ 2 = гсоѕ0, ф-ф r= p? +22, Ө = 





P hence sin Ө = ——L— cos @ = — 4. 
2 lp? + 22 lp? + 22 
B, a, +В, а, + B, a, where, 

торы. z^ В. ав = Сг 
P +Z” р? +2? p +2 


At given point [5, 5, -2 ) p =5,9=5 and 2--2 


-1P 
2 
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02 
B. = .10x5 , C2 _ 249, B,-1 


PBF + (-2)? 2-22 


10x (— 2) 5x (- 2) 


B, - = 1167 
E 57+(-2)? |52 (-2)2 
В = 24674, +a, + 1.1674, ... In cylindrical 


1.14 Types of Integral Related to Electromagnetic Theory 


In electromagnetic theory a charge can exist in point form, line form, surface form or 
volume form. Hence while dealing with the analysis of such charge distributions, the 
various types of integrals are required. These types are, 


1. Line integral 
2. Surface integral 


3. Volume integral. 


1.14.1 Line Integral 


A line can exist as a straight line or it can be a 
distance travelled along a curve. Thus in general, 
from mathematical point of view, a line is a curved 
path in a space. 


Consider a vector field F shown in the Fig. 1.44. 
The curved path shown in the field is p- r. This is 
called а path of integration and corresponding 
\ integral can be defined as, 





Curved т. а! = f 
ENT E di = ||Е| di cos Ө ...(1) 
P 


Fig. 1.44 Line integral ... Using definition of dot product 
where di = Elementary length 


This is called line integral of F around the curved path L. It represents an integral of 
the tangential component of F along the path L. 


The curved path can be of two types, 
i) Open path as p - r shown in the Fig. 1.44. 
ii) Closed path as p - q - r - s - p shown in the Fig. 1.44. 


The closed path is also called a contour. The corresponding integral is called contour 
integral, closed integral or circular integral and mathematically defined as, 
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$F-di = Circular integral ...(2) 


This integral represents circulation of the vector 
field F around the closed path L. 

If there exists a charge along a line as shown in the 
Fig. 1.45, then the total charge is obtained by calculating 
a line integral. 


L 


where p, = Line charge density i.e. charge per unit 
length (C/m) 
Key Point: Іп evaluating line integration, the dl direction 
is assumed to be always positive and limits of integration 
Fig. 1.45 Line charge decide the sign of the integral. 





1.14.2 Surface Integral 


In electromagnetic theory a charge may exist in a distributed form. It may be spreaded 
over a surface as shown in the Fig. 1.46(a). Similarly a flux $ may pass through a surface 
as shown in the Fig. 1.46(b). While doing analysis of such cases an integral is required 
called surface integral, to be carried out over a surface related to a vector field. 

For a charge distribution shown in the Fig. 1.46(а), we can write for the total charge 
existing on the surface as, 


О = |р,45 <) 


where р. = Surface charge density іп C/ m? 


dS - Elementary surface 


Surface S а, Flux $ of vector 


АЙ field Е 


Nel 


тей t £I 
Charge 


Surface 


(a) Surface charge b) Flux crossing a surface 
Fig. 1.46 
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Similarly for the Fig. 1.46(b), the total flux crossing the surface S can be expressed as, 
.. (5) 





where a, = Unit vector normal to the surface S 
Both the equations (4) and (5) represent the surface integrals and mathematically it 
becomes a double integration while solving the problems. 


If the surface is closed, then it defines a volume and corresponding surface integral is 


given by, 
| M 
5 


This represents the net outward flux of vector field Е from surface S. 
Key Point: 1. The closed surface defines a volume. 


2. The surface integral involves the double integration procedure mathematically. 


1.14.3 Volume Integral 


If the charge distribution exists in a three 
dimensional volume form as shown in the Fig.1.47 
then a volume integral is required to calculate the 


total charge. 
Charge 
Thus if p, is the volume charge density over a 


volume v then the volume integral is defined as, 


where dv = Elementary volume 





Fig. 1.47 Volume charge 


mm» Example 1.18 : Calculate the circulation of vector field, 


Е = r cos да, + 2 sin фа, 
around the path L defined by 0 < r < 3, 0 < $ < 45° and z = 0 as shown in the 
Fig. 1.48(a). 
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х, ф = 0° Path L 


Fig. 1.48 
Solution : Divide the given path L into three sections. 
Section I : г varies from 0 to 3, ф= 0° and z = 0 


di = dra, " 


3 
| (12 cos ф a, + z sin фа.) • dr a, 
г-0 


[F-di 
1 


3 
[ 1? cos 6 dr 


т=0 


313 
= 5 COS с [2 [1] = 9 
" do 


Section II: г 15 constant 3, ф varies from 0 to 45°, 2 = 0 


— - 45 -- = -- 
[F-at = | (r? cos 0 a, + 2 sin фа,) + ада, 
n o=0 
= 0 
Section III : r varies from 3 to 0, ф- 45° and z = 0 
di = dr a, 


Note that di is always positive, limits of integration from г = 


direction. 


0 
[Fal = Ге сов фа, + 2 сіп фа,) • ага, 
Ш т-3 


Vector Analysis 





. Along radial direction 


... Along 6 direction 


3 to 0 taking care of 
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0 
= [ r^ cos @ dr ара = 1,а,. a, = 0 


r=3 


37° E 
= cos 45° 5 - 0.7071 ЕЙ = - 6.3639 
2 


$F di = 9+0- 6.3639 = 2.636 
L 


1.15 Divergence 


It is seen that фт. а5 gives the flux flowing across the surface S. Then mathematically 

5 
divergence is defined as the net outward flow of the flux per urut volume over а closed 
incremental surface. It is denoted as div F and given b 


фЕ.45 





lim 65 
іу- Ау 


- Divergence of F ...(1) 


where Av = Differential volume element 


Key Point: Divergence of vector field F at a point P is the outward flux per unit volume 
as the volume shrinks about point Р i.e. lim До — 0 representing differential volume element at 
point P. 


Symbolically it is denoted as, 





У.Е = Divergence of Е ...(2) 
where У = Vector operator = 2a, LL у +02 2 
Ви Е = Ба, + Буа; +F,ā, 
...(3) 
This is divergence of F in Cartesian system. 
Similarly divergence in other co-ordinate systems are, 
: 9 (rF) +1 5%. + Е Cylindrical ...(4) 


дЕ 


1 9 2 . 1 > " 
sor + and 09 Oe) uc 90 Spherical ...(5) 


1 д 





Physically divergence at а point indicate how much that vector field diverges from that 
point. 
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Consider a solenoid i.c. electromagnet obtained by winding a coil around the core. 
When current passes through it, flux is produced around it. Such a flux completes a closed 
path through the solenoid hence solenoidal field does not diverge. Thus mathematically, 
the vector field having its divergence zero is called solenoidal field. 


V°A = 0 for A to be solenoidal 


Key Point: The concept and physical significance of divergence is elaborated in great detail 
in the section 3.10 of chapter 3. 


1.16 Divergence Theorem 
It is known that, 
фЕ. 45 


= Lim 5 
У.Е = Ау) 





AS ... Definition of divergence 


From this definition it can be written that, 


5 v 


This eqution (1) is known as divergence theorem or Gauss-Ostrogradsky theorem. 
The Divergence theorem states that, 


The integral of the normal component of any vector field over a closed surface is equal 
to the integral of the divergence of this vector field throughout the volume enclosed by 
that closed surface. 


The theorem can be applied to any vector field but partial derivatives of that vector 
field must exist. The divergence theorem as applied to the flux density. Both sides of the 
divergence theorem give the net charge enclosed by the closed surface i.e. net flux crossing 
the closed surface. 


Key Point: The divergence theorem converts the surface integral into a volume integral, 
provided that the closed surface encloses certain volume. 


This is advantageous in electromagnetic 
Closed surface S theory as volume integrals are more easy to 
evaluate than the surface integrals. 


The Fig. 1.49 shows how closed 
Volume v surfaceS encloses a volume v for which 


enclosed by divergence theorem is applicable. 
closed surface S 





Key Point: The divergence theorem as applied 
with Gauss's law is included in the section 3.12 
of chapter 3. 


Fig. 1.49 
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шә) Example 1.19 : A particular vector field F = r 2 cos? ф a, + z sin ф а, is іп cylindrical 
system. Find the flux emanating due to this field from the closed surface of the cylinder 
0 Sz <1, г = 4. Verify the divergence theorem. 


Solution : The outward flux is given by, 
ф- фЕ. 45 over a closed surface S 
5 


The cylindrical surface is shown in the Fig. 1.50. 


4 Surface 
І $1 
r=4 ==> 2-1 
: | 
1 
1 
2 1 
1 
1 
^ Н Surface 
. 5 
c 11 2 
А 1 
4 1 А 
e l E 
4 а ai Tee 
2-0 --- ---... = y 
xA 2 Surface 
S3 
Fig. 1.50 


Тһе total surface is made up of, 

1. Top surface S, for which 2 = 1, r varies from 0 to 4 and ф varies from 0 to 2r. 

2. Lateral surface for which z varies from 0 to 1, $ from 0 to 2r and r = 4. 

3. Bottom surface S4 for which z = 0, r varies from 0 to 4 and ọ varies from 0 to 2л. 
For $], dS = rdr dba, 


For S, dS = г dz doa, 
For 53, dS = гаг 49(-а,) 
фЕ.95 = f(r? cos? фа, +zsin фа) •(гагафа,) 
5 я 
= 0 4,08, = 8.8, =0 


$F-dS = фе? соз? фа, *zsinóa,) *[r dr dọ (-а,)] 


53 83 

= 0 „а, ° a, =а,.а, = 0 
фЕ-45 = $c? cos? фа, +zsin $a,) *(r dz d$a,) 
52 52 
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1 2 
ГІР cos? фгагаф 228,.8,— 1, d -а, = 0г= 4 
2-0%-0 


= (а) | fazeos? ò d= a faz [gts 


z2-06-0 -0 
А x 
- 64 x хіх [9274 , Sin 26 
2 Z|. 
= 64 x 1x 5 x 2n бап 


FedS = 0+ 64n+ 0 = 64n 


Ae 


Let us verify divergence theorem which states that, 
$F-dS = fv .Е)ду 
5 v 





Now dv = гаг фах 
Еи: 
= 19 qr cos 941 S sing +0 
= =, 3г? += (cost) - 3 r cos? 6.2009 


1 


$(V + F) dv Г | (ecos? бг = dr d$ dz 


2-0 e-0r-0 


p 


4 
cos? 64-7 cos e| аф dz 
0 


3 





1 


= | | fa | ра 72] + 4zcoseh do dz 


2-0 $-0 


1 | 2n 
- | ile ы 4 4z [sin qz | dz 
2-0 0 


1 1 
= | {32x[2n+0]+42[0}} dz = [паг 
2=0 2=0 
= 64 п[2] = 64п 
жы 45- jv. » Е) dv and divergence theorem is verified. 


v 
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1.17 Gradient of a Scalar 


Consider that in space let W be the unique function of x, y and z co-ordinates in the 
cartesian system. This is the scalar function and denoted as W (x, y, z). Consider the 
vector operator in cartesian system denoted as V called del. It is defined as, 

д: Е д _ 
V (del) = Эх ^* * By “у TL 


Key Point: The operation of the vector operator del (V) on a scalar function is called 
gradient of a scalar. 


Grad W = ум Sa +g a EL 





Key Point: Gradient of a scalar is a vector. 


The gradient of a scalar W in various co-ordinate systems are given by, 


| Sr. No | Co-ordinate system Grad W = VW 
ее [emen 






Cylindrical 





1.17.1 Properties of Gradient of a Scalar 


The various properties of a gradient of a scalar field W are, 
1. The gradtent V W gives the maximum rate of change of W per unit distance. 


2. The gradient V W always indicates the direction of the maximum rate of change of 
W. 


3. The gradient V W at any point is perpendicular to the constant W surface, which 
passes through the point. 


4. The directional derivative of W along the unit vector a is V Wea (dot product), 
which is projection of V W in the direction of unit vector a. 


If U is the another scalar function then, 
5. V(U4 му) 
6. V(U му) 


VU4+VW 
UVW+WVU 
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U WV U-UV W 
7. "(wj SS сша 


ма» Example 1.20: А particular scalar field œ is given by, 


a) а = 20e7* sin 


Ы) а = 25rsino 
40 cos Ө 


r? 





с) а = 


Vector Analysis 


... In cartesian 


-- In cylindrical 


... In spherical 


Find its gradient at P(0,1,1) for cartesian, ‚|, 5 ; 5) for cylindrical and 


P(3,60°, 30°) for the spherical. 


Solution: a) о-20е "sin (е) in cartesian 


да - x 
Va = — а. +— а. +— а 
дх z 


At P (0, 1, 1) the Va = –10а, + 9.0689 ay 
b) a-25rsin ф in cylindrical. 


Va = — а, + 


да acing 2 
or 


Va = 25 sin фа, +25 соѕфа, 


^ At (4, 2.5) the V a =25 4, 
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с) a= 26658 in spherical. 
r 

А 1 да; 
7 or * г 997% rsinð dp? 

да -э1_ cos 8 

m c 40 cose[-2 г 1 =-80 -3 

да _ 40 ine да — 

ee ы 

Va = - 580900. _ 40 sino à, 





a, 
3 т? 


. At P (3,60°, 30°) the V a = - 1.4814 а, —0.9362 a, 


1.18 Curl of a Vector 


The circulation of a vector field around a closed path is given by curl of a vector. 
Mathematically it is defined as, 


D vi фе. а! 
Curl of F = $m KS. ... (1) 





where ASw - Area enclosed by the line integral in normal direction 


Thus maximum circulation of F per unit area as area tends to zero whose direction is 
normal to the surface is called curl of F. 


Symbolically it is expressed as, 
УХЕ = curl of F ... (2) 


Key Point: Curl indicates the rotational property of vector field. If curl of vector is zero, 
the vector field is irrotational. 


In various co-ordinate sysems, the curl of F is given by, 


V XE 9E OF |_ for, 2E]. [95 oF, |- 
dy де |а "|9, Әх "| Эх dy | 








z 














ie. ...(3) 
= _ [198 9%| (әң 9E]. [19д(тЕ,) 19E]. 
dE | 9 ^x ór Е JU дф |44 
a, ra, a, 
ie УХЕ = Ч e 2. --| Cylindrical 4) 
rior дф oz y s 
Е Е, 
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9(гЕ 
a r cannot be taken outside as differentiation is witk respect to 





Key Point: In 


Т. 














= 1 [0Fsin® oF] 11 OF XrE)]. 
ЕЗ у 90 ool" risinO æ or |46 
1 a(r Fy) дЕ, m 
x “| or 90 | 
rag rsin@a, 
. = д , 
ie. = - Эг 56 Spherical 
Е гњ rsin@F, 





Key Point: The physical significance and concept of curl is discussed т detail in 
section 7.10 of chapter 7. 


1.19 Stoke's Theorem 


The Stoke's theorem relates the line integral to a surface integral. It states that, 

The line integral of F around a closed path L is equal to the integral of curl of F over 
the open surface S enclosed by the closed path L. 

Mathematically it is expressed as, 


L 5 


where dL = Perimeter of total surface $ 
dS 
Open surface S Key Point: Stoke’s theorem is applicable 
bounded by L only when Е and V XE are continuous оп 
the surface S. The path L and open surface S 
enclosed by path L for which Stoke's theorem 
is applicable are shown in the Fig. 1.51. 


Lo 


Key Point: The proof of Stoke's theorem is 


\ included іп the section 7.11 of chapter 7. 
dL Closed path L 
Fig. 1.51 


næ Example 1.21 : Verify Stoke's theorem for a vector field 


= ү сов ф a, tzSsin $ а, 


around the path L defined by 0 < r < 3,0 < ф < 45? and z = 0 as shown in the 
Fig. 1.52. 
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х ф= 45° 


Fig. 1.52 
Solution : From Stoke's theorem, 
$F-dL = [(VxF)-dS 
L $ 
Тһе L.H.S. of Stoke's theorem is already evaluated in Ex. 1.18, which is 2.636. (Refer 


Page 1-50). 
To evaluate R.H.S., find V X F 


- [19K 9R] [OF 9E]. [19(rE) 195]. 
UNUS Е аа [esf “г тр |4% 


Е, = т? соѕ ф Ер= 0, Е, =2 іл ф 


а 
x 
^" 
н 


[о-о] а, + t0 - ора, «1 esi o], 


= г біп $a, 


dS = г dr do а, as surface is іп x-y plane ie. 2 - 0 plane for which normal direction is 


а... 


= x 45 3 375 
г J[VXE)-dS = [(rsinga,)-(rdrdga, = | |1? sinodrdo= Е [-cos 5" 
S 5 9-0 г-0 0 


= [9] [- 0.707 - (- 1)] = 9 x 0.2928 = 2.636 


Thus Stoke's theorem is verified. 
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1.20 Laplacian of a Scalar 


The divergence of a vector and gradient of a scalar are discussed earlier. The 
composite operator of these two is called Laplacian of a scalar. 


If V is a scalar field, then the Laplacian of scalar V is denoted as V?V and 
mathematically defined as the divergence of the gradient of V. 


Key Point: The operator V? is called laplacian operator. 


In cartesian co-ordinate system, 


i 3.194,24 ] fv, ‚ду Әу. 
V Уш V ҮҮ = E еа ED х +9уа ya, | 





...In cartesian system 





Key Point: The Laplacian of a scalar is always a scalar. 
In cylindrical co-ordinate system it is given by, 


1 дү ƏV д?у M 22 52 
xi 213 жү a ...In cylindrical system 





_1_ ð sin oV. oV 1 aV ...In spherical 
99) r?sin?0 дф? system 


r? sin т? sin Ө 99 





Harmonic Field : А scalar field is said to be harmonic іп a given region, if its 
Laplacian vanishes in that region. 


Mathematically for a scalar field V to be harmonic, 


| 


This equation is called Laplace's equation. Its solution and applications are discussed 
throughly in the chapter 6. 


ma Example 1.22 : Find the Laplacian of the scalar fields and comment on, which fields are 
harmonic. 


i) W =х?у+ху2 -у2? Й) U = rz sing +22 cos? tr’ 
iii) V = 2r cos Өсовф 
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Solution : i) W = x?y + xyz-yz? 


V?Ww 


W FW W 
L—— + oe “ee 
ox? ду? oz 


9 2.9 
a, xy yas oc +х2-7 )%5 9 (xy- 2yz) 


2у+0+0+0+0- 2у = 0 


As V?W = 0, the scalar field W is harmonic. 


ii) U = rz sin $4z? cos? ф+г? 


V?U 


12,20), 1 PUU 
гдг or} r? 94? dz? 


19 Ir(zsings 20]. 3 Saltz cos 9- -2225іп ф сов ф] 


+2 1. sin ф+2 z cos?$] 
.. 2 sin $ cos ф = sin 2ф 


1 z sin 6*4]. інге sin $-z?2cos 29 +[0+ 2 соз2$ 
r 
„2 
Z sin ф+4-® sin ¢- ~~ cos 20+ 2cos? 0 
r r r 


2 
4-2 соз - 72 cos2o 
r 


As V?U # 0, the scalar field U is not harmonic. 


iii) V = 2r cos Өсоѕф 


y?y 





1 3[29V] 1 2 fing], әу 
д or | г? sin Ө 00 00] г? ѕіп2 Ө oe? 


= 9 ра (2 cos вео) 1 = alsin 0(—2r cos sin 0)] 
1 
zs -2 
ta e xc гсов sin $) 





1 (4r cos Өсов €] > 1 [-2r cos фх 2 sin Өсов 6) 
r“ г” sin Ө | 


"x cos Өсоѕф] 


r? sin 

о 4 соз Өсовф ө - 

4 cos cos =. 256205029 = 22 cot cosec Ө cos 6 
r r rsin^ Ө r 


As V?V # 0, the scalar field V is not harmonic. 
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mb Example 1.23 : Given А-5а, 
between А and B is 45 


1-63 Vector Analysis 


Examples with Solutions 


and В-4й, +В, а 


, then find B, 


such that angle 


9 If B also has а term B, à,, what relationship must exist between В, 


and В, ? 
Solution: A =54, and В=4а, +В, 3,, Өд =45° 
Now А.В = A, B, +A, B, +A, B, 


(5х4)+(0)+(0)=20 


But А.В [А] |В |соѕе,ь 
20 5) fco «(By )^ х соѕ45° 
(16+82 = 5.6568 
B; = 16 
B, = +4 


Now B 


Still A+B 
20 ey? x day! *(B,)^ +(В, }? xcos 45° 
6+8? +В? = 5.6568 
В? +В? = 16 


This is the required relation between B, and B,. 


mæ Example 1.24 : Find the unit vector directed towards the point (хі,у,,2) from an 
arbitrary point in the plane у--5. 


Solution : The plane y = — 5 is pues to xz plane 
as shown in the Fig. 1.53. 

The coordinates of point P are {С - 5, 2) as 
у=-5 is constant. While О is arbitrary point having, 
co-ordinates (хі,у1,27). То find unit vector along 
the direction PQ. 

= PQ 

a = -= 

"9 [PQ] 
where PQ-Q-P 
PQ = (х, -х)а, *(yi -(-5))а, *(z; –2)а, 
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IPO] = ((4-х) (y, +5)? +(7 -2)? 
_ _ QQ-x)a, *t(y1 *5)8, +(21 -2)а, 
арр = — гпшшее а É————É——— 


(x -xy “(уі +5)* +(z, -zy 


ma Example 1.25 : Use spherical co-ordinates to write the differential surface areas dS, and 
à dS, as shown and integrate to obtain the surfaces areas A and B as shown in the Fig. 1.54. 





Fig. 1.54 


Solution : Consider differential surface area dS,. The unit vector perpendicular to it is in 
the direction of increasing 6 ie. a,. Hence d S, is 45,. 


dS, = rdr d0 а; 
А = || rdrde 


Now г is changing from 0 to 1 while 0 is changing from 0 to 90°. (Note that 0 is 
measured from z axis.). 


a i r? à 2 
00 0 


But for areas angles must be taken in radians. 


EX 1 4.1 гл 2 
А = 5х 0725x574 т 
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The differential surface area dS, is on the curved surface of sphere, the direction 
normal to it is from origin radially going outward ie. a,. 
dS, = г? ѕіпӨаӨафа, 
Now г is constant as 1m. Тһе 0 varies from 0 to 90? i.e. 


0 to 1/2 rad while $is varying from 30° to 90? i.e. л/ 6 rad to п/ 2 rad. 


n/2n/2 п/2 
| Га» sin0d6edo-z J Есо5@ 5” de 


лб 0 лі6 


B 


(0-(-1) 1642 7-757673" 2 


wab Example 1.26 : Given points P(r -5,ф-609,2-2) and 0(7=2,ф=110°,2=-1) іп 
cylindrical co-ordinate system. Find 
i) Unit vector in cartesian co-ordinates at P directed towards Q 
ii) Unit vector in cylindrical co-ordinates at P directed towards Q. 


Solution : Let us obtain the cartesian co-ordinates of P and Q. 
It is known that = г с05 ф у =гѕіпф and 2-2 
. Р (2.5, 4.33, 2) апа О (— 0.684, 1.8793, - 1) 
i) The unit vector from P to О is, 
аро = QUE where P and Q are position vectors 
IPQ] [PQI 
_ (-0.684-2.5)a, +(1.8793-4.33)a, +(-1-2)ā, 
р ІРОІ 
-3184a, -24507a, -3à 


: J(- 3.184)? «(- 24507)! +(-3)? 


аро = - 0.6349 a, - 0.4887 а, — 0.5983 а, 


ii) The vector РО = - 3.184 a, - 2.4507 a, -3а, 4 ... As obtained earlier. 
Let us transform this into cylindrical coordinates. 
(РО), = РО-а, --3.184а,.а,-2.4507а,.а,-За,-а, 
= - 3.184 сов ф- 2.4507 (-sin $) +0 ... Refer Table 1.2 
At point P, ф= 60° 
(РО), = -3184x0.5 -2.4507 (— 0.866) = 0.5303 
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(PQ), = РО-а, =-3.184 à, „а, — 24507 a, -à, —3a, +a, 


= - 3.184 (-sin 4) – 24507 cos $ 


AN (PQ), = — 3.184 (- 0.866) - 2.4507 x 0.5 = 1.5319 
and (PQ), = РО-а, =-3 a ..8,.4, -а,"ӛ,-0 
РО = 05303а, + 1.5319 a, -За, 


В РО 0.53038, +1.53194, -За, 
а PO = = OS 
ІРО| — (0.5303)? (1.5319)? +(-3)? 


= 0.155 а, + 0.449 a, - 0.88 a, 


"mb Example 1.27 : Find the area of the curved surface using the cylindrical co-ordinates 


which lies on the right circular cylinder of radius 2 m, height 8 m and 40°<ф<90°. 
[UPTU : 2002-03] 


Solution : The surface is shown in the Fig. 1.55. 
г=2т 
А constant 
1 


--- 
„= 


мый ca 





The differential area normal to а, is, 
dS = r d$ dza, 
The surface is constant г surface and normal to it is unit vector a,. 


$ = [45 = f[rde dz 


8 90° 
| J гааг mit SZ ЖА 
2-0 ф=45° 
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= ria% [z]; 


= 2x[90°-45°]x jai —0] ...Use фіп radians 
_ 2x45?xnx 8. 2 
7-711806-” = 12.5663 m 


иҗ» Example 1.28 : Convert point P (1,3,5) from Cartesian to cylindrical and spherical 
co-ordinates. [UPTU : 2003-04] 


Solution : P(1, 3, 5) ie х= 1, у=3, 2-5 
In cylindrical system 


ї = {2 +у? = 4143? = 3.1622 


Ж A AP dis _ s 
$ — tan x = ап 1 71.56 


> = xm 
-. P(3.1622, 71.56°, 5) in cylindrical 


In spherical system : 


yx? +y? +22 = V1? +32 45? = 5.916 


r 


2, TIL Шы: o 
0 = tan E^ cos 5016 = 32.31 
ф = tan” У = tan” Эа 71.56° 
х 1 


г. Р(5.916, 32.317, 71.569 іл spherical. 
наў Example 1.29 : Given a vector function 
А = (3х+с12) а, +(сух— 52) a, “(4х-сҙу +042) a, 
Calculate c,,C2,C3 and c, if A is irrotational and solenoidal. [UPTU : 2003-04] 
Solution : For А to be irrotational, VXA = 0 


= dA, дА,]_ fəa, д2А,1 [дА, OA, l 
uro [Eje ду |4: 





А. =3х+с2, А,-с;х-527 А, =4х-сзу +642 

УХА =[-c +5] а, + [с – 4]a, “|с; – Оа, = 0 

сз =5, сі =4, c; -0 ... For À to be irrotational 
For A to be solenoidal, V - A = 0 
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сі--3 ... For A to be irrotational 


іне) Example 1.30 : Verify that vector field A —yzü, +2ха, +хуй, is irrotational and 
solenoidal. (UPTU : 2005-06, 5 Marks) 


Solution : For A to be irrotational, УХА = 0 


= OA, дА 
УХА = E E 4% [s i > а, 








ду OZ OL 9х 9х ду 
A, = yz, Ау =2х and A, = ху ...Given 
‚ А, ДА, QA, Ау дА, 20A, _ 
Sie = 2, ———— = Z, "eee MUN ду = Х 


ду "az Y дк 
УХА = {x — x] a, + ly-y] a, +[z-z]la, = 0 
Thus А is irrotational. 


For А to be solenoidal, V ."А-09 








— dA, дА, dA, 
йай аш ТЕ ЛА 
дА 
OPS ду У =0, oft ай 
9х ду 92 
У.А = б hence А is solenoidal 


ma Example 1.31: If A=aa, +2 а, +10 a, and 


В-4аа, «8а, —20@,, find out the value of о. for which the two vectors become 
perpendicular. (UPTU : 2006-07, 5 Marks) 


Solution : А = оа, 42a, +10а,, B= 40а, +8а, 20а, 
For perpendicular vectors, A+ В = 0 
-. (0) (40) + (2) (8 + 10(-20) 20 
402 – 20 0 + 16 = 0 
€ = 4ог1 


таў» Example 1.32 : Given points Ax = 2, у = 3, z = – 1) and В(р = 4, ф = – 50°, z = 2) 
find the distance А to B. (UPTU : 2006-07, 5 Marks) 
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Solution : A (x = 2, у = 3, 2 = – 1), Вф=4,ф=- 50°, z = 2) 
Converting point B to cartesian system, 
х = pcos ф- 4 cos (- 50°) = 2.57115 
у = p sin >= 4 sin (- 50°) = - 3.0641 


=. z22 


V xg —XA )! +(ув -yA) *(zg -z4)? 
| (2.57115 -2)? +(-3.0641 - 3}? +[2-(-1)]2 
J 0.326212 + 36.77331 +9 = 6.7896 


ma Example 1.33 : Show that the vector fields 


dap 


A =4, +245 and 








v sin Z < Ө) 
г? 


В =r cos0a, +rā are every where parallel to each other. (ОРТО : 2007-08, 5 Marks) 
Solution : For parallel vectors, AXB - 0 


Given А and B are in spherical co-ordinates. 








а, а, а, 
AxB = |A, А, А, 
B, Be B, 
sin 20 т. 
A, = us Ag = Ay =0 
В = rcos0 ) Bg-r, В,-0 


AXB = а, [А,В, -BoA ,|-аз[А „В, -В,А+]+аъ [А „Bo -B,A 0] 


sin 20 r cos 0x2 sin 8] _ 
= 0а, -0а, + | a, 
r? 





r 


25іп ӨсоѕӨ 25 0cos0] _ 
DEUM Т |» = y 


As A XB = 0, the two vector fields are parallel to each other. 
та» Example 1.34: Express the field Е = a in (i) rectangular components, ii) cylindrical 
r 


components. (UPTU : 2007-08, 5 Marks) 
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Solution : 





d ...In spherical co-ordinates 


i) Spherical to rectangular 








E, sin8cosó сов Өсоѕф -sinó]|A / г? 
Е, | = |ѕіп Өѕіпф cos@sind coso 0 
Е, cos 9 -sin Ө 0 0 
А . А . . А cos 0 
E, = 22 SUO COS Q СЫНЫН; E, - 72 
ER A 0 
Е = A nct а, + А sin Osin $a, + — а, 
ЕТ г г 
| 25-24 
ES 2172172 = -1ixXX жу _ par 1 A 
But r= үх +y? +22, Ө= tan! 3 —, фе tan? ? 
2.2 И 
yx + 
ады Lake? с ny MA: REM 
yx? +у? +22 Jx? ty? +22 
P y x 
зіп ф = —————, cos d= ———— 
h? +y? х2 +y? 
x: x? ку? 
Ё = A X ux х 


—— —— X ——————— X а 
22 BPE x 
x" ty" +2 yx? +у? +22 yx? +y? 


A x+y? , 


+o Se ae 
X" +у +27 үх +y? +22 yx? +y? 
a NEP ВИНЫ. ВИН | а 
21у +22 кетты 
X жу +7, x? «y? +2? 
= Ax = Ay = Az = 
= 211-22-23 “хі 2222, аза ау "13.3 Tha 4% 
(x^ *y^ *z^) (x^ *y^ +27) (x^ +y*+z*)° 


ii) Spherical to cylindrical 





E, sin cose O]lA/r? 
E,| = 0 0 1 0 
E, cos0 -sin@ 0 0 
А sin Ө А cos 0 
E, - E ‚Е, =0, куе 
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г = jp?+z?, Ө-өп P 
sin 0 - TES 508 ‚ cos Ө = = 
р2 +22 р2 +22 
- Ар = Az = 


——> 4,3----- а, 
(p? +22)3/2 .Р (р2 +22)3/2 


ти» Example 1.35 : Find the divergence and curl of the following function : 


A = 2xy a, +х?2ӣ, +23 


г 


(ОРТО : 2007-08, 5 Marks) 


Solution : А = 2xy a, +х22а, *z?a, 











= дА, 9A, 9A, 2 2 
У.А = x + oy fux = 2y +0 + 3z = 2y + 32 
а, а, а, а, а, а, 

T 9 9 9 9 д 9 
ҰАК ТІ Чу OE 
А, А, А, 2ху х22 23 


= a Oz? _дх?® -2 д23 92ху +E дх22 92ху 


= а,|0-х2|-а,|01-а,|2хг-2х) 





= -х?а, + 2х (z-1)a, 


Review Questions 


1. What is a scalar and scalar field ? Give two examples. 
. What is a vector and vector field ? Give two examples. 
. What is a unit vector ? What is its significance in the vector representation ? How to find unit 
vector along a particular vector ? 
. Explain cartesian co-ordinate system and differential elements in cartesian co-ordinate system. 


. Explain cylindrical co-ordinate system and differential elements in cylindrical co-ordinate system. 

. Explain spherical co-ordinate system and differential elements in spherical co-ordinate system. 

. What is a dot product ? Explain its significance and applications. 

. What is a cross product ? Explain its properties and applications. 

. Explain the relationship between cartesian and cylindrical as well as cartesian and spherical 


systems. 
. How to transform the vectors from one coordinate system to other ? 





* ак ' 
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. Given two points A (5, 4, 3) and B (2, 3, 4). 


Find: i) A + B i) A*B й) Өр й) AXB 
v) Unit vector normal to the plane containing A and B. 
vi) Area of parallelogram of which A and B are adjacent sides. 
[Ans.:73, +74, +7а,, 34, 26.762°, 0.41 4, – 0.822, + 0.414,, 17.1464] 
(Hint. : For area | А | |B| sin $5 =[A XB]] 


. If two positions vectors given are, А =-2ā, -5 a, 4a, and B-22, * 3, +5 й, then find, 


i) АВ ii) ал й) ав iv) адв v) Unit vector in the direction from C to A where C is (3, 5, 8). 


[Ans. : 4a, +84, + 94,, — 0.298 3, — 0.745 a, — 0.596 a,, — 0.324 a, + 0.486 a, — 0.811 а„, 
0.315 a, + 0.63 a, + 0.71 a, — 0.304 a, — 0.614, — 0.732 a,] 


. Find the value of В, such that the angle between the vectors А =2 й,+й, +41. and 


B - -2a,- à, +В. a, is 45°. [Ans. : 7.9] 


. For the vectors, A -22,-28, * à, and B=34,4+5%,-2a, find A+B , AXB and show that 


AXB =-(BXA). [Ans. : - 6, a, +74, ^ 16a] 


. Show that А = 42,28, — a, and B - i, 4a, — 47%, are mutually perpendicular vectors. 


[Hint. : Show A ° B = 0] 


. Find the angle between the vectors, А = 2а,+ 4a,-a. and B-3a,*6,-44, using dot 


product and cross product. [Ans. : 18.217] 


. Consider two vectors P = Ай, +108, and О =27,+ 32,. Find the projection of P and Q. 


[Ans. : 3.328] 


. Given the points А (x = 2, y = 3, z = — 1) and B(r = 4, =-50°.2 =2) , find the distance of A 


and B from the origin. Also find distance A to B. [Ans. : 3.74, 4.47, 6.78] 


. Given the two points A (x = 2, у = 3, z = — 1) and B(r -4,0-25%,ф-1209). Find the spherical 


20. 


coordinates of А, cartesian coordinates of B and distance AB. 
[Ans. : A (3.74, 105.5", 56.315), B (- 0.845, 1.46, 3.627, 5.64) 1 
Transform the vector 5 а, at Q (x = 3, y = 4, z = — 2) to the cylindrical co-ordinates. 
[Ans.:33, -4a,] 


. What is Laplacian of a scalar field ? What is its significance. 
. Find the Laplacian of the following scalar fields : 


i) W = е7 sin2xcoshy [Ans.:—2e " віп 2x cosh y] 


ii) V = 10 r sin? Өсов ф [Ans. : 1050501 2 cos 26] 
r 
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University Questions 
1. What do you mean by Scalar and Vector Fields ? Show the difference between the two. 
[UPTU : 2002-03, 5 Marks] 
2. Give the physical interpretation of gradiant and curl of a vector. (ОРТО : 2003-04(A), 5 Marks] 


. Represent the dot product of V with vector field in spheircal co-ordinate system. 
[UPTU : 2003-04(B), 5 Marks] 


. Give the physical interpretation of gradient, divergence and curl of a vector field. 
[UPTU : 2003-04(B), 5 Marks] 


. Discuss the Stokes' theorem and its application. [UPTU : 2003-04(B), 5 Marks] 
. Verify that vector field A = уга, +2ха, + хуй, is irrotational and solenoidal. 
[UPTU : 2005-06, 5 Marks] 
. Write down gradient of any scalar end divergence and curl of апу vector. А in different 
co-ordiante system. [UPTU : 2006-07, 5 Marks] 
If A-a a, * 2 a, * 10 a, and 
B- 4o 2, 8 à, - 20a, find out the value of о. for which the two vectors become perpendicular. 
[UPTU : 2006-07, 5 Marks] 
. Given ponts A(x = 2, y = 3, z = – 1) and B( p = 4, ф = - 50°, 2 = 2) find the distance A to B. 
[UPTU : 2006-07, 5 Marks] 
. Show that the vector fields 
A =п, SERE, 2а EE and 


В =r созба, «ra are every where parallel to each other. [UPTU : 2007-08, 5 Marks] 


. Express the field E = 4a, in (i) rectangular components, ii) cylindrical components. 
[UPTU : 2007-08, 5 Marks] 


Write down the word statement of divergence theorem and Stokes theorem. Find out the divergence 
and curl of the following function. 
А = 2xy а, *x/zà, +2?а, [UPTU : 2007-08, 5 Marks] 

. Establish the following vector identities : 

i) Ax(BxC) = (A*OB-(A* BC 

ii) 9-(УхА) = 0 [UPTU : 2008-09, 10 Marks] 
- Discuss the following terms as applied to vector fields : 

i) Gradient 

ii) Divergence # 

iii) Curl and its physical interpretation [UPTU : 2008-09, 10 Marks] 
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Electric Field Intensity 





2.1 Introduction 


Electrostatics is a very important step in the study of engineering electromagnetics. 
Electrostatics is a science related to the electric charges which are static і.е. are at rest. An 
electric charge has its effect in a region or a space around it. This region is called an 
electric field of that charge. Such an electric field produced due to stationary electric 
charge does not vary with time. It is time invariant and called static electric field. The 
study of such time invariant electric fields in a space or vacuum, produced by various 
types of static charge distributions is called electrostatics. A very common example of such 
a field is a field used in cathode ray tube for focusing and deflecting a beam. Electrostatics 
plays a very important role in our day to day life. Most of the. computer peripheral 
devices like keyboards, touch pads, liquid crystal displays etc. work on the principle of 
electrostatics. A variety of machines such as X-ray machine and medical instruments used 
for electrocardiograms, scanning etc. use the principle of electrostatics. Many industrial 
processes like spray painting, electrodeposition etc. also use the principle of electrostatics. 
Electrostatics is also used in the agricultural activities like sorting seeds, spraying to plants 
etc. Many components such as resistors, capacitors etc. and the devices such as bipolar 
transistors, field effect transistors function based on electrostatics. Hence this chapter 
introduces the basic concepts of electrostatics. 


2.2 Coulomb's Law 


The study of electrostatics starts with the study of the results of the experiements 
performed by an engineer from the French Army Engineers, Colonel Charles Coulomb. 
The experiments are related to the force exerted between the two point charges, which are 
placed near each other. The force exerted is due to the electric fields produced by the 
point charges. 


A point charge means that electric charge which is spreaded on a surface or space 
whose geometrical dimensions are very very small compared to the other dimensions, in 
which the effect of its electric field is to be studied. Thus a point charge has a location but 
not the dimensions. А charge can be a positive or negative. А charge is actually the 
deficiency or excess of electrons in the atoms of a particle. An electron possesses a 


(2 - 1) 
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negative charge. So the deficiency of an electron produces positive charge while excess of 
an electron produces negative charge. The charge is measured in Coulombs (C). The 
smellest possible charge is that corresponding to the charge on one electron which is 
1.602х 1079 C. Hence one Coulomb of charge is defined as the charge possessed by 
(1/1.602х1077) ie. 6х10 number of electrons. There сап be an isolated positive or 
negative charge which exerts force on other charge placed in its vicinity. It is well known 
that the like charges repel while unlike charges attract each other. The Coulomb's law 
formulated in 1785 is related to such a force exerted by one charge on the other. 


2.2.1 Statement of Coulomb's Law 
The Coulomb's law states that force between the two point charges Q, and О;, 
1. Acts along the line joining the two point charges. 
2. Is directly proportional to the product (О, О») of the two charges. 
3. Is inversely proportional to the square of the distance between them. 


Consider the two point charges О, and Q, as 
shown in the Fig. 2.1, separated by the distance R. The 


жасала ыы ысы са э charge О, exerts а force оп О, while Q, also exerts а 
о force on Q,. The force acts along the line joining Q, 
and О». The force exerted between them is repulsive 

Fig. 2.1 if the charges are of same polarity while it is attractive 


if the charges are of different polarity. 


Mathematically the force F between the charges can be expressed as, 


where О,О, = Product of the two charges 
R - Distance between the two charges 


The Coulomb's iaw also states that this force depends on the medium in which the 
point charges are located. The effect of medium is introduced in the equation of force as a 
constant of proportionality denoted as k. 


Е = xime .. 0) 
where k - Constant of proportionality 


2.2.1.1 Constant of Proportionality (k) 


The constant of proportionality takes into account the effect of medium, in which 
charges are located. In the International System of Units (SD, the charges О, and О» are 
expressed in Coulombs (C), the distance R in metres (m) and the force F in newtons (N). 
Then to satisfy Coulomb's law, the constant of proportionality is defined as, 
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1 
k = Е ... (3) 
where = = Permittivity of the medium in which charges are located 


The units of € are farads/metre (F/m). 


In general € is expressed as, | 

-® 
where £o = Permittivity of the free space or vacuum 

=, = Relative permittivity or dielectric constant of the 


medium with respect to free space 


Е Absolute permittivity 


For the free space or vacuum, the relative permittivity є, 21, hence 








€ = Eg 
221 QQ 
Е = ine RÀ ... (5) 
The value of permittivity of free space £, is, 
"M ЖҮ -12 
Eg = 36-10 -8.854х107% F/m -- (6) 
к = = 1 2898x10? 29x10? т/Е ... (7) 
Апер 4лх8.854х10717 
Hence the Coulomb's law can be expressed as, 
F- EIE ... (8) 
ANER 


This is the force between the two point charges located in free space or vacuum. 
Key Point: As Q is measured in Coulomb, R in metre and F in newton, the units of €p 











are, 
2 2 
ИН LE V 
(№) (т?) N-m* Мм m 
С? 
But Nam Farad which is practical unit of capacitance 


Unit of £ = F/m 


2.2.2 Vector Form of Coulomb's Law 

The force exerted between the two point charges has a fixed direction which is a 
straight line joining the two charges. Hence the force exerted between the two charges can 
be expressed in a vector form. 
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Consider the two point charges Q, and О, located at the points having position 
vectors г, and г, as shown in the Fig. 22. 





Fig. 2.2 Vector form of Coulomb's law 


Then the force exerted Бу О, on О, acts along the direction Кі? where ау, is unit 
vector along Riz. Hence the force іп the vector form сап be expressed as, 


т _ QQ - 








- a ... (9 
E 4ne,R?2, 12 ( ) 

where aj = Unit vector along Қ dea NO 

> 2 Magnitude of vector 
ico Ry 8-і Eh-h (10) 

|| | Rel [3-7 | 
where R,2| = R = distance between the two charges 
5 


The following observations are important : 
1. As shown in the Fig. 2.3, the force Қ is the force exerted on О, due to О.. It can be 
expressed as, 
Е = 0109; йш = о.о; хат? 


17 Ex ... (11) 
Что ^ 4m&RA [A-3] 
ам = -ау, 
Hence substituting in (11), 
= 0,0, _ ыс 
Fir = ——c—(-a4)--F2 ... (12 
Ane R2, ( 2) ( ) 


Hence force exerted by the two charges on each other is equal but opposite in 
direction. 
2. The like charges repel each other while the unlike charges attract each other. This is 


‚ Shown in the Fig. 23. These are experiement conclusions though not reflected in the 
mathematical expression. 
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а, Q2 
------ 
F4 (a) F2 

а; Q2 

Fy Р, 
(с) 
Fig. 2.3 
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а; с; 
— 
1 (b) 2 
Q; Q2 


3. It is necessary that the two charges are the point charges and stationary in nature. 
> 
4. The two point charges may be positive or negative. Hence their signs must be 
considered while using equation (9) to calculate the force exerted. 
5. The Coulomb's law is linear which shows that if any one charge is increased 'п 


times then the force exerted also increass by n times. 


F; = -Е then nF2 =-nFi 


where n = Scalar 


2.2.3 Principle of Superposition 


If there are more than two point charges, then each will exert force on the other, then 
the net force on any charge can be obtained by the principle of superposition. 





Q, 
2. 
РЫ ала 
РА 4 
ы. боя 
о а "1-7 РА 
2. 3а Pid / 
р a 22 d 
H L^ --... 4 
-d y ео 
2| Pf =" “ 
е e7 “ 
i 7” s7 = “ 
! 2 2 r T 
Г 4 77 = 
pL мо 
Ф---------------------------- Q 
Origin r3 3 
О 
Fig. 2.4 
Fog = 2 
1Q 
4n£gRio 
= T-T 
where ai = ——2 
|r-¥, | 


Similarly force exerted due to Q, on О is, 


Consider a point charge Q 
surrounded by three other point 
charges Q,, О, and Оз, as shown in 
the Fig. 2.4. 

The total force on Q in such a 
case is vector sum of all the forces 
exerted on Q due to each of the other 
point charges Q,, О, and О.. 

Consider force exerted on Q due 
to Q,. At this time, according to 
principle of superposition effects of 
О» and Q, are to be suppressed. 


(13) 
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z Q;Q. 
ЕЕ Е _. (14) 
020 ANER o 20 
where аз = el 
-rn 





= Озо _ 
Быз = 2533 .. (15) 
r-r 
where ау = L— 
2 |r- | 


Hence the total force on Q is, 


In general if there are n other charges then force exerted on Q due to all other n 
charges is, 


Eo ш Fo, о t Foo + .....: + Fon Q m" (17) 


... (18) 





2.2.4 Steps to Solve Problems on Coulomb's Law 
Obtain the position vectors of the points where the charges are located. 


Obtain the unit vector along the straight line joining the charges. The 
direction is towards the charge on which the force exerted is to be 
calculated. 


Using Coulomb's law, express the force exerted in the vector form. 


If there are more charges, repeat steps 1 to 3 for each charge exerting a 
force on the charge under consideration. 


Using the principle of superposition, the vector sum of all the forces 
calculated earlier is the resultant force, exerted on the charge under 
consideration. 





лаў» Example 2.1 : A charge ©, --20 uC is located at P (— 6, 4, 6) and a charge Q, =50 uC 
is located at R (5, 8, — 2) in a free space. Find the force exerted on О, by О, in vector form. 
The distances given are in metres. 


Solution : From the co-ordinates of P and К, the respective position vectors are - 


Р = -62, «4а, 46a, 
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and К = 5a, +8а, -2a, 
The force оп О; is given by, 
p . 0102, 


12 
Ane Rip 


Rp = Rer -R-P-[5-(- 6)] a, +(8—4) a, +[-2-(6)a, | 


-11a, +42; -83, 


d (11)? +(4)2 +(—8)2 214.1774 


m 
Bn 
It 


-—— m — oo m am am oo u m m m а — — — 








коа, 
(5,8,2) 


Fig. 2.5 


_ Ro Па, +4a, -8a, 
am = [Re] 4179 


ар = 0.7758 а, 40.2821 а,-0.5642 а, 
= – 20х 10x50x10 


Е зараре Ранната тараа < а 
: 41x 8.854x107?? x (14.1774)? Bu 


= —0.0447 [0.7758 а, +0.2821 à, -0.5642 8,1 (1) 
= -0.0346 a, —0.01261 а, 0.02522 а, М .. (2) 
This is the required force exerted оп О, by Qj. 
The magnitude of the force is, 


|Б | = (0.0346)? (0.01261)? +(— 0.02522)? = 44.634 mN 
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Key Point: Note that as the two charges are of opposite polarity, the force F2 is attractive 
in nature. As shown in the Fig. 2.5, it acts in opposite direction to а), which is indicated by 
negative sign in the equation (А). 


mmb Example 2.2 : Four point charges each of 10 uC are placed in free space at the points 
(1, 0, 0), (-1, 0, 0), (0, 1, 0) and (0, — 1, 0) m respectively. Determine the force on a point 
charge of 30 uC located at a point (0, 0, 1) т. 


Solution : Use the principle of superposition as there are four charges exerting a force on 
the fifth charge. The locations of charges are shown in the Fig. 2.6. 





D 
О. (0,-1,0) 


Fig. 2.6 


The position vectors of four points at which the charges О, to О, are located can be 
obtained as, 


А-а,, B--a,, С-а, and О=-а, 


while position vector of point P where charge of 30 uC is situated is, 


Р = а, 
Consider force оп О due о Q, alone, 
Е, = QQ, = a QQ, Rio 





1Q ^ TS 


where Кю = Р-А-а,-а, апа | Rio |=v1? +12 =/2 
E: 30x1075 x10x10-$ % zd 
4nx 8.854x 10? x(42 ) 





0.9533 Га, -а, | - (1) 
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It can be seen from the Fig. 2.6 that due to symmetry, 


Ro] = [Teo] = [Rx] = [Rie] = 42 
- D^ QE » 

Now Ко = P-B =а,+а,, а, =а, +3,/V2 
Юю = P-C =a,-a,, аз =4, —а, /\/2 
Rig = P-D =а,+а,, ад =а, +4,/V2 











= QQ, 
F2 = Force on Q due to = 
2 o Q о, Ane RÀ; 20 
Ез = Force on О due to Q, = RE азо 
Ға = Force оп О due to О, ue T. 
4n£o Rio 
оо, 003 009 _ 30x10*5x10x105 13481 
4n£gR$ 4n£gRio  4n&gRio — 4px 8.854x 10-2 x (V2) 
m а,ға 
Е. = 1.3481 |—=—— |=0.9533 (a, +3, (2 
z [Ее |-оэзэз н, +а,) © 
_ а, -а TN 
Ез = am | “5 | +0955 (а, -a,) - (3) 
= а, ча or. ee 
Fy = 13481 | 5 | +095зз (а, +а,) - (4) 


Hence the total force Е exerted on Q due to all four charges is vector sum of the 
individual forces exerted on Q, by the charges. 
Е = A+R +6 +Е 
= 0.9533 [a, -а, +4, +4, +а, -a, +a, +а, | = 3.813а, М 
2.3 Electric Field Intensity 
Consider a point charge Q, as shown in Fig. 2.7 (a). 


; Pe 3 
x 3 бы 
СА Li 4^ Te 
E Е 272 
“ “ 1 24 S. 
“ Ц г » 
“ 4 
“ 4 ^ 
Жағасы 3 РАСЕ тө 
өш E ғ bj 
А OQ, X 
" ^ ` 
кы 7 * 
сем E 


t 
eui 





(b) 
Fig. 2.7 Electric field 
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If any other similar charge Q, is brought near it, Q, experiences a force. Infact if О, 
is moved around Q,, still Q, experiences a force as shown in the Fig. 2.7 (a). 

Thus there exists a region around a charge in which it exerts a force on any other 
charge. This region where a particular charge exerts a force on any other charge located in 
that region is called electric field of that charge. The electric field of Q, is shown in the 


Fig. 2.7 (b). 
The force experienced by the charge О, due to О, is given by Coulomb's law as, 
z 010: ~ 


F2 = an 
4ngg Rz 





Thus force per unit charge can be written as, 


ы eS e (1) 





0: ^ ane RZ 
This force exerted per unit charge is called electric field intensity or electric field 


strength. It is a vector quantity and is directed along a segment from the charge Q, to the 
position of any other charge. It is denoted as E. 


ғ Qi - 
Е = ---.--а . (2 
Ane Ri, 1р i (2) 
where р = Position of any other charge around ©, 


The equation (2) is the electric field intensity due to a single point charge Q, in a free 
space or vacuum. 


Another definition of electric field intensity is the force experienced by a unit positive 
test charge i.e. Q, - ІС. 


Consider a charge Q, as shown in the Fig. 2.8. The unit positive charge О, = ІС is 
placed at a distance К from Qj. Then the force acting on Q, due to О; is along the unit 
vector ag. As the charge Q, is unit charge, the force exerted on Q, is nothing but electric 
field intensity E of Q, at the point where unit charge is placed. 





Fig. 2.8 Concept of electric field intensity 
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... (3) 





If a charge Q, is located at the center of the spherical coordinate system then unit 
vector ар in the equation (3) becomes the radial unit vector a, coming radially outwards 
from ©. And the distance R is the radius of the sphere г. 


Pea 


4те г 





z à, in spherical system ... (4) 


2.3.1 Units of E 
The definition of electric field intensity is, 


s. Force (№) Newtons 
~ Unit charge (С) Coulomb 


Hence units of E is N/C. But the electric potential has units J/C i.e. Nm/C and hence 


E is also measured in units V/m (volts per metre). This unit is used practically to express 
E 


2.3.2 Method of Obtaining E in Cartesian System 
Consider a charge Q, located at point A(x,, y;,z;) as shown іп the Fig. 2.9. It is 


required to obtain E at any point 
B(x, у, 2) in the cartesian system. Then Е 
at point B can be obtained using 


following steps : 


Step 1 : Obtain the position vectors 
of points А and B. 


Ta =A while rg-B from 
their co-ordinates 


>| 





=x,a,+y,a,+2,a, and 

В = xa, +ya, *za,. 

Fig. 2.9 E in cartesian system Step 2 : Find the distance vector R 
directed from A to B. 


R - B-A- (x-x, a, *(y-yi)8, +(2-2, )a, 


Step 3: Find the unit vector ар along the direction from A to В. 





ар = 


Electromagnetic Field Theory 2 - 12 Electric Field intensity 


Step 4 : Obtain the Е at the point B as, 


Е = — ©... ар- Eois. E V/m 
4те RÀ: 4п= R? |К) 
where R? = |R[? = Distance between the points A and B 
Step 5 : Magnitude of Е is given by, 
JE] = В V/m 
4тео К 


Substituting R and | К | interms of the cartesian co-ordinates of А and B, the required 
electric field intensity E at the point B can be obtained. 


2.3.3 Electric Field due to Discrete Charges 


Similar to a force exerted on a charge due to n number of charges is the vector sum of 
the individual force exerted by each charge, the electric field at a point due to n number of 
charges is to be obtained using law of superposition. 


Consider n charges Q,, О, ... Qn as shown in the Fig. 2.10. The combined electric field 
intensity is to be obtained at point P. The distances of point P from Q,,Q; ...Q, are 
Ri, R3, ..R, respectively. The unit vectors along these directions аге ag,,8g; ......ag, 
respectively. 





Fig. 2.10 E due to n number of charges 


Then the total electric field intensity at point P is the vector sum of the individual field 
intensities produced 2 the various charges at the point P. 
= Е +E,+E,+....+E, 
Qi = Q; x о, = 


——"— ap, tL. ap t...t+——" а 
Ane, R2 4лғо R2 4пєо К2 
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Each unit vector can be obtained by using the method discussed earlier. 


- Tet 
ащ = теа 
[rs] 
where Тр = Position vector of point P 


ы! 
ІІ 


2.3.4 Important Observations 
The important observations related to E are, 


1. E around a charge О, is directly proportional to the charge Q}. 


Position vector of point where charge О; is placed. 


... (5) 


2. Е around а charge О, is inversely proportional to the distance between charge О, 
and point at which E is to be calculated. More is the distance less is the electric 
field intensity and less will be the force experience by a unit charge placed at that 


point. 


3. The field intensity E at any point and force Е exerted on a charge placed at the 


same point are always in the same direction. 


4. Placing unit charge is a method of detecting the presence of electric field around a 
charge. Without any unit test charge placed nearby, every charge has its electric 


field always existing, around it. 


5. The test charge placed must be small enough so that the electric field intensity E to 


be measured should not get disturbed. 


m Example 2.3 : Determine the electric field intensity at P(— 0.2, 0, - 2.3) m due to a point 


charge of +5 nC at Q(0.2, 0.1, — 2.5) m in air. 


Solution : pol x. " 
4negR? 


м 


UE 











P-Q = (-02-02)a, +(0-01)а, +[-2.3-(-25)]а, х Ж 

-04a, -01a, +024, 
-04a, -01a, «023, 
04)? « (01? (02)? 


04a, -01à, +02а, 
045825 


p dd 
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= -08728а, -02182a, «043642, 
к = |P-Q| = 0.45825 


T -9 
Е = кыз = [ак] = 214 ag 
41х 8854x107? x(0.45825) 


Substituting value of ag, 
Е = -186.779 а, -46.694а, «93.389 a, V/m 
This is electric field intensity at point P. 
та» Example 2.4: Calculate the field intensity at a point on a sphere of radius 3 m, if a 
positive charge of 2 uC is placed at the origin of the sphere. 





Fig. 2.12 


/ 
Solution : Let us use spherical co-ordinate system. 


The sphere of radius г - 3 m. 
К = r=3m 


And E acts radially outwards along the unit vector а, in spherical co-ordinate system. 


ак = а, іп this case. 

Е = I9 
4тё&ут 

с> -6 

Е = 2х10 


Ба 
4 nx 8.854х10-12 х(3) 


1.9972 a, kV/m 


Note that in this case а, is specifically unit vector in spherical co-ordinate system, 
which is special case of general аң. 
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лш) Example 2.5 : A charge of 1 C is at (2, 0, 0). What charge must be placed at (- 2, 0, 0) 
which will make y component of total E zero at the point (1, 2, 2) ? 


Solution : The various points and charges are shown in the Fig. 2.13. 





Fig. 2.13 


The position vectors of points А, B and P аге, 
A 0m Bess 
‚Р = a, +28, +28, 
E, is field at P due to Q}, and will act along адр. Ев is field at P due to Q, and will 

act along agp. 

T Q ы Q P-A 

Ej = —— < адр = Хх ——— 

41£g Rip Ame, Rip |P-A| 


EC. ust о, mu Q2 P-B 
= AL. gl e nil n 
4тғо Rip 4лео К |P-B| 


1 E P-A Q2 Fi 

















.. Eat P= E, +E, = dnt R3, [P-A] RÀ, [Р-В| 





(v9)? I fa? «a + E +(2)? “ол? 7)? (3)? "E (2)? +(2)? 


1 -а, «2а, ғ2а, Q;[3a, +2a, +2а,] 
27 t 70.0927 . 


1 1[-а, +2а, +2а z] Q;[3a, «2а, +2а y *2a,]- 
= Алғ 








БЕТІ" 


Тһе у purs of E must be zero. 


„20. _ 
2 * 50.0927 


Electromagnetic Field Theory 2 - 16 Electric Field Intensity 


2 70.0927 
Q, = -57 Х 5 =- 2.596 С 





This is the required charge Q; to be placed at (-2,0,0) which will make y component 
of E zero at point P. 


2.4 Types of Charge Distributions 


Uptill now the forces and electric fields due to only point charges are considered. In 
addition to the point charges, there is possibility of continuous charge distributions along 
a line, on a surface or in a volume. Thus there are four types of charge distributions which 
are, 


1. Point charge 2. Line charge 3. Surface charge 4. Volume charge 


2.4.1 Point Charge 


It is seen that if the dimensions of a surface carrying charge are very very small 
compared to region surrounding it then the surface can be treated to be a point. The 
corresponding charge is called point charge. The point charge has a position but not the 
dimensions. This is shown in the Fig. 2.14 (a) The point charge can be positive or 
negative. 


2.4.2 Line Charge 

It is possible that the charge may be spreaded all along a line, which may be finite or 
infinite. Such a charge uniformly distributed along a line is called a line charge. This is 
shown in the Fig. 2.14 (b). 





Q4 
+0 
Q 
-e 
Q 
+0 Ў 
(а) Point charges (b) Line charges 


Fig. 2.14 Charge distributions 
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The charge density of the line charge is denotcd as ру and defined as charge per unit 
length. 


_ Total charge in coulomb 


— . Total length in metres com) 


L 


Thus p, is measured in C/m. The p, is constant all along the length L of the line 
carrying the charge. 


2.4.21 Method of Finding Q from p, 


In many cases, рү is given to be the function of coordinates of the line ie. p; =3x or 
р, =4y? etc. In such a case it is necessary to find the total charge О by considering 
differential length d? of the line. Then by integrating the charge dQ on dl, for the entire 
length, total charge О is to be obtained. Such an integral is called line integral. 


Mathematically, dQ =p, d! = charge on differential length dl 
Q = f dQ=f o. di — (1) 
L L 


If the line of length L is a closed path as shown in the Fig. 2.14 (b) then integral is 
called closed contour integral and denoted as, 


L 


A sharp beam in a cathode ray tube or a charged circular loop of conductor are the 
examples of line charge. The charge distributed may be positive or negative along a line. 


ша) Example 2.6 : A charge is distributed on x axis of cartesian system having a line charge 
density of Зх? иС/т. Find the total charge over the length of 10 т. 
Solution : Given p; 23x? uC/m апа L = 10 m along x axis. 


The differential length be d! - dx in x direction and corresponding charge is 
dQ -p, d/-p,; dx 


© 
I 


10 3 10 
[o а= | эг ax = E 
L 0 ~ Jo 


1000 pC = 1 mC 


2.4.3 Surface Charge 


If the charge is distributed uniformly over a two dimensional surface then it is called a 
surface charge or a sheet of charge. The surface charge is shown in the Fig. 2.15. 


The two dimensional surface has area in square metres. Then the surface charge 
density is denoted as рс and defined as the charge per unit surface area. 
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Р5 
Fig. 2.15 Surface charge distributions 


Total charge in coulomb ( с/ m?) 


Ps = Total area in square metres 


Thus рс is expressed іп С / m?. The р; is constant over the surface carrying the charge. 


2.4.3.1 Method of Finding Q from ps 


In case of surface charge distribution, it is necessary to find the total charge Q by 
considering elementary surface area dS. The charge dQ on this differential area is given by 
ps dS. Then integrating this dQ over the given surface, the total charge Q is to be 
obtained. Such an integral is called a surface integral and mathematically given by, 


S 5 


The plate of а charged parallel plate capacitor is ап example of surface charge 
distribution. If the dimensions of the sheet of charge are very large compared to the 
distance at which the effects of charge are to be considered then the distribution is called 
infinite sheet of charge. 


2.4.4 Volume Charge 


If the charge distributed uniformly in a volume then it is called volume charge. The 
volume charge is shown in the Fig. 2.16. 





Fig. 2.16 Volume charge distribution 
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The volume charge density is denoted as p, and defined as the charge per unit 
volume. 


"- Total charge in coulomb | С | 


7 Total volume in cubic metres | m? 





Thus p, is expressed in C/ т?. 


2.4.4.1 Method of Finding Q from p, 


In case of volume charge distribution, consider the differential volume dv as shown in 
the Fig. 2.16. Then the charge dQ possessed by the differential volume is p, dv. Then the 
total charge within the finite given volume is to be obtained by integrating the dQ 
throughout that volume. Such an integral is called volume integral. Mathematically it is 
given by, a 


vol 


The charged cloud is an example of volume charge. 

Key Point: In all the integrals line, surface and volume a single integral sign is used but 
practically for surface integral it becomes double integration while to integrate throughout the 
volume it becomes triple integration. Similarly ps and p, can be functions of the co-ordinates 
of the system used e.g. ps = 4ху Cin’, py = 202е 0% Cim? ек. 


mab Example 2.7 : A volume charge density is expressed as p, =102? xsin пу. Find the total 


charge inside the volume (-1 <x <2), (0 <y <1), (3 <z < 3.6) 
[UPTU, 2003-04, 5 Marks] 


Solution ір, -1022хвіп лу C/m? 


Consider differential volume in cartesian system as, 
dv - dxdydz 
dQ = p, dv=10z*xsinny dx dy dz 


36 1 2 


О = Гр. dv= | | f 10z?xsin лу dx dy dz 


= 03| |7 
a al FT Jo 
363 33][4 1 cost соѕ0 
п 1d 3 -5| D EM 


- 62.57 С 
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2.5 Electric Field Intensity due to Various Charge Distributions 
It is known that the electzic field intensity due to a point charge Q is given by, 
É Q 


= ——©—а 
4ne,R? * 
Let us consider various charge distributions. 


2.5.1 E due to Line Charge 

Consider a line charge 
distribution having a charge density 
p, as shown in the Fig. 2.17. 

The charge dQ on the differential 
length di is, 


dQ =p, dl 


Hence the differential electric 
field dE at point P due to dQ is 
given by, 


p Line charge 





Fig. 2.17 


= 1 
dE = ыы PEE s. 
ATE R 4 nE R^ 


. (1) 


Hence the total Е at a point P due to line charge can be obtained by integrating dE 
over the length of the charge. 


ap ~ 0) 
The ақ anc dl is to be obtained depending upon the co-ordinate system used. 


2.5.2 E due to Surface Charge 


Consider a surface charge distribution 
having a charge density р; as shown in the 
Fig. 2.18. 


The charge dQ on the differential surface 
area dS is, 


dQ =p. dS 





Fig. 2.18 
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Hence the differential electric field dE at a point P due to dQ is given by, 


dS 
poco _ (3) 


Hence the total Е at a point P is to be obtained by integrating dE over the surface area 
on which charge is distributed. Note that this will be a double integration. 
E = Ps um ар 
5 4 T£ R 


_ (4) 


The ак and dS to be obtained according to the position of the sheet of charge and the 
coordinate system used. 


2.5.3 E due to Volume Charge 
Consider a volume charge distribution having 


а charge density p, as shown in the Fig. 2.19. 


The charge dQ on the differential volume dv 
is, 





dQ = p, dv 
Hence the differential electric field dE at a 
Fig. 2.19 point P due to dQ is given by, 
dÉ - NC ap EN LL ap (5) 
4 СЕ, К 4nr£g R^ 


Hence the total E at a point P is to be obtained by integrating dE over the volume in 
which charge is accumulated. Note that this integration will be a triple integration. 


_. (6) 





The ар and dv must be obtained according to the co-ordinate system used. 


Thus if there are all possible types of charge distributions, then the total E at a point is 
the vector sum of individual electric field intensities produced by each of the charges at a 
point under consideration. 


Ei = E, +E, +E, +E, ... (7) 
where Ep. Ej, Es and Е, аге the field intensities due to point, line, surface and volume 
charge distributions respectively. 
Let us discuss and learn the method of obtaining electric field intensities under widely 
varying charge distributions. 
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2.6 Electric Field due to Infinite Line Charge 


Consider an infinitely long straight line carrying uniform line charge having density p, 
C/m. Let this line lies along z-axis from -се to œ and hence called infinite line charge Let 
point P is on y-axis at which electric field intensity is to be determined. The distance of 
point P from the origin is 'r' as shown in the Fig. 2.20. 


Consider a small differential length dl carrying a charge dQ, along the line as shown 
in the Fig. 2.20. It is along z axis hence dl - dz. 





Flg. 2.20 Field due to infinite line charge 


-.dQ -рі di - PL dz - (1) 

The co-ordinates of dQ are (0, 0, z) while 
the co-ordinates of point P are (0, r, 0). Hence 
the distance vector R can be written as, 


R = Тр —fal =[га, -2а,| 





ІК | = Jr? +22 
ке Е тга,-га 
ақ ы cu eem UN = = " (2) 
IRI Vr? 42 
«Бе Се 
4 пЕ К 
рі dz E zx (9) 
Equal and opposite 2 5 2452 
ence canet 4те, ( г< +2 Ут? +z 


Fig. 2.21 
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Note : For every charge on positive z-axis there is equal charge present on negative 
z-axis. Hence the z component of electric field intensities produced by such charges at 
point P will cancel each other. Hence effectively there will not be any z component of E at 
P. This is shown in the Fig. 2.21. 


Hence the equation of dE can be written by eliminating а, component, 


= _ 2 Pd? dz _ та, | 


АЕ = ... (4) 
але (vr? +2 ту vr? +2? 


Now by integrating dE over the z-axis from —«e to œ we can obtain total E at point P. 
= _ P. PL 
Е = 3/2 


Pi adem. 
2- An£o (r?° +22) 


Note : For such an integration, use the substitution 
2 


= 1. Е Г------ 
2 rtenO іс tan 


г dz = r sec? Ө 40 
Неге г is not the variable of integration. 


zoo = Т1 (ос) = ~ = —90° 
For z =-е, Ө = бап (-о) к! 2 90 | Changing the limits 
For 2-4», Ө = (ап! (о) =n/2 = 490? 
n’? 





ғ PL 2 = 
E = ——————À— vU. rxrsec* Ө ада 
o- n2 4760 [12 +r? tan? Ө]?/? 7 
рі. | г? зес? 040 i 
4n£p ^. r*[Letan?0]/7.— У 
But 1+tan?@ = вес? 


- pi 2 sec? 040 _ 
ӛте rsec? 0 ay 
-ni2 














Е 2 > Pi. n -R | = 
= ine - [sin Ө] зау = eer БЕ ШЕ 5 | а, 





Р. —(— а. = PL а 
4negr 1-(-1))ау тео p^ 
Е = lak. V/m ... (5) 
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Key Point: If without considering symmetry of charges and without cancelling 2 
component from dE, if integration is carried out, it gives the same answer. The integration 
results the z component of E to be mathematically zero. 


The result of equation (5) which is specifically in cartesian system can be generalized. 
The à, is unit vector along the distance r which is perpendicular distance of point P from 
the line charge. Thus in general a, = a,. 


Hence the result of É can be expressed as, 


E = D. a V/m soe (6) 


where r = Perpendicular distance of point P from the line charge 
a, = Unit vector in the direction of the perpendicular distance of point P 
from the line charge 


Very important notes : 1. The field intensity E at any point has no component in the 
direction parallel to the line along which the charge is located and the charge is infinite. 
For example if line charge is parallel to z axis, E can not have a, component, if line charge 
is parallel to y axis, E can not have a, component. This makes the integration calculations 
easy. 


y 


2. The above equation consists r and a, which do not have meanings of cylindrical 
co-ordinate system. The distance r is to be obtained by distance formula while à, is unit 
vector in the direction of r. 

Key Polnt: This result can be used as a standard result for soloing other problems. 


mæ Example 2.8 : A uniform line charge, infinite in extent with ру = 20 nC/m lies along the 
z axis. Find the E at (6,8,3) m. 


Solution : Тһе line charge is shown in the Fig. 2.22. z 
Any point on the line is (0,0,2). 
- | _ = P(6,8.3) 
Key Point: As line charge is along z axis, E can р = ° 
not have any component along 2 direction. So do not 20 nC/m 
consider z co-ordinate while calculating r. 
y 


ғ = (6-0)a, +(8-0)а, 





EL me аты а = x y х 
: ІҢ J6? +82 10 
= 0.64, +0.8 ay Fig. 2.22 
Thus, Е = PL à, 
2r£gr 
20x107 


= ————.,— [0.6a, +08 а, | = 107853a 38 а 
nx 8854x 10 E x10 | a, +0.8 a,] = 1078532, 14.38 a, V/m 
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2./ Electric Field due to Charged Circular Ring 


Consider a charged circular ring of radius г placed in xy plane with centre at origin, 
carrying a charge uniformly along its circumference. The charge density is p; C/ m. 
The point P is at a perpendicular distance 'z' from the ring as shown in the Fig. 223. 


Consider a small differential length dl 
on this ring. The charge on it is dQ. 


- pud! _ 
dE = ———— . (1 
axe, RI ^" 4) 


where R = Distance of point 
P from 41. 

Consider the cylindrical co-ordinate 
system. For 4! we are moving in ф 
direction where d! = г d$. 





Fig. 2.23 


КА а = гаф ... (2) 
Мом R? = г2 +22 ... from Fig. 2.23 

While К сап be obtained from its two 
components, in cylindrical system as shown in the 
Fig. 2.23(a). The two components are, 

1) Distance г in the direction of -а,, radially 
inwards i.c. -га,. 

2) Distance z in the direction of a, ie.za, 

R=-ra,+za, ... (3) 

Key Point: This method can be used conveniently to 
obtain R by identifying its components in the direction 
of unit vectors in the co-ordinate system considered. 





Fig. 2.23(a) 


IR] = ,(-г) «(z = 4r? +z? ... (4) 
= К га, +га 

ИЫ ЗИ ала A ... (5) 
"o [REI М2 

dE p; dl -rà, +2а, 


= —————-——<хч 
күзгү г? +22 
Ane, ( г +z ) 
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dE m ВВ... те 1-а, +2а,] ... (6) 
2 2 £ 
4лео (г? +2 ) 


Note : The radial components of Е at point P will Бе symmetrically placed in the plane 
parallel to xy plane and are going to cancel each other. This is shown in the Fig. 2.23 (b). 
Hence neglecting a, component from dE we get, 


z component of E ағ - Pa (т dd) E 
ы ізгі 3/2 za, nee (7) 
Radial comporents 4тео (г? +22 ) 

аге symmetrical 

cancelling % эл 

each other pre = рі, гаф = 

ЯҢЫ Есе UU ING 2а, 
i 1 
P AR e-o 4n£ (r^ +27) 
PLT = 2n 
= Za, [6]; 


yv 


7 4ne)(r? +2 


... Integration w.r.t. > 





8) 





Fig. 2.23 (b) 


where r = Radius of the ring ғ 
2 - Perpendicular distance of point P from the ring along 


the axis of the ring 
This is the electric field at a point P (0, 0, z) due to the circular ring of radius r placed 
in xy plane. 
mab Example 2.9 : Prove that the electric field intensity at a point P located at a distance r 


from an infinite line charge with uniform charge density of p, C/m is, E = 505 = a, in 
0 





cylindrical co-ordinate system. 


Solution : Consider that the line charge is 
located along z axis as shown in the 
Fig. 2.24 (a). 

Consider the differential length di 
carrying the charge dQ. 

Now dl = dz .. Along z axis 

г. dQ =p, di 2p, dz 


со 


2 
4 
| 
| 





Fig. 2.24 (a) 
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In cylindrical co-ordinate system the distance vector R has two components as shown 
in the Fig. 2.24 (b). 


1) The component along negative z 
direction i.e. — z a, 


2) The component along а, which is 
га,. (Radial component). 





5 а= Wi JT 
Fig. 2.24 (b) IRI г2 +2 
JE = р: dz Е жый 
2E | See 
ANE (vr? +z? ) vr’ +2? 


Hence E can be obtained by integrating dE along 2 axis from — to =. It can be noted 
that due to symmetry z component will сапсе in Е but let us prove it mathematically. 


Z = e 








Е- ee 1... ЖАНЕ зуу rā, -2а,] 
2 ә 
zie Angg(r? +2") 
| Pr |p тб То аш , | 
^ 4nto [ (т? +22)? as 1 (+27) «| -. Separating variables 
5 _ 7 
Put z -rtanO іе ES 5 


dz г sec? 0 40 


For 2--се, Ө = #ап -1 (79) = „йг -909 


2 .. Change of limits 


For х= +оо, Ө = їап! (о) =+5 = +90° 





-E= Pt Т г хгзес? 0402, 7 rtanOrsec? ты 


372 — 3/2 
4ле Ө--л/2 (r? +r? tan? 9) Ә--л/2 (г? +r? tan? ө) 





- PL E r'sec?8d0a, 7/2 rtanOrsec? 0d0 a, 


= ... 1 tan? Ө 2 sec? Ө 
37222 32203 
ANE |, 5 Г? 530 5з r? sec? 0 | 


Ө--л/2 Ө--л/2 


6-л/2 6-к/2 4 
= PL 1 aoa,- | 15861 aos 
ur | I есеб аба, f аба, 
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O=n/2 у 8-2 у 

2-01 | =cos@dea,- | - ѕілөдөя, | = сов0 

udi PESE Ны Г seed 
ш ioc : [is sin 0J” оа ‚ -[-cos 0]"/2, а |] 
SCOPE. OA Danse a, -|-cos =—-| -cos—z |а, 

ПЕ, 2 2 2 2 

1 n —n 
m e = {{1-(-1)] a, —[0]} e) as COS =со$ Э 0 
... Proved. 





Note : Mathematically also z component is getting cancelled. Hence looking at the 
symmetry and cancelling the terms, makes the mathematical exercise much more easier. 


mb Example 2.10 : A uniform line charge р, = 25 nC/m lies on the line x 2—3 т and 
у=4 m in free space. Find the electric field intensity at a point (2, 3, 15) m. 
Solution : The line is shown in the Fig. 2.25. The line with x = - 3 constant and y = 4 
constant is a line parallel to z axis as z can 
Fees T9) take any value. The E at P (2, 3, 15) is to be 
calculated. 


The charge is infinite line charge hence E 
can be obtained by standard result, 





To find r, consider two points, one on the 
line which is (-3, 4, z) while P (2, 3, 15). But as 
line is parallel to z axis, E can not have 
component in a, direction hence z need not 
be considered while calculating r. 





Fig. 2.25 


r= 


[2-(-3)]a, +[3-4]а, =5a, -а ... 2 not considered 


ІҢ = JY «Cy =v% 
В 0780287 
ШЕН 426 
p, 1 (Ба,-а,| | 25x10? Ба, -a,] 
2n& ./26 | J26 = 8 854x107 26 


= 86.42 а, — 17.2844, V/m 


ril 
| 
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2.8 Electric Field due to Infinite Sheet of Charge 


Consider an infinite sheet of charge 
having uniform charge density р; 
C/ m?, placed іп xy plane as shown in 
2 = 0. xy plane 3 P А 
the Fig. 2.26. Let us use cylindrical 
coordinates. 


The point P at which E to be 
calculated is on z axis. 

Consider the differential surface area 
dS carrying a charge dQ. The normal 
direction to dS is z direction hence dS 





Fig. 2.26 normal to 2 direction is г dr do. 
Now dQ = р; 95 = р; rdr do ... (1) 
z dO .  Psr dr do. 
Hence, dE = ———-a ———- «cta 
Ane R? " 4ле К ^R 2) 


. The distance vector R has two components as shown іп the Fig. 2.27. 





Fig. 2.27 


1. The radial component г along -a, 1.е. -га,. 

2. The component z along à, ie. z a,. 

With these two components R can be obtained from the differential area towards point 
P as, 


К = -rà, ғ/а, ... (3) 
| К| = Ү г)? «(zy =? +z? ... (4) 
ак = К-ға, +2а, _ (5) 
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For infinite sheet in xy plane, 
г varies from 0 to œ while 6$ 


ps varies from 0 to 27 


Note : As there is symmetry 
about z axis from all radial 
direction, all а, components of Е 
are going to сапссі each other 
and net E will not have any 
radial component. 

Hence while integrating dE 
there is no need to consider a, 
x component. Though if considered, 

Fig. 2.28 after integration procedure, it will 
get mathematically cancelled. 


Put r?+z? =u? hence 2r dr = 20 du 


For r=0, u=z and r- =, u=% ... Changing limits 


r 

2x 
e-f 

0 








1 Ps du = 
! ine, 124064.) 








= Ge № (2а,) 24) "1098, 


47 Eo 2. 
Е = За, V/m ... For points above xy plane 
Now a, is direction normal to differential surface area dS considered. Hence in general 


if a, is direction normal to the surface containing charge, the above result can be 
generalized as, 
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E = За, V/m .. (6) 
Eo 
where а, = Direction normal to the surface charge 


Thus for the points below xy plane, а, --а, hence, 


Ec BS. a, V/m ... For points below xy plane. 
0 


Note : The equation (6) is standard result and can be used directly to solve the 
problems. 


Key Point: Thus electric field due to infinite sheet of charge is everywhere normal to the 
surface and its magnitude is independent of the distance of a point from the plane containing 
the sheet of charge. 


Important Observations : 


1. E due to infinite sheet of charge at a point is not dependent on the distance of that 
point from the plane containing the charge. 


2. The direction of E is perpendicular to the infinite charge plane. 
. 3. The magnitude of Е is constant every where and given by [Е | =p; / 2€p. 


mb Example 2.11 : Charge lies in у = — 5m punte in the form of an infinite square sheet 
with a uniform charge density of p; =20 nC/m?. Determine Е at all the points. 


Solution : The plane у = – 5 m constant is parallel to xz plane as shown in the Fig. 2.29. 


2 





y=" 


Fig. 2.29 


For у > - 5, the Е component will be along *à, as normal direction to the plane 


y--5misa,. 
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É Ps 


20x10 


= 2x8854x10 € ^» - 1129.43 ay V/m 


For y < — 5, the Е component will be along -a, direction, with same magnitude. 


Е = > (-=, ) = - 1129.43 а, V/m 


2 


At any point to the left ог right of the plane, |Е | is constant and acts normal to the 
plane. 


лиф Example 2.12 : Find E at P (1, 5, 2) m in free space if a point charge of 6 uC is located 
at (0,0,1), the uniform line charge density р, = 180 nC/m along x axis and uniform sheet 
of charge with р; =25 nC/m over the plane 2=-1. 


Solution : Case 1 : Point charge О, = 6 uC at A (0, 0, 1) and P (1, 5, 2) 





E - Qi x Qi Қар 

E - —— 52? адр = 22. 
4nr£g Rap ате Rip || Rapl 

Rap = (1-0)a, +(5-0)а, +(2-1)а, = a, 45a, +4, 
[Rael = J +67 «ay -/27 

Ee 6x10 E *5a, S 
4nx 8.854х10712 x(427)- 1/27 

E, = 3843752, + 1921.879 а, + 384.375 а, V/m 


Case 2: Line charge p, along x axis. 


It is infinite hence using standard result, 
= — PuL >= р г 


E) = пета" © Qneor [i 








Consider any point on line charge i.e. (x, 0, 0) while P (1, 5, 2). But as line is along x 
axis, no component of Е will be along a, direction. Hence while calculating F and a,, do 
not consider x co-ordinates of the points. 

г = (5-0)a, +(2-0)а, «5а, +2а, 
ІЗІ = (5)? +(2)? -429 
= Pi 5а,%2а,|  180x10 ?pa, +24,] 
/ 91 


2n£, x V29 2nx 8.854107" x 29 
557.859 a, + 223.144 а, V/m 
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Case 3 : Surface charge р; over 
the plane 2 = - 1. The plane is 
parallel to xy plane and normal 
direction to the plane is а, -а,, as 
point P is above the plane. At all the 
points above 2 = — 1 plane the E is 
constant along a, dircction. 





= Ps - 
E, = L— а, 
3 260 
. __25х109__ 
2х 8.854101 °* * 
Ps 
= 14117913 а,У/т Fig. 2.30 
ig. 2. 


Hence the пе! | E at point P is, 
Е-Е +E, +E, = 384.375 à, + 1921.879 à, + 384375 a, + 557.859 4, 


+ 223.144 а, + 1411.7913 а, 
= 384.375 a, + 2479.738 а, + 2019.3103 а, У/т 


ш)» Example 2.13 : The charge lies on the circular disc "<4 m, 2-0, with density 
ps 2 [10/7] C/n?. Determine E at r = 0, z = 3 m. 


Solution : The sheet of charge is shown in the Fig. 2.31. 





Fig. 2.31 


Consider the differential area dS carrying the charge dQ. The normal direction to 45 is 
a, hence dS, = rdrdo. 
: dQ = р; dS = p< r dr do 


E 
= D. rdr dg 
dQ = 101 аа 
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-4 
dE = 10 a 
4 ЦЕ К 


Consider К as shown in the Fig. 2.32, which has two components іп cylindrical system, 





Fig. 2.32 
1. The component along -а, having radius г i.e. —га,. 


2. The component z = 3 along а, ie. 3 a,. 
| К = -га, +3а, 


IRI = (сту «(Y = 2+9 
Ж R -га, +3a, 
ар = = Fe e 


IRI р r? +9 
10 dr аф 


dE = I| 
ANE, (vr? +9)" vr? +9 
It can be seen that due to symmetry about z axis, all radial components will cancell 
each other. Hence there will not be any component of E along а,. So in integration 4, 
need not be considered. 
Eo T (1044 


В 
y; (34, 
$-0 г-0 4n£o (г? +9) : 


As there is no r dr in the numerator, use 


г = 3tan@ @г= З зес? 0 40 | y Change of ns 
For г=0, 0, 20 
For r=4, Ө, = шп 14/3 
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2л 035 


10+ 3sec? Ө dO do 


(за,) 


2л 0 


299.5914х103 sec? 040 do _ 
П 4 tan? ө] 255 





6-0 0; =0° 


2n 0 


299.5914x10? 


ссср 90 doa, 


6-00; =0° 


2n 9 
| | 299.5914x10? dO аф[соз 0]a, 
6-0 6 -0 | 


299.5914 x 10? [4]?* [sin op e. à, 


1.8823 x 109 sin 0; a, 
4 


Now 3 


tan? 3 ie. tan0, = 


4 
5 = 08 


1.8823 10° x 0.8 а, 
1.5059 x 10° а, V/m 
1.5059 a, MV/m 


Examples with Solutions 


m Example. 2.14 : Q, and 0, are the point charges located 


is 2nC, find Q, such that the force on a test charge at (0, —3, 


Solution : The charges are shown in the Fig. 2.34. 


Electric Field Intensity 


а, 


... Separating variables 


.. Sin 0? = 





Fig. 2.33 


at (0, —4, 3) and (0,1,1). If Q, 
4) has no z component. 





Fig. 2.34 
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The position vectors of the points A, B and C arc, 
А = -4а,%3а, % 


В = ауға, 


С = -3а, «4а, 


Rig = С-А-а, +a, 
and Ко = С-В--4а, «3a, 


[Ro] = J^ +0)? = 
and |R] = (4)? (3): = 5 


T QQ, . 
E Force оп О due to О, 2 —————— а 
: ШЕТТЕ Rio ІР 





а E = Force on ducts =——©%2 а 
ш 2 Q 9: Anto Ri, 79 








_ 0 м } ex A 





ATE (42) J2 (5)? 5 
© ш ixl [zono (s, +а .)+92 -4а,+3а 5] 


. Total 2 component of Е, is, 


- |; 071x10- +3 EAE 
4 ПЕЙ 


o 





a, 


To have this component zero, 


7.071x10710 +292 = 0 as О is test charge and can not be zero. 5 
-10 
О, = 2707151019125 ag 469 nC 


3 LI 


mmb Example 2.15 : In a Millikan ой drop experiment, the weight of а 1.6x10™ kg drop is 
exactly balanced by the electric force in vertically directed 200 kV/m field. Calculate the 
charge on the drop in units of the electronic charge (e =1.6x10-" C). 


Solution : Given E = 200 kV/m, m = 1.6 x10^* kg 
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| F| 
Ejus 153 
MEL 
| F| 
200х103 = — 
Q 

|F| = 200x10°Q М .. Q) 


This is balanced by the weight mg 
[ЕЁ = mg = 16x10 *x9.81 
= 1.5696x10? N ... (2) 


Equating (1) and (2), 


200х103 О = 1.5696 x 10? 
О = 7.848 x10" С ... Charge on drop 
Now е=1.6х10- C hence О in terms of c is, 
o = бат 
= 4.905e С 


na Example 2.16 : The charge is distributed along the z axis from z = — 5 m to -œ and 
z=+5m to +œ with a charge density of 20 nC/m. Find E at (2,0,0) m. Also express the 
answer in cylindrical coordinates. 


Solution : The charge is shown as in the Fig. 2.35. 


Key Point: If ру is not distributed all along the 
length then standard result can not be used. The 
basic procedure is to be used. 


As charge is not infinite, let us use basic 
procedure of considering differential charge. 


Consider the differential element d/ in the 2 
direction hence, 


dl = dz 
"o dQ = PL di =p, dz 
gps, 20026 а 
Ang К 4ng& К 





Any point оп z axis is (0, 0, 2) while point P at 
which E to bc calculated is (2. 0, 0). Fig. 2.35 
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К = (2-0)a, +(0-2)а, =2а, -za, 
IRI = (02) +(-2)? +(-z)? = 4+2? 
"e R 2а,-га, 
^ ІК| 442? 
ЧЕ = P, dz E с, 
2 22 
ANE, (Уа ) 4+2 
Pi dz кі 


уз? (2а, -2а,) 


4пе0(4+2 
Now there is no charge between - 5 to 5 hence to find Е, dE to be integrated in two 
zones —°° to — 5 and 5 to ~ in z direction. 
-5 ря 
І dE« | dE 
- 5 


Looking at the symmetry it сап be observed that 2 component of E produced by 
charge between 5 to œ will cancel the z component of E produced by charge between 
-5 to —«. Hence for integration à, component from dE can be neglected. 


? Pi dz(2a,) = P, dz(2a,) 


Ва ——Áu*l 


E 4nto (4422)? 5 4леа(4--2у? 


Put 2 


2 tan Ө and hence dz = 2 вес? 0 40 


For z--e, 0--m/2, For z--5, 6=tan™ -2 = — 68.19° 


For 7 = +оо, б-жп/2, For z=+5, Q=tan! == 68.19° 


мәл 





2р, а, |97447 25ес? 040 ы 2sec? 0460 
ono (4+41ап? 0) ^ onca (4+41ап? Ө)? 





_ 2P, a, J' t^ 2sec? 040 T 2scc? 040 
scc? 0 


ЛЕ 13/22 922030 
0 utar 4 2-49-47 вес” Ө 


А 2р, а, (2) Е -1 460% T d. аө 
0 в=-% 0 








ARE (4°?) pee sec Ө a 5ес 0 
Pia — 68.19* è > 
PT 290: + [п D. 

_ 20x10*a а, 


= Bnx8854x10 79 {хіп (– 68.199)- sin(— 90°) + sin(90°) –ѕіп(68.19°)} 
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= 12.874, -13a, V/m 


To find cylindrical co-ordinates find the dot product of E with а,,а, and а,, at point 
P, referring table of dot products of unit vectors. 


< 


= Е.а, -13a,- а, = 13 созо 


Е, 
E, = Е-а, =1За, +а, = -13 sind 
E, = Е.а, =13a,+a, = 


At point Рр, х = 2, у = 0, 2 = 0 


г = yx? +y? =2 and 67 tan 7 = tan 0=0° 


соѕф = 1 and singo=0 


Е, = 13, Е,-0, Е, =0 


Hence the cylindrical co-ordinate systems E is, 
Е = Е, a, +E,a, +E, а, 
E = 13a, Vim 


та» Example 2.17 : A circular ring of charge with radius 5 т lies in z = 0 plane with centre 
at origin. If the ру = 10 nC/m, find the point charge Q placed at the origin which will 
produce same E at the point (0, 0, 5) m. 

Solution : The ring is shown in the Fig. 2.36 (a), in z = 0 i.e. xy plane. 


The point P (0, 0, 5) m. 
Consider the differential length di 
of the ring. It is in the ф direction 
hence dl = г do. 


The charge on dl is dQ -P, dl 


dE ш pce d 
4negR 

Py габ _ 

Ane R? 





K] and R can be \ . РЮ. 2.36 (а) 
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resolved into two components as shown 
in the Fig. 2.36 (b). 


The two components in cylindrical 
co-ordinate system аге, 


1. Along -а, direction i.e. —га,. 


2. And 2 component іп a, direction i.e. 





2а,. | 
К =-га, +29, ` 
hence ІК = (r)? +z? 
MENT Fig. 2.36 (b) 
[К | r? +22 


-dË рү гаф EE и 


ee aE MEERA E. 
4 ПЕ, (vr? +2? ) Ут” +2 


Note : The E at P will have two components, in radial direction and z direction but 
radial components are symmetrical about z axis, from all the points of the ring and hence 
will cancel each other. So there is no need to consider 4, component in integration. 
Though if considered, mathematically will get cancelled. 


o P, гаф 


Е = — ра, ... Limit for ф= 0 to 2r 
PLrz к b 
= 35 | f delà. „т = Sm, 2 = 5m 
4те (г? +2?) a 
7 Pr гг _ 10x10? х5х5х2 к 
7 ae) te -12 372 24 
4тғо (г +z ) 471X8.8541x10^ ^ x[25 + 25] 
Е = 399314 а, V/m _ (1) 


Let Q be the point charge at the origin. From Q to point P, the distance vector 
К-5а,. 


г. Е due to Qat P= — 9 ак 


where ар = L—-——--ü 
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^. E due to Qat P = —9 — à, ... (2) 
tne (5) 


Equating (1) and (2), 


Q 2 
4n£gx25 — лаш 


Q 111.071 nC 


ив)» Example 2.18 : А line charge density P, is uniformly distributed over a length of 2a with 
centre as origin along x axis. Find E at a point P which is on the z axis at a distance d. 


Solution : The line charge is shown in the 
Fig. 2.37 (a). As the charge distribution is not 
uniform, let us use the basic method of 
differential length. Consider differential 
length d/ along the line charge. As it is along 
x axis, dl = dx. 


dQ 


P, di 


I 


PL dx 


Now dE = ae a, 
4 КЕ, К 


P, dx " 
4ng В?“ 





To find R, consider any point on the line 











charge which is say (x, 0, 0). And point Fig. 2.37 (a) 
P (0, 0, 4). 
R = (0-x)à, +(4-0)а, --ха, +da, 
ік! = yx? +d? 
A R -ха, +da, 
а = — = <= 
à IR| vx? +d? 
dE = Py a Е ЕС d 
ANE (vx? +a?) x^ +d 


But as charge is along x axis, E at P can not have any component in the direction of 
а,. Hence a, component need not be considered in integration. 
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хата р, dx da, 


3/2 


Е = Е 
wong NEG (x +4?) 


The limits of x = — a to +а, as charge length is 2a. 
Put x -dtan 0 hence dx= d sec Ө 40 


ара 
For х=-а, 6, =tan (53) 
For х = + а, Ө, = вп“ (3) 
9| P, 4вес? 6 а0(аа,) 
à 4лға(42 tan? 0+4?) 


P, °?  d?sec?0d0a, 


ANEy a d? (1+ ап? 6)?” 





..1+tan? Ө = sec? Ө 


p, © : 
= qui | cose doa, 

тере A 
2 р, : 9> — 
C d [sin 0] а, 





Now tan 0, =-5 and tan Ө, =ч are shown 
in the Fig. 2.37 (b). 
sin B, ue азы 
Ма? +d? 
and сіп 0; = ENS 
a? +d? 





-Б- PL a та i 
C neod [а [ана |] ^ 





Fig. 2.37 (b) 
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р, 2а 


4тє da? +d? 


М 


ғ 





wb Example 2.19 : A circular flat ring of inner radius 1 m, and outer radius 2m has 
Ps =[100/r] nC /m?. Determine E on the axis оў the ring 10 m away from the center. 


Solution : The ring is shown in the Fig. 2.38 (a) 
and kept in the xy plane with center as the origin. 
The z axis is the axis of the ring. Hence point P at 
which E to be calculated is (0, 0, 10). 


Consider the differential surface arca 4$ normal 
to z direction, i.e. normal to xy planc in which ring 
is placed. 


dS = rdr d$ 


Using cylindrical co-ordinate system. 


2.40 = P, ds -D [rar ag =100 dr do 





. dE = ..9Q a& 100 dr dọ - 


Ane R? " dne R2 * 
s: Fig. 2.38 (a) 
The R has two components as shown in the 


Fig. 2.38 (b). 
1. Along —a, direction having radius г ie. -га,. P 
2. Along a, direction having component 10 i.e. 10 а,. 
R = -га, +10а, 10 


Е J=}? +010)? 2412 +100 a, 
aE 100 dr dò Е ra, 410a, | Ө 


4 пес (г? +100)? vr? +100 


The radial components of Е which аге іп xy plane 
from all directions are going to cancel. Hence а, 
component of E will be zero. Hence in integration a, need 
not be considered. Fig. 2.38 (b) 


21 
m 





ж 1-12 100drdó(10a,) 


ГЕ = 
0-0 r-r] Ane (т? +100) 2 


... Limits of r аге гу to г, 
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Put г= 10 їап 0, hence dr = 10 вес? 0 40 
For n -im, tan0,- 1/10, 6, = 5.7105° 
Бог r, -2m, tan 0, = 02, Ө, = 11.309? 
2х €? 100(10sec? Ө 90) dé(102, ) 
© осо а 4xtp (10)? (14tan? 0) 72 





2n 6 
z | m - cos6d6 афа, ... Using trigonometry results 
0 
2-06 


10 
ANE, 





а, 


= CH [sin өр х 





= 10,2 nx[sin 11.309°-sin 5.71054 a, 
4тео 


= 5.455 х10 а, pV/m 
Note that p, given is тиС/ m? hence E in pV/m. 
Е = 54.55 х 103 a, V/m 


пеў» Example 2.20 : It is required to hold four equal point charges each in equilibrium at the 
corners of a square. Find the point charge which will do this, if placed at the centroid of the 
square. 


Solution : Let the sides of square be of 
length 'a' and each point charge is of 
magnitude Q coulombs. The square is 
shown in the Fig. 2.39. 


The four corners of square arc A, B, 
C and D while E is the centroid of the 
square. Let point charge 'q' is placed at E 
in order to hold the four charges in 
equilibrium. Let us calculate the force 
exerted on the charge at A placed at * 





origin, due to all the charges. Fig. 2.39 
А (0, 0, 0) В (0, а, 0) С (а, а, 0) D (a, 0, 0) 
АВ-ай,, С=аа, +аа,, D=aa, 


| : | аа 
while point E is at (5.5.5) 


Е = 0.5аа, + 055 аа, 
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Net force Ft on charge at point А due to all the charges is, 


Fe = Ев-Ес-Ер + ЕЕ 


Q - E 
= а A асл 
4пєКвА 4negRea 


je. ард a a 
An£oRpA Ame Rea 


Q? |1 А-В 1 A-C 1 A-D 
Areo | кў, |А-В| RZ, |A-C| Rba |A-D| 























Са А-Е 
qu———M 
4ne Ri, | A - E| 





А-В = -аа hence Кул =|A-B|=,/ (-a)? =a 


hence Rc, =|A-C|= a? +a? - 42a 














A-D = -aa, hence Rpa =|A-D|= (-а)? =a 
А-Е = -05aà х-0О5аа, hence Req =|A- E|= V (-0.5 a)? +(-0.5 а)? 
=/0.5а 
т. Q? |1 -аа, 1 -аа,-аа, 11 -aā, 
x Qq x 1 -0.5аа, -0.5аа, 
+ ———— M 5 
4т& 0.5а? J0.5a 
s: О? |а 1 | ay 1 |, Оч 1 
Eo xx qe EL фана —а 
t kal x] a* 93/2 * ane, *7705а2 5a? Jb -ay] 
Е = о” -І-1.35352, -1.3535а,|» —[-а,-а, | 
4тєђа? 4ТЕ Е 5а? 


T Q а Е а L 
ы p= — — E —————— — i — ————— 
Е = | 1.3535 m 1 1.3535Q dd 


To hold all the charges in equilibrium, the net force exerted on any of the charges due 
to other charges must be zero. іс. F, - 0. 


But can not be zero. 





4An£ga 
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-13550--4- - 0 
q = -13535xJ05Q 
= - 0.9570 C 


This is the charge required at the centroid to hold all the charges in equilibrium. 
Thus if Q = 1 pC then q = - 0.9571 uC and so on. 
тар» Example 2.21 : Two small identical conducting spheres have charges of 2 nC and -1 nC 
respectively. When they are separated by 4 cm apart, find the magnitude of the force between 
them. If they are brought into contact and then again separated by 4 cm, find the force 
between them. 
Solution : Case 1 : Before the charges are brought into contact 


Qi О; 


4r£g R2 


2x10? x(-1x10?) 
7 = 11.234 рМ 
4теох(4х10:12) 


Case 2: The charges аге brought into contact and then separated. 


|F| = where Rp =4cm=4x107 m 











When charges are brought into contact, the charge distribution takes place due to 
transfer of charge. The transfer of charge continues till both the charges attain same value 
due to equal division of the two charges. 


-9 E -9 
2. Charge on each sphere = hn. Б CAD C) 


is -9 
ЕО е 
2 
IF] = | О, О, - 0.5х10- x0.5x10? 
4лео Rip anxeox(4x10)* 





= 1404 uN 


Note : that initially before charges are brought together the force between them was 
attractive as charges are of opposite polarity. But when they brought in contact and then 
seperated, the force is repulsive in nature. 

-9 
пи» Example 2.22 : Two infinite sheets of uniform charge densities P; = = C/m? are 


located at z - m and y -—5m. Determine the uniform line charge density P, necessary to 
produce same value of E at (4, 2, 2) т if the line charge is at y = 0, z = 0. 
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Solution : The two sheets are shown in the Fig. 2.40. 


2 





Ps 


Fig. 2.40 


The line charge P, is to be located along y = 0, z = 0 line i.e. x axis. 


For z = - 5 plane, the normal direction is a,, =a, as the plane is parallel to xy plane. 


For y = - 5 plane, the normal direction is a; = а, as the plane is parallel to xz plane. 


T 7 8 - =, Ps = 
E, px 20 ant "2e, а= 
and E, = $53,225 d, 
0 0 
Бар = E +E, -75 [а, +а,] V/m .. а) 
0 


Consider line charge along x axis. Ав it is infinite, 
=. р, EN Py Y 
Bem 2ntgr 4 пест ІН 


For г, consider a point on the line charge (x, 0, 0) while P (4, 2, 2). But as line charge 
is along x axis, E will not have component in à, direction so the x coordinate should not 


be considered while calculating r. 


Electromagnetic Field Theory 2-48 Electric Field Intensity 


mt! 


= (2-0)a, «(2-0)a, -2а, «2a, 


= Jay +(2)? =¥8 


ч! 
1 


= р 2а, +2а р 
Емі vx. Ер шаа ТЕ а,| V/ us (2 
эте (Ж Ж | rri V/m Е 


To have same Ё at P (4, 2, 2) equate (1) and (2) 





Ps _ Р, 

260  8nte 
107 

P, = 4nx—— = 0.666 nC/m 
6n 


This is the rcquired line charge density. 


ma Example 2.23 : An infinite sheet with surface charge Q = 12 ед Cnt 2% lying in the 
plane x — 2y + 32 = 4. Find an expression for the field-intensity on the side of the plane 
containing the origin. (UPTU : 2005-06, 5 Marks) 
‘Solution : The plane is shown in the Fig. 241. The plane can be defined uniquely from 
three points which сап be obtained from the equation of plane x - 2y + 3z = 4. 


Богхе0,у-0,4-5 


[0.0.3] 
For x = 0,2 = 0, у = – 2 
лр -2,0) 
For у = 0, 2 = 0, х = 4 
г. (4, 0, 0) 





The three poionts P, О and К define а 
plane. 


The plane is infinite sheet of charge. Fig. 2.41 
= _ Ps- ACEG _,_ 
E = 2e, іп = TREE -ба, V/m 


а, Unit vector rormal to the plane. 
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Note : If plane is defined as Ax + Ву Cz = D then the unit vector normal to the 
plane is, 


И E «Ва, A 


JA? +В? +С? 


Positive sign for front side of the plane. 





Negative sign for back side of the plane. 


In this case, A= 1, B = - 2, С-3, D=4 
= (5 -2а,+3а, 

a, = | — = 

v1? +22 +32 

The origin is оп Һе back side of Һе plane so use negative sign. 


6 [- 0.2672 a, — 0.5345 a, 0.8017 а,1 








| = + [0.2672 a, — 0.5345 а, + 0.8017 а, | 


E 


mi 
tl 


— 1.6035 а, - 3.207 à, — 4.8102 а, V/m 


лиф Example 2.24 : Three point charges 41 = 107 red 92 = – 10 É C and 93 = 0.5 x 107 ƏС 
are located in air at the corners of an equilateral triangle of 50 cm side. Determine the 
magnitude and direction of the force оп 93. (UPTU : 2006-07, 5 Marks) 


Solution : The arrangement is shown in the 
Fig. 2.42. The triangle is placed in x-y plane 
with three corners at O(0, 0, 0), О (0.5, 0, 0) 
and P. 


The distance PR can be obtained as, 





2 
А PR = ‚|4? 12) 
. 934 
ы \Fig. 2.42 
-. Co-ordinates of P (220 e (0.25, 0.433, 0). 
Force on qs due to ( is, af 
Ё, = 3L ay, where Rop = 0.254, + 04333, +0а, 





4терЕБр 
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0.5х10-6 x107$ Ror 


EL тыс л aA ӘНЫНЫЖЕЗИЕ НЕЕ. 
9! "^ 4nx8854x107? x[(0.25)? +(0.433)?] | Rop| 
[0.25 а, «0433 a, +0а, ] 


= 0.01797 x 05 


8985 x 10°? a, + 0.01556 а, +0а, N 


x 


Force оп д3 due to q; is, 





E, = —3332 agp where Кор = (025 - 0.5) а, + (0433 -0) а, +03, 
4n ео бор 
Ror = -025а, + 0.433а, +0а,, |К = 0.5 
Е 05x10 х(-10-5) [-0.25 a, +0.433a, +0а, ] 
= es АҚЫЛЫН ы 
32  4хпх8854х10- x 05? 0.5 


= + 8.985 х 1073, – 0.01556 а, +0а, М 
Қ = Б, + Б, = 0.01797 а, М, |E| = 0.01797 N 


Mb Example 2.25 : Two uniform line charges of density p, = 4 nC/m lie in the x = 0 plane 
ау= +4. 


Find Ё at (4, 0, 10) m. [UPTU : 2006-07, 5 Marks] 
Solution : The line charges are shown in the Fig. 2.43. The line charges with x - 0 and 
y =+4 arc parallel to the z-axis, as 2 can take 5 
any valuc. | 
Key Point: As line charges are parallel to 2 0 
axis, E at P can not have any component іп 2 Pu 
direction hence while calculating ? and а,, the 
z co-ordinate need not be considered. 


Е due to p, at y = + 4 m : (0, 4,2) and 
P(4, 0, 10) 


„= (00-0) а, + (0-4) a, 





ton dida d Fig. 2.43 





E 22 4x10? оаза; 
2n£oXr "Г  2mnx8854x10 " x /32 1/32 


= 8.9877a, - 8.9877 а, V/m 


y 
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E, due to f, at y = — 4 m : (0, - 4,2) and Р(4, 0, 10) 


т = (4-Оа, + 0- (-4)] а, 242, +44), |F] = /32 


т 4а, +4а, 





a © 75 
E, = PL д no coax c ur аума, 
2 2т&)хг ' 2дх8.854х10'?2х-/32 4/32 


8.9877 a, + 8.9877 а, V/m 
Ep = E, + E, = 17.9755 a, V/m 


Іні Example 2.26 : А sphere of radius 2 ст is having volume charge density of p, given by 
p, = cos 2 ө Find the total charge Q contained in the sphere. [UPTU : 2007-08, 5 Marks] 


Solution :p, = cos 28 


О = fp, dv where dv = г? sin 0 dr dO do 
vol 
Оп п 2 
- [ j fr? sin 0 dr 40444 соѕ20 
6-00-0r-0 
r? : xl | 8 
= BH [90 [sin cos” edo 73X2mXI 
0 9-0 
* 
Consider I = [sin 0cos? 0d0 
6-0 


Put cos Ө- t i.c. — sin 040 = dt 


к 3]* 
f-atxt? -- 5 
3 
9-0 


0-0 


_ [eos?e| _ [cos?n-cos?0 
2. 3 |, = 3 


_ _[? -m° --1-1]-+.2 
"UL ШЕ з а 3 


к 
! 
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Review Questions 


. State Coulomb's law of force between any two point charges and state the units of force. 
. Define electric field intensity. Obtain an expression for the electric field intensity at a point which 
is at a distance of 'R' from a point charge Q. 
. State the units of electric field intensity E and explain the method of obtaining E at a point in 
cartesian system, due to a point charge О. 
. Obtain an expression for total electric field intensity at a point due to infinite number of point 
charges. 
. Obtain an expression for total force experienced by a point charge due to infinite number of point 
charges around it. 
. Which are the various types of charge distributions ? Explain. State the units of line charge 
density, surface charge density and volume charge density. 
. A charge is distributed оп y axis of cartesian system having a line charge density of 5y% p C/m. 
Find the total charge over the length of 15 m. [Ans. : 0.2178 C] 
. Find the total charge inside а ^ volume having volume charge density as 
152? e 931 sin y (тс / i? ) The volume is defined between -1 € x <1, O< y <1 and 2 <z <5. 
i [Ans. : 2.9515 C] 
. Explain the procedure of obtaining E due to the line charge, surface charge and volume charge. 
. Obtain an expression for an electric field due to infinite line charge having density P, C/m, placed 
along z-axis, at a point P on y axis at a distance of d from the z axis. 
[Ans. : (р, IRRE d)a,V іт 


. Obtain ап exression for an electric field due to charged circular ring of radius 'h' placed іп xy 
plane, at а point P (0, 0, =), having uniform line charge density of P, C/m. 


[Ans. : a ut ау/т) 


2e(h +2) í 
. A charge of + 10 C is located at the point x = 0 and y = 1 and charge of — 5C is at the point 
x = 0 and у = — 1. Find the point оп y axis at which net E = 0. 
[Ans. : (0, — 5.828, 0) or (0, — 0.1716, 0)] 
. A point charge of 20 nC is located at the origin. Determine the magnitude and direction of E at 
point Р (1, 3, —4) m. [Ans. : 1.357 2i, + 4.073 а, - 0.784 Z, V/m] 
. A circular disc of 10 cm radius is charged uniformly all over the surface with total charge of 
100ҺС. Find Е at a point 20 cm away from the disc along its axis. 


[Hint : Find р, = Q/surface area and then E.] [Ans. : 18.98 x1052, V/m] 


. Derive the expression for the electric field due to infinite sheet of charge placed in xy plane, having 
surface charge density of p,C / т2. [Ans. : PS- a. V/m] 
255 
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16. Calculate the force on a point charge of 50 uC placed at a point (0, 0, 5) m due to a charge of 
500 uC that is uniformly distributed over a circular disc of radius 5 m and placed in the xy plane. 
[Ans. : 5.26 а. МІ 
17. Four point charges, each 20 uC are on the x and y axes at + 4m. Ғпа the force on a 200 uC point 
^. charge at (0, 0, 3) т. [Ans. : 3.456 а. М] 
18. A charge О, = 121 x10? C is located in vacuum at P, (- 0.03, 0.01, 0.04) m. Find the force on О, 
due to О, 2110 pC at В (0.03, 0.08, — 0.02) т. [Ans. : 5.44 п, — 6.33 a, + 5.44 а. М] 
19. Eight 25 nC point charges т free space are located symmetrically on a circle of radius 0.27 
centered at the origin in the z = 0 plane. а) At what point on the z axis is |E | is шашы ай 
b) What is the magnitude of maximum E ? [Ans. : (0, 0, * 0.1414), 17.3 kV/m] 
20. A ring of radius 6 m is placed in yz plane. It is centered at origin. Find electric field intensity at 
point (8, 0, 0) m. The line charge density is 18 nC/m. [Ans. : 48.75 à, V/m] 
21. A charge is distribuled along z axis between + 6 m with uniform charge density 25 nC/m. 
Calculate E at a point (2, 0, 0) т in free space. [Ans. : 213.16 a, V/m] 
22. A uniform line charge of infinite length with P, - 20 nC/m lies along z axis. Find E at (6,8,3) m. 
[Ans. : 21.57 й, + 28.76 a, Vim] 
23. On the line x = 4 and у = - 4, there is a uniform charge distribution with density P, = 25 пС/т. 
Determine E at (-2, -1, 4) m. $ [Ans. : – 59.92 й, + 29.96 й, V/m] 
24. The infinite line cherge parallel to z axis is at x = 6, у = 10. Find E at the general point P(x, y,z) 


in cartesian system. 
[Ans.: — A [(x- 6)a, (y - 10) a, V / in] 
ле) (х--6) +(y oy] 
25. Find E at (10, 0, 0) due to a charge of 10 nC which is distributed uniformly along x axis between 
x =-5 ю+5т in free space. [Ans. : 1.8 a, V/m] 
26. A line charge density 24 nC/m is located in free space on the line y = 1, z = 2. 
a) Find E at P (6, —1, 3). 
b) What point charge Од should be located at (3, 4, 1) to cause y component of E to be zero at 
P? [Ans. : — 172.56 7, + 86.28 7, Vim, 4.43 и C] 


27. Find E at P (0, 0, 2) m due to the infinite sheet of charge in xy plane with density 10 nC / n?. 
[Ans. : 564.71 п. V/m] 


28. Two infinite sheets of charge each with density Рс are located at x - € 2 т. Determine Е in all 


directions, [Ans.: Forx « 2 e a,For-2«x«2 : 0, Forx»2: E a, in V/m] 


29. Four infinite sheets of charges with uniform charge densities 20 рС/н?, - 8 рС/п?, 6 pCÁn? and 
-18 pC/n? are located at y = 6, y = 2, у = - 2 and y = — 5 respectively. 
Find Eat а) (2, 5, -6) Ь) (0, 0, 0) с) (- 1, - 2.1, 6) d) (10°,10°, 107). 
[Апз. : — 2.26 ay Vim, — 1.355 ay Vim, - 2.03 ay Vim, 0 Vim] 
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30...A sheet of charge with P. =2nC / т? is in the plane x = 2 in free space and a line charge 
P, = 20 nC/m is located at x = 1, z = 4. 
a) Find È at P (0, 0, 0). b) E at (4, 5, 6). 
c) What is the force per unit length on the line charge ? 
[Ans. : – 134 7, — 85 л, V/m, 1964, + 55.31 Æ, V/m, - 2:26 à, р Nim] 


University Questions 


1. If О), Qz are carges located at distances тр, ғә, ... from the point P, then the electric-intensity E 
at point P will be : 


в. 1 =n w= 
E = Член (Qi Des (ОРТО : 2005-06, 5 Marks) 
. An infinite sheet with surface charge О = 12 ғ, Сто 2% lying in the plane x — 2y + 32 = 4. Find 


an expression for the field-intensity on the side of the plane containing the origin. 
(UPTU : 2005-06 , 5 Marks) 
- State the word statement of Coulomb's law of forces. Three ponit charges 41 
92 =- 10° °C and 93 = 05 x 10 C are located in air at the corners of an equilateral triangle of 
50 cm side. Determine the magnitude and direction of the force оп 4ҙ. (UPTU : 2006-07, 5 Marks) 
4. Two uniform line charges of density p, = 4 nC/m lie in the x = 0 plane at y = + 4m 
Find E at (4, 0, 10) m. (UPTU : 2007-08, 5 Marks) 
5. A sphere of radius 2 cm is having volume charge density of p, given by p, = cos 24 Find the 
total charge Q contained in the sphere. (UPTU : 2007-08, 5 Marks) 


6. An infinite long line charge of uniform density p, coulombs/cm is situated along the z-axis. Obtain 
electric field intensity due to this charge using Gauss's law. 
(UPTU : 2007-08, 5 Marks) 
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Electric Flux Density and 


Gauss's Law 





3.1 Introduction 


Uptil now Coulomb's law and electric field intensity are discussed. The various 
possible charge distributions and corresponding electric field intensities are also discussed 
in the last chapter. Another important concept in electrostatics is electric flux. If a unit test 
charge is placed near a point charge, it experiences a force. The direction of this force can 
be represented by the lines, radially coming outward from a positive charge. These lines 
are called streamlines or flux lines. Thus the electric field due to a charge can be 
imagined to be present around it interms of a quantity called electric flux. The flux lines 
give the pictorial representation of distribution of electric flux around a charge. This 
chapter explains the concept of electric flux, electric flux density, Gauss's law, applications 
of Gauss's law and the divergence theorem. 


3.2 Electric Flux 


In 1837, Michael Faraday performed the experiment on electric ficld. He showed that 
the electric field around a charge can be imagined interms of presence of the lines of force 
around it. He suggested that the electric field should be assumed to be composed of very 
small bunches containing a fixed number of electric lines of force. Such a bunch or closed 
area is called a tube of flux. The total number of tubes of flux in any particular electric 
field is called as the electric flux. 

Key Point: Thus the total number of lines of force in any particular electric field is called 
the electric flux. It is represented by the symbol wy. Similar to the charge, unit of electric flux is 

also coulomb C. 


3.2.1 Properties of Flux Lines 


The electric flux is nothing but the lines of force, around a charge. Such electric flux 
lines have following properties. 


(3-1) 
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1. The flux lines start from positive charge and terminate on the negative charge as 
shown in the Fig. 3.1. 


Fig. 3.1 Flux lines 


2. If the negative charge is absent, then the flux lines terminate at infinity as shown in 
the Fig. 3.2. (a). While in absence of positive charge, the electric flux terminates on the 
negative charge from infinity. This is shown in the Fig. 3.2 (b). 


Flux lines Flux lines 


N^ NA 


То оо -—— — -«—— — From се 


жы А 
(а) (b) 
Fig. 3.2 
3. There are more number of lines i.e. crowding of lines if electric field is stronger. 
4. These lines are parallel and never cross each other. 
5. The lines are independent of the medium in which charges are placed. 


6. The lines always enter or leave the charged surface, normally. 


7. If the charge on a body is * Q coulombs, then the total number of lines originating 
or terminating on it is also Q. But the total number of lines is nothing but a flux. 


Electric flux у = О coulombs (numerically) 


This is according to SI units. Hence if Q is large then flux y is more surrounding the 
charge and vice versa. 


The electric flux is also called displacement flux. 


The flux is a scalar field. Let us define now a vector field associated with the flux 
called electric flux density. 
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3.3 Electric Flux Density (D) 


Consider the two point charges as shown in the Fig. 3.3. The flux lines originating 
from positive charge and terminating at negative charge are shown in the form of tubes. 


Unit surface area 





Fig. 3.3 Concept of electric flux density 


Consider a unit surface arca as shown in the Fig. 3.3. The number of flux lines are 
passing through this surface area. 

The net flux passing normal through the unit surface arca is called the electric flux 
density. It is denoted as D. It has a specific direction which is normal to the surface arca 
under consideration hence it is a vector field. 

| Consider a sphere with а charge Q placed at its centre. There аге no other charges 
i present around. The total flux distributes radially around the charge is w =Q. This flux 
! distributes uniformly over the surface of the sphere. 


| Now, w - Total flux 


While, S Total surface arca of sphere 


then electric flux density is defined as, 


О = < іп magnitude ... (1) 


As y is measured т coulombs and S т square metres, the units of D are C/m?. This 
is also called displacement flux density or displacement density. 
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3.3.1 Vector Form of Electric Flux Density 


Electric Flux Density and Gauss's Law 


Consider the flux distribution, due to a certain charge in the free space as shown in 


the Fig. 3.4. 


Consider the differential surface area dS at 
point P. The flux crossing through this 
differential area is dy. The direction of D is 
same as that of direction of flux lines at that 
point. The differential area and flux lines are 
at right angles to each other at point P. Hence 
the direction of D is also normal to the surface 
area. in the direction of unit vector a, which 
is normal to the surface area dS. Near point P, 
all the lines of flux dy are having direction of 
that of a, as the differential area dS is very 





Fig. 3.4 Flux through dS 


small. Hence the flux density D at the point P can be represented in the vector form as, 


Hn = 4. 2 
D = ds а, С/т oes (2) 
where dy = Total flux lines crossing normal through the 


differential area dS 


dS = Differential surface area 


a, = Unit vector in the direction normal to the differential 


surface area 


3.4 D due to a Point Charge Q 


Consider a point charge +О placed at the centre of the imaginary sphere of radius т. 


This is shown in the Fig. 3.5. 


The flux lines originating from the point charge + О are directed radially outwards. 
The magnitude of the flux density at any point on the surface is, 
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= Total flux y 

i _ Totdflxv _ 

| D| — Total surface arca 5 ... (1) 
But y = О = Total flux 
and $ = 4пг? = Total surface area 

5 Q 

Be ..@ 

| | 4nr? (2) 


The unit vector directed radially outwards and normal to the surface at any point on 
the sphere is а, =8,. 

Thus in the vector form, electric flux density at a point which is at a distance of r, 
from the point charge + О is given by, 





... (3) 


3.5 Relationship between D and E 


In the last chapter, it has been derived that the electric field intensity E at a distance of 
т, from a point charge + О is given by, 
Е C5 


4negr? 





Dividing the equations of D and E due to a point charge + Q we get, 
= Qa 
D _ ат? " 
E Q 
4n£gr^ 


._ For free space - 


Thus D and E are related through the permittivity. If the medium in which charge is 
located is other than free space having relative permittivity е, then, 
D = €9£,E 
і.е. D = ЕЕ ... (2) 
The following аге the important observations : 
1. The D and E , both act in the same direction. 


2. The D and E are related through the permittivity of the medium in which the 
charge is located. 





3. Though the relationship is derived considering a point charge, the result is equally 
applicable for any general charge distribution. 


4. The electric field E due to any charge configuration is a function of the 
permittivity £, while the electric flux density D is not. 
The relationship is very advantageous while solving the problems on multiple 
dielectrics. 
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3.6 Electric Flux Density for Various Charge Distributions 


Let us obtain the expression for D considering various types of charge distributions. 


3.6.1 Line Charge 


Consider a line charge having uniform charge density of ру C/m. Then the total 


charge along the line is given by, 








О- [pia 
L 
в. 
But pce Hu ut a 
4m? ' 4? ^' 


If the line charge is infinite then E is derived as, 





г. Pv = 
ET опера" 
D- fra 
Hes 2n?! 


3.6.2 Surface Charge 


... (1) 


. (2) 


.. Infinite line charge. 


Consider a sheet of charge having uniform charge density of pg С/т?. Then the total 


charge on the surface is given by, 








5 
D-.9 a, 
4nr? 
J рѕ 45 
= 5 а 
4n? ^' 


The integration is over the surface S and is a double integral. 


If the sheet of charge is infinite then E is derived as, 


Е = Р5і 
Е = 2є ©" 
D = = 


.. (3) 


(4) 


... Infinite sheet of charge 
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3.6.3 Volume Charge 


Consider a charge enclosed by a volume, with a uniform charge density of p, C/m?. 
Then the total charge enclosed by the volume is given by, 


vol 


[p.dv 
and E = ur aes (6) 
and D = “Е 


(7) 





mb Example 3.1 : Find D in cartesian co-ordinate system at point P (6, 8, — 10) due to a) a 
point charge of 40 mC at the origin, b) a uniform line charge of pj, 2 401 Cfm on the z-axis 
and c) a uniform surface charge of density p ; =57.2 u C/m? on the plane x 212 m. 


Solution : a) A point charge of 40 mC at the origin. 
P(6, 8, - 10) and O(0, 0, 0) 


r 


(6-O)a, +(8-0)а, +(-10-0)а, 


ба, +81, —10а, 


Jc? +(8)2 +(-10)? =/200 


= 
I 











Е ба, +8а, -10a, х ^^, Р(6.8,-10) 
а, = — — —— 
¥200 Fig. 3.6 
D О _ 40x10? (ба, +8a, -10a, 
= a ee ey MER CR ME EL. 
An? ' Anx(4200)? 4200 


= 6.752x10* a, +9.003х10 *a, —11.254x10 * а, С/т? 
b) p, =40 uC/m along z-axis 
The charge is infinite hence, 


ғ- PL + 
b 2nggr " 





As the charge is along z-axis there can not be any component of E along z-direction 


Consider a point on the line charge (0, 0, z) and P (6, 8, — 10). But while obtaining r 
do not consider z co-ordinate, as E and D have no a, component. 
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“tl 
1 


(6-0) а, +(8-0) a, =6а, +8 а 


|z| = (67-87 =10 


y 


_ _ ба, +8а, 

aa mioo 

E = PL ба, +8а, 
2л (10) 10 

mL = PL ба, «8а, 

udis nl 10 


= 3.819х10” а, +5.092х107 a, C/m* 
с) р; 257.2 и C/ m? on the plane x = 12. 


The sheet of charge is infinite over the plane x - 12 which is parallel to yz plane. The 
unit vector normal to this plane is à, = а,. 


Е = Рза 
B 2862" 


The point P is on the back side of the plane hence а, = -а,, as shown іп the Fig. 3.7. 


2 





Back side 
of plane 


Fig. 3.7 
Е = 25 (-а 
Е = Je, | а,) 
Вш D = EE 
D = °S(-a,) = -286x105 a, C/m? 
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наў» Example 3.2: A point charge of 6 pC is located at the origin, a uniform line charge 
density of 180 nC/m lies along x-axis and uniform sheet of charge equal to 25 nC/m? lies in 
the z — 0 plane. Find i) D at A (0, 0, 4), ii) D at B (1, 2, 4) and iii) Total electric flux 
leaving the surface of the sphere of 4 m radius centered at the origin. 

Solution : i) Case 1 : Point charge Q = 6 pC at P (0, 0, 0). 


While D to be obtained at A (0, 0, 4). 


г = (4-0)a, -4а,, |r| - (9? -4, а, = 


6х10% 
x 


Бі = 9 à, = 
4пг? 4nx (4)? 





а, =2.984х 10 * а, C/m? 


Case 2: Line Charge p, = 180 nC/m along x-axis. So any point P on the charge is 
(x, 0, 0), while A (0, 0, 4). As charge is along x-axis, no component of D is along x-axis. So 
do not consider x co-ordinate while obtaining r. 


г = (4-Оа, = 4a,, |т| = 4, a, = 


As charge is infinite, 


= рі = _ 180х109 _ _ M А 
02 = праг д °* =7.161х 10 а, С/т 
Case 3 : Uniform sheet of charge lies іп z - 0 plane. So the direction normal to it is z 
direction as plane is xy plane. Hence a, =a, and р; = 25 nC/m?. 


As sheet is infinite, * 
PRA 1 д? > 
Оз = бза, в, =12.5х10-?а. C/m? 


D = Di +6, +03 =49.501х 107? а, C/m? 
ii) The point at which D is to be obtained is now В (1, 2, 4). 
Case 1 : Point charge О = 6 uC at P (0, 0, 0). 


м! 
и 


(1-03, +(2-0) а, +(4-0) a, = a, 42a, +41, 
|т| = 407? «2? +(4)? = /21 
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5 О _ 6х10:6 |а, +2а, +4а, 
= a. = | ee ӘӘЕЫЕНӘЕЫНЫЫЕ 
4n? ' dnx(421)? \/ 21 


4.961x 10-7 а, +9.923x 107° a, +1.9845x 10-8 а, С/т? 
Case 2: Line charge : The point on the charge is (x, 0, 0). 
As charge is along x-axis, do not consider x co-ordinate. 
т = (2-0, +(4-0) a, 22a, +44, ... ав В (1,2, 4) 
ІҢ = JO? +4? = 20 


т 2а, +4а 


а, = - tolg ue 
|| — 20 

а _ PL- 

02 = Элтр: 


_ 180x107? |2a, +44, 
— 2nx420 | 20 


2.8647х 107° a, 45.7295 x 107? а, C/m? 


Case 3 : Infinite sheet of charge іп z - 0 plane. 
The point B ( 1, 2, 4) is above z = 0 plane hence 4, =a, and Юз remains same as 
before. 
E Po _ 
D3 = >а, = 
D = Di +0: +03 


-9 
а, =12.5х10-%а, C/m? 


= 4.961х 10-7 а, +1.2786x 10-8 а, +3.807х 107° а, C/m? 
iii) Let us find the total charge enclosed by а sphere of radius 4 m. 
Charge 1: Q, =6 uC at the origin. 
Charge 2 : The charge on that part of the line which is enclosed by the sphere. The 


line charge intersects sphere at x = t 4. Hence charge on the length of 8 m is enclosed by 
the sphere. This is shown in the Fig. 3.8. 


Kd О, = p, X length enclosed = 180x 107? x 8= 1.44 uC 
Charge 3 : The intersection of 2 - 0 plane with a sphere is a circle with radius 4 m, 
in xy plane. 


The surface area of this circle is nr?. 


$ = nx(4)? 250.2654 m? 
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Intersection of 
2-0 plane with 






z = 0 plane 


Fig. 3.8 


Hence the total charge enclosed is, 
Оз = рх5-25х107 x50.2654 = 1.2566 uC 
Hence the total charge enclosed by the sphere is, 
Quai = © +0, +0. =8.6966 pC 
But V = Окы = Total electric flux leaving the surface of sphere 
8.6966 uC 


3.7 Gauss's Law 


It is seen that the charge Q emanates the flux y which is equal to the charge Q. This is 
provied by Faraday's experiment. Consider a sphere of radius г and а point charge + О 
located at its centre. Then the total flux radiated outwards and passing through the total 
surface area of the sphere is same as the charge + О, which is enclosed Бу the sphere. 


Now replace the point charge by a line charge, such that the portion of the line charge 
enclosed by the sphere consists of same charge + О as before. In this case too, the total 
flux radiating outwards remains same as Q which is the charge on the line enclosed by the 
sphere. 

Similarly if the point charge + О or a part of line charge carrying + О are moved 
inside the sphere anywhere, still the total flux radiating outwards from the surface of the 
sphere remains same as Q. 

Now instead of a sphere, any irregular closed surface is considered with total charge 
enclosed as + Q in any form і.е. either point, line or surface then the total flux crossing the 
surface of that irregular object remains same as Q, which is charge enclosed by that object. 

These observations from Faraday's experiment lead to a law called Gauss's law. From 
the above discussion it is clear that irrespective of the shape of the closed surface and 
irrespective of the type of charge distribution, the total flux passing through the closed 
surface is the total charge encloscd by that surface. 
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Statement of Gauss's law : 


The electric flux passing through any closed surface is equal to the total charge 
enclosed by that surface. 





3.7.4 Mathematical Representation of Gauss's Law 
Consider any object of irregular shape as 


shown in the Fig. 3.9. Closed 
22 irregular 
The total charge enclosed by the irregular an surface 


closed surface is Q coulombs. It may be in 
any form of distribution. Hence the total flux 
that has to pass through the closed surface is 
Q. Consider a small differential surface dS at 
point P. As the surface is irregular, the 
direction of D as well as its magnitude is 
going to change from point to point on the 
surface. The surface dS under consideration 
can be represented in the vector form in 
terms of its area and direction normal to the 


surface at the point. Fig. 3.9 Flux through irregular closed 
: surface 





б. 
Ф 
І 


dSa, 


where Normal to the surface dS at point P 


р! 
з 
І 


Key Polnt: Note that the normal to the surface is in two directions but only directed 
outwards is considered as required. The normal going into the closed surface at point P is not 
required. 


The flux density at point P is D and its direction is such that it makes an angle 0 with 
the normal direction at point P. 


The flux dy passing through the surface dS is the product of the component of D in 
the direction normal to the dS and dy. 


Mathematically this can be represented as, 
dy = D, dS ... (1) 
where D, - Component of D in the direction of normal 
to the surface dS 


From Fig. 3.9 we can write, 
D, = ІБ| cos Ө . (2) 


dy = |D|cos@ as ... (3) 


From the definition of the dot product, 
A*B = | Al | В| cos Өлв 
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We can write, 


О. dS ... (4) 


|D] dS сов 0 


dy = DedS ... (5) 


This is the flux passing through incremental surface area dS. Hence the total flux 
passing through the entire closed surface is to be obtained by finding the surface 
integration of the equation (5). 


y - [àv-$ D-ds -- (6) 
5 


As seen earlier, $ sign indicates the integration over the closed surface and called 


closed surface integral. Though the integration sign is single, over the surface S it becomes 
double integration. Hence S is generally used along with the sign of closed surface 


integral. 
Such a closed surface over which the integration in the equation (6) is carried out is 
called Gaussian Surface. 


Now irrespegtive of the shape of the surface and the charge distribution, total flux 
passing through the surface is the total charge enclosed by the surface. 


y = $ D ° 45 = О = Charge enclosed .. (7) 
S 


This is the mathematical representation of Gauss's law. 
The charge enclosed may take any of the following forms : 
1. If there are number of point charges Q,, Q2, ..., Qn enclosed by the surface then 


Q = Qi +0. + . +Q, =2Q, 


209) 


2. If there is а line charge with line charge density p, then, 


L 


3. If there is a surface charge with surface charge density р. then, 


5 


4. If there is a volume charge with volume charge density p, then, 
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... (12) 





If there are morc than one charge distribution in Gaussian surface, the net charge is 
- algebraic addition of all the individual charges. 

If there is a closed surface such that there are no charges enclosed but there are 
charges around the surface then net flux over the surface is zero. This is because the flux 
from the charges outside, passes through the surface such that the flux entering is equal to 
flux leaving the surface. 


3.7.2 Special Gaussian Surfaces 


The surface over which is the Gauss's law is applied is called Gaussian surface. 
Obviously such a surface is a closed surface and it has to satisfy following conditions : 
1. The surface may be irregular but should be sufficiently large so as to enclose the 
entire charge. 
2. The surface must be closed. 
3. At each point of the surface D is either normal or tangential to the surface. 


4. The electric flux density D is constant over the surface at which 0,5 normal. 


3.8 Applications of Gauss's Law 


The Gauss's law is infact the alternative statement of Coulomb's law. The Gauss's law 
can be used to find E or D for symmetrical charge distributions, such as point charge, an 
infinite line charge, an infinite sheet of charge and a spherical distribution of charge. The 
Gauss's law is also used to find the charge enclosed or the flux passing through the closed 
surface. Note that whether the charge distribution is symmetrical or not, Gauss's law holds 
for any closed surface but can be easily applied to the symmetrical distributions. But the 
Gauss's law cannot be used to find E or D if the charge distribution is not symmetric. 

While selecting the closed Gaussian surface to apply the Gauss's law, following 
conditions must be satisfied, 


1. D is every where either normal or tangential to the closed surface i.e. 8-7 or л. So 


that D* dS becomes DdS or zero respectively. 
2. Dis constant over the portion of the closed surface for which D * dS is not zero. 
Let us apply these ideas to the various charge distributions. 


3.8.1 Point Charge 


Let a point charge Q is located at the origin. 

To determine D and to apply Gauss's law, consider a spherical surface around Q, with 
centre as origin. This spherical surface is Gaussian surface and it satisfies required 
condition. The D is always directed radially outwards along a, which is normal to the 
spherical surface at any point P on the surface. This is shown in the Fig. 3.10. 
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©! 






Point charge 


Fig. 3.10 Proof of Gauss's law 


Consider a differential surface area dS as shown. The direction normal to the surface 
dS is a,, considering spherical co-ordinate system. The radius of the sphere is г = a. 


The direction of D is along a, which is normal to dS at any point P. 


In spherical co-ordinate system, the dS normal to radial direction a, is, 


dS = г? sin0 46 4д-а? sin0 40 do (as r za) 








dS = dSa, -a?sin0 40 doa, ... (1) 
Now D due to the point charge is given by, 

о ФЕЯ = 

D = PERI e LE (as г - а) ... (2) 


D*dS = |6 | |95 | cose 
Note that 6' is the angle between D and 45. 


where |D| = 25; | | dS |=а? sino de аф, 0 20? 
a 





The normal to 45 is a, while D also acts along а, hence angle between dS and D i.e. 


D*dS 2. a? sin0 dO docos0° 
a 





4n 
О. 
tn sin0 ав4ф ... (3) 
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Alternatively to avoid the confusion between the symbol Ө we can write, 





Deas = .9 a, а? sin@d® doa, 
Ana? 
= Q gine do 88 *à.] 
4n $E 
But a.*a, - 1 
DedS = — 
2 л Q 
у = $ D:dS = | | 22 sinedodo 
S %-0 0-0 
= © сов Ie = RHD] Dr] 
м = с .. Gauss's law is proved 


This proves the Gauss's law that Q coulombs of flux crosses the surface if О coulombs 
of charge is enclosed by that surface. 


Key Point: As D is obtained from the result of E which is obtained from Coulomb's 
law, it can be said that the above discussion is the proof of Gauss's law from the 
Coulomb's law. 


3.8.1.1 Use of Gauss's Law to Obtain D and E 
Alternatively Gauss's law can be used to obtain D and E. Let us see how ? 
From Gauss's law, 
Q = ф 0:45 
5 
The steps to obtain D and E аге, 


1. Identify ІБ| and its direction. 








2. Identify | dS | and direction normal to dS. 

3. Take dot product, D * 45. 

4. Choose the Gaussian surface. 
5. Integrate over the surface chosen as Gaussian surface, keeping ІБІ unknown as it 


15. 










. Find charge Q enclosed Бу Gaussian surface. 
. Equate the charge Q, to the integration obtained with |D| as unknown. 


and express D with its direction. Then E= D/&. 


For a sphere of radius г, the flux density D is in radial direction a, always. Let 
|5 |=р,. 

D = D,a, 
Let the Gaussian surface is a sphere of radius r enclosing charge Q. 
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While for the Gaussian surface i.c. sphere of radius т, dS normal to à, is, 
dS = r?sin0d0 doa, 


D-dS = D, г? іп0 46 do -.(а,.а,-1) 
Now integrate over the surface of sphere of constant radius Т. 
| 2® т 
$0-45 = Го, r?sino 40 do 
5 0-0 0-0 
= D, г? [-с086]^ |012 -4nr?D, 

Вш $ 0:45 = О 

5 


апа 





Тһе expressions are same as those obtained by Coulomb's law, earlier іп the Chapter-2. 
This is the use of Gauss's law to obtain D and Е for a given charge distribution. 


Note : Symmetry helps us to apply Gauss's law for the given situation. To 
understand symmetry, obtain the information, 


1. With which co-ordinates does the D vary ? 





2. Which components of D are present ? 
This results into simpler integration to be solved to obtain the required result. 


3.8.2 Infinite Line Charge 


Consider an infinite line charge 
of density ру C/m lying along z-axis 
from — to + со, This is shown in the 
Fig. 3.11. 


Consider the Gaussian surface as 
the right circular cylinder with z-axis 
as its axis and radius r as shown in 
the Fig. 311. The length of the 
cylinder is L. 





Fig. 3.11 Infinite line charge 


с 
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Тле flux density at any point on the suface is directed radially outwards i.e in the a, 
direction according to cylindrical co-ordinate system. 


Consider differential surface area dS as shown which is at a radial distance г from the 
line слагре. The direction normal to dS is a,. 


As the line charge is along z-axis, there can not be any component of D in z direction. 
So D has only radial component. 


Now О = $ 5-45 
5 


The integration is о be evaluated for side surface, top surface and bottom surface. 


Q = $D-d$«$ D:dS« $ D-ds 
side top bottom 
Now D = D,a, ав has only radial component 
and dS = rdodz 3, normal to à, direction. 
045 = D,rdódz(8, +a, )=D, rdodz ..asa,*à, =1 


Now D, is constant over the side surface. 


As D has only radial component and no component along à, and -а, hence 
integrations over top and bottom surfaces is zero. 
рБ-48- ф D:d$-o 
top bottom 


Q = ф 6:45 = $ D, rdodz 








side side 
L ж 
= | f Drdodz = го, [216 182 
250 ф-0 
О = 2arD,L ... (4) 
-Q 
Pi 2nrL 
= EE OA 
D = D, a, 74 йа, 
But 2 = p, C/m 
т - PL 2 -—— 
О = og à: Ст ... Due to infinite line charge. 
and E - D ЖӘН ae /m 


The results are same as obtained from the Coulomb's law. 
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3.8.3 Coaxial Cable 

Consider the two coaxial cylindrical conductors forming a coaxial cable. The radius of 
the inner conductor is ‘a’ while the radius of the outer conductor is 'b'. The coaxial cable is 
shown in the Fig. 3.12. The length of the cable is L. 


Conducting 
cylinders 








(a) ha (b) 
Fig. 3.12 Coaxial cable 


The charge distribution on the outer surface of the inner conductor is haying density 
ps C /m?. The total outer surface area of the inner conductor is 2па L. 


Hence p< can be expressed interms of p, . 


_ Рзх5иНасе агеа psx2raL 
Pi = — Totallength Г о 





бі. - 2та р; C/m 


Thus the line charge density of inner conductor is p, C/m. 


Consider the right circular cylinder of length L as the Gaussian surface. Due to the 
symmetry, D has only radial component. From the discussion of line charge we can write, 


О = D,2nrrL БЕЙ (ыы 
where a«rc«b [Refer equation (4) in section 3.8.2] 


The total charge on the inner conductor is to be obtained by evaluating the surface 
integral of the surface charge distribution. 


О = фр%4$ ~ (6) 
6 
Now dS = rdodz but r=a 
dS = adodz (7) 
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Lx 
О = $ ps adọdz= J J psadodz 
S z=09=0 
= рза[2] [9 272 21a Lps ... (8) 
Equating (5) and (8), 
D, 2nrL = 2naLps 
р, = арз --(9) 
r 
This acts along radial direction i.e. a,. 
D = “Ps а, ... (10) 
Вш Ps = LL 
5. ӘР, =~ . Ві = 2 
D = omar @+ = One 3 Ст ay 
Е = Ph а (acr«b) V/m (12) 


2n£gor 


This is same as obtained for infinite line charge. Every flux line starting from the 
positive charge on the inner cylinder must terminate on the negative charge on the inner 
surface of the outer cylinder. Hence the total charge on the inner surface of the outer 
cylinder is, 


| Qouter cylinder = 72 a LP sinner) -.. (13) 

But Ол cylinder = 20b Роше) - (14) 
2п b 1.рооще) = —2% a LP sinner) 

Ps(outer) = ~ FP sinner -. (15) 


If the Gaussian surface is considered such that r > b, then the total charge enclosed 
will be zero as equal and opposite charges on the cylinder will cancel each other. 


Similarly inside the inner cylinder, r < a also the total charge enclosed will be zero. 


3.8.4 Infinite Sheet of Charge 


Consider the infinite sheet of charge of uniform charge density ре C/m?, lying in the 
z = 0 plane i.e. xy plane as shown in the Fig. 3.13. 


Consider a rectangular box as a Gaussian surface which is cut by the sheet of charge 
to give dS = dx dy. 
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Gaussian 


Fig. 3.13 Infinite sheet of charge 


D acts normal to the plane іе. а, = a, and -а, --а, direction. 


Hence D - 0 in x and y directions. 


Hence the charge enclosed can be written as, 


Now 


© 


$ D-dS= $ D-dS+ $ D- dS« j D-dS 
5 


sides top bottom 


0 as Dhas no component in x and y directions 


D, a, for top surface 

dx dya, | 

D, dx dy(a, *à,)- D, dx dy 
D,(-a,) for bottom surface. 
dx dy (a) 

D, dx dy (2, +a, ) - D, dx dy 
$ D, dxdy« $ D, dxdy 


top bottom 
$ dx dy =А = Area of surface 
bottom 


2D,A 


Electromagnetic Field Theory 3-22 Electric Flux Density and Gauss's Law 
But О = pa xA аѕр; = Surface charge density 
Ps = 2D, 
D, = 5 
D = D,ā, «5 à, C/m (16) 
Е = = à, V/m (17) 


The results аге same as obtained by the Coulomb's law Юг the infinite sheet of charge. 


3.8.5 Spherical Shell of Charge 


Consider an imaginary spherical shell of radius ‘a’. 


The charge is uniformly distributed over its surface with a density pọ C/m?. Let us 
find E at a point P located at a distance г from the centre such that r > a and г «a, using 


Gauss's law. 
The shell is shown in the Fig. 3.14. 
Case 1 : Point P outside the shell (г > a) 


Consider a point P at a distance r from 
the origin such that г > a. The Gaussian 
surface passing through point P is a 
concentric sphere of radius r. Due to spherical 
Gaussian surface, the flux lines are directed 
radially outwards and are normal to the 
surface. Hence electric flux density D is also 
directed radially outwards at point P and has 
component only in a, direction. Consider a 
differential surface area at P normal to а, 
direction hence dS - r?sin0 40 dd in spherical 
system. 


„==... 
еже” етш, 


Spherical "+ 
shell 227% 





+ 
ol 


Gaussian 
surface 


Fig. 3.14 Spherical shell of charge 


dy = 045 -[D,a, ]-[r?sin® 40 doa, | 


D, r?sin0 de do 


a к 
y = $ D, r?sin0 40 do=D, r? | сіп 0 dé do 
5 9-0 Ө-0 
v = Б,г2|Есовб| [йл -4nr?D, ... (18) 
But у = О ... Gauss's law 


О = 4nr?D, 
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D, = 
4nr 

D = Оа, = еа. m? 

4nr 
= D о 
And Е = —- V/m 

20 4перг? * 4 
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... (19) 


... (20) 


Thus for г > a, the field E is inversely proportional to the square of the distance from 


the origin. 


If the surface charge density is рс C/m? then 
Q = 
Q= 


Ps x Surface area of shell 


and 


Case 2 : Point P is on the shell ( r = a) 
On the shell, т=а 





_. (21) 


(92) 


The Gaussian surface is same as the shell itself and E сап be obtained using r = a in 


the equation (20). 


E = а V/m 
Anega 


Case 3 : Point P inside the shell (r < a) 


The Gaussian surface, passing through the point 
P is again a spherical surface with radius r < a. 


But it can be scen that the entire charge is on the 
surface and no charge is enclosed by the spherical 
shell. And when the Gaussian surface is such that no 
charge is enclosed, irrespective of any charges 
present outside, the total charge enclosed is zero. 


v = Q- $ D:d$-0 
4 


2n 


Now ф ds - | | г?вшӨ 46 аб=4лг? 
5 =0 0-0 


Spherical 
shell 


... (23) 







... As рег Gauss's law 
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Thus $ d5 «0 
5 
Hence to satisfy that total charge enclosed is zero, inside the spherical shell. 


... (24) 





Thus electric flux density and electric field at any point inside a spherical shell is 
zero. 


3.8.5.1 Variation of E against г 


The variation of E against the radial 
distance r measured from the origin is shown 
in the Fig. 3.16. 


[E] in V/m 


Forr«a, 


For r = а, 


For r > a, 





After r = a, the E is inversely proportional to the square of the radial distance of a 
point from the origin. The variation of |D| against r is also similar. For the medium other 


than the free space, ео must be replaced by €= Ep €,. 


3.8.6 Uniformly Charged Sphere 


Consider a sphere of radius ‘а’ with a 
uniform charge density of p, C/m?. Let us 
find Е at a point P located at a radial 
distance r from centre of the sphere such that 


r €a and r » a, using Gauss's law. 


The sphere is shown in the Fig. 3.17. 

Case 1 : The point P is outside the 
sphere (r » a). Gaussian 

The Gaussian surface passing through surface 
point P is a spherical surface of radius r. 

The flux lines and D are directed radially 
outwards along à, direction. 

The differential area dS is considered at point P which is normal to a, direction. 

. dS = г? sin d9 dé 

dy = 6:45 = D,a, * r? sino 40 афа, 

D, г? sind 40 do ... (а, 78, =1) 





Fig. 3.17 Uniformly charged sphere 
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ж n 
v = Q-f Б p Шаа 
5 o=0 6-0 


= ОЮ, г? [-cos0]5 [фр =D, r? 4л 








Q 
D. - 
" 4nr? 
D = Ча civ? .. (25) 
4nr^ 
Е = 8 V/m ... (26) 
Eq 4T£gr 


The total charge enclosed can be obtained as, 


Q 


fidus Г j fo. г2 віпӨ dr dð do 


$=00=0г=0 


3 а 
= Py 5 | [-cos 015 10197 
= -лазр/ С .. (27) 
.. (28) 


While .. (29) 





These are the expressions for D and E outside the uniformly charged sphere. 
Case 2 : The point P on the sphere (r - a). 


The Gaussian surface is same as the surface of the charged sphere. Hence results can 
be obtained directly substituting г = a in the equation (28) and (26). 


в. ар, ~ Pa. 
Е = TE а .. (30) 








апа ... (31) 





Case 3 : The point P is inside the sphere (г < а) the Gaussian surface is а spherical 
surface of radius r where r « a. 


Consider differential surface area dS as shown in the Fig. 3.18. 
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Gaussian 
surface 





Fig. 3.18 


Again dS and D are directed: radially outwards. 
D = D,a, while dS = г? sin0 49 d$ a, 








dy = 045 - D,r? sind 40 do (o (8,* 8, 21) 
2n n 
у = 0-% Б-45- | f D, r?sine 46 do 
5 ф-0 0-0 
= D,r? [-cos0]5 [pF = 4nr?D, 
Q 
D. = 
i 4пг? 
D = La, су? .. (32) 
4nr^ 


Now the charge enclosed is by the sphere of radius r only and not by the entire 
sphere. The charge outside the Gaussian surface will not affect D. 


х к r 
О = Груду= | j || г? ѕіпӨ агабаф 
v 9-00-0 r=0 
4 з 
= Q4" P. where г <a -- (33) 


Using in equation (32) we get, 


... (34) 
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Key Point: The results obtained here can be used as the standard results while solving the 
problems. 


If the sphere is in a medium of permittivity =, then ео must be replaced by £ —£, €,- 


3.8.6.1 Variation of E against г 


From the equations (26), (28) and JE] in Мт 
(33) it can seen that for r > a, the E is 
inversely proportional to square of the 
distance while for r « a it is directly 
proportional to the distance r. At 
E | = р,а 


г=а, 
ЗЕ 
ы? 0 








depends on the radius 


of the charged sphere. 
For г > a, the graph of ІЕ against 





т is parabolic while for r < a it is a 0 ка nam 


straight line as shown in the Fig. 3.19. 


Fig. 3.19 Variation of | E| against г 


The graph of |D| against r is 


exactly similar in nature as | E| against г. 


3.9 Gauss’s Law Applied to Differential Volume Element 


Uptill now we have considered the various cases in which there exists a symmetry and 
component of D is normal to the surface and constant everywhere on the surface. But if 
there does not exist a symmetry and Gaussian surface can not be chosen such that normal 
component of D is constant or zero everywhere on the surface, Gauss's law can not be 
directly applied. 

In such a case a differential closed Gaussian surface is considered. The closed surface 
is so small that D is almost constant everywhere on the surface. Finally results can be 
obtained by decreasing the volume enclosed by Gaussian surface to approach to zero. 

Consider a cartesian co-ordinate system and a point P in it such that the clectric flux 
density at P is given by, 

D = D,a,+D,a,+D, a, ... (1) 

Consider the closed Gaussian differential surface in the form of rectangular box, which 
is a differential volume element. The sides of this element are Ax, Ay and Az. The position 
of this element is such that the point P is at the centre of the element and treated to be 
origin. Hence D at P can be denoted as Do. This is shown in the Fig. 3.20. 

Let D = Do=Dya, «Dy ay +Оша, at point P 

The components D,o, Dyo and О vary with distance in the respective directions. 
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Fig. 3.20 Differential volume element 


According to Gauss's law, 


о = $ 5-45 ... (2) 
5 


Тһе total surface integral is о be evaluated over six surfaces front, back, leftside, 
rightside, top and bottom. 


$ 5-45 = [+]|+ |» | ы ... (3) 
$ front back leftside  rightside top bottom 


Consider the front surface of thc differential element. Though D is varying with 
distance, for small surface like front surface it can be assumed constant. 


And dS = Дудга, .. as a, is normal to front 

while D = D,,, constant 
J D-dS = D, -(AyAz) a, (4) 
front 

But Deos = D, пом ах ... (5) 
| D-dS = О; „уда as a,°a, =1 4. (6) 
front 


It has been mentioned that D, fon is changing in x direction. At P, it is Оу while on 
the front surface it will change and given by, 


Rate of change | ps of "ed 


D, front > Dyo 4 from P 


of D, with x 


90, Ах 


D = D, + 9х 72. ... (7) 





X, tront 
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e The point P is at the centre so distance of surface in x direction from P is a 


2 


е Тһе rate of change is expressed as partial derivative as Dx varies with y апа 2 


co-ordinates also. 








yAz ... (8) 


front 
Consider the integral over the back surface, 
| 5-46 ~ Был -d$ 
back 
where Dua = О, (а) 
dS 


Key Point: Мое that the flux is entering from back side and leaving from front in positive 
x direction hence а, is used positive for Dpack. While the surface considered from point Р is in 
negative x direction hence —a, is used for expressing dS. 


AyAz( -a,) 


Db *dS = —D, back Ay AZ in (a, “а, -1) 
J DedS = Dua Аул (9) 
back 


Now Dy hack is changing with x. At P it is Ох while on the back side it will be 
different and can be obtained as, 


D Rate of change Distance of surface| 
MP — 7X [| of D, with x from P | 
Ах 0D, 
Dy back = Dig ол ... (10) 


The negative sign is used as the surface is in negative direction of x from P. 


Substituting in (9) we get, 





NE Ax aD, | 
[ D-ds = 4р, EX AyAz 
back 

= Ax 9D, 
| 0:45 = ные 5 Ip ... (11) 


Combining equation (8) and equation (11), 





+ | = 2х 


Ном back 


2 x 
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+ | = 20, AxAVAZ 


tront back 


Similarly we can write, 











oD, 
| + ] = ay АхАуА? 
left right 
oD, ? 
[ + | Tm AxAyAz 
top bottom 
C әр, др, aD, 
But AxAyAz = Differential volume Av 





ae әр, 9D, әр, 
үр dS = а= Rx 32 м 


Thus the charge enclosed in volume Av is given by, 





This result leads to thc concept of divergence. 


na Example 3.3 : The flux density D =з a, nC/ni? is in the free space : 


a) Find Eat r = 0.2 m. 
b) Find the total electric flux leaving the sphere of r - 0.2 m. 
с) Find the total charge within the sphere of т = 0.3 m. 








Solution : a) Е = ыг а, and r= 0.2 m 
£y Зе, 
= 2 7 
Ес UTXlU 275295 3, Vim 
3x8.854x10 ^? 
b) Q = y-$ Б-45 
S l- 


Consider a differential area dS normal to a, which is г? sin d8 аф 
dS = г? тб 40408, 

апа D- 3 à, 

г? 


3 5110 а0 do 


-.. (12) 


.. (13) 


... (14) 


... (15) 


... (16) 
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2л я Р r? ч эл 
О = [ І -y sin® d6do=— [-cos Ө} [10 


= mr? nC ... Note that D is in nC/m? 


2Аёг= 020, О = $nx (0.2)? = 0.0335 nC = 33.51 pC 


с) Atr=03m, Q = 4 л(03)3 = 0.113 nC = 113.097 pC 


ma Example 3.4 : Three concentric spherical surfaces have radii r = 3, 5 and 7 cm 
respectively and have uniform charge densities of 200, — 50 апар, n C/m? respectively. Find. 
а) D and E at r 2 ст, 4 cm and 6 ст. 
b) Find p, if D =0 at r = 7.32 cm. 


Solution : a) At r = 2 cm, it is inner side of inner sphere. It is seen that inside a spherical 
shell with surface charge E and D - 0. Now г - 2 cm is inside of all three spheres hence 
Е=О=0. 

At r = 4 cm which is exterior to innermost sphere but inside of spheres having radii 5 


and 7 cm. Hence at г = 4 cm, D and Е exist due to sphere of г = 3 cm with 
ps =200 uC/m?. 


- рса 2 = ; 
Е = —— а, ... (Refer section 3.8.5) 
£o т 





4 22 
= 200% 10 (3x10). а, -12.706х106 3, V/m 
8.853x 10-7 x (4x10)? 


Here a - Radius of sphere - 3 cm and т - 4 cm is distance. 


and D = É = 1125a, pC/m? 


At r = 6 cm, the E and D will be due to the two spherical shells having radii 3 and 
5 cm. While due to sphere of r = 7 cm, D and Е are zero at = 6 cm. 


а, 23cm, Pe, 7-200 иС/т? 


É Pst (a)? Е 200x10 x(3x 1077)? 
1 = ------а,л-------------2> 
ғо (г)? 8.854x 107! x(6x10 2)? 


г 


5.6471х106а, V/m 


Di = €E = 50а, иС/т? 
And а, = 5 ст, ра =- 50 иС/т? 
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| palai a -50x10 * x (5x10 )* _ 
E: e aS С, 
En (г) 8.8541х10-%х(6х10:2) 
= -39216x10*a, V/m 
D2 = gjE = -34.722 а, uC/m? 
F = Ë +E2 = 1.7255х 105 а, V/m 


апа D 


Di +0: = 15278 а, uC/m? 
Note that radial distance r is measured from the centre i.e. origin of the spheres. 


b) The sphercs are shown in the Fig. 3.21. 





At r = 7.32 cm, all three shells produce D. 


Бі „Рм 
(г) 
2 
02 = Ps2 a2) 2) a, 
(г) 
Я аа 
D; = Px (ам á, 
(г)“ 


But D = 0 atr = 7.32 cm ав given. 


D = Di +D «Di =0 


_ Psi (a, V әр, (a2)? +p, (ag)? _ 
ÉTÉ à, 
(n^ 
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But r 0 and а, +0 
Psi (41)? рез (a2)? ар, (a)? = 0 
_ [200x10*x(3x10 7): +(-50x10*)x(5x107)? 
i: (7x10 2): 


- 11.2244 р C/ m* 


mæ Example 3.5: A uniform line charge рүү = 2.5 uC/m^ lies along the z-axis and а 
concentric circular cylinder of radius 3 т has а surface charge density of 
Ps =-012 uC/m?. Both the distributions are infinite in extent with respect to z-axis. 
Using Gauss's law, find D in all the regions. The region is free space. 


Solution : The arrangement is shown in the Fig. 3.22. 


Ps 





(а) Charge distribution (b) Gaussian surfaces 


Fig. 3.22 


The spherical surface A shown in the Fig. 3.22 (b) is the Gaussian surface for the line 
charge. Let the differential surface area is dS = rdodz to which а, is normal. The D is 
directed radially outwards. The length of the Gaussian surface is L. 


D = D, and d$ = rdodza, 
The radius r of Gaussian surface А is 0 <r < 3. 


Q = $ D-dS=¢ D, rdodz (a, а, =1) 
5 s 


1. 2% 
[| [D.rdodz- 0,1085 = D,r2nL 
2-00-0 
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But charge on the line of length L is О =p, xL 
. pul = О, г, 





Ра n Pu = 
D, PT and D- ORE a, 
= _ 25x10? . _ 03978. 2,2 
D = а, = — а, u C/m 


This is іп the region 0 « r « 3m. 


The spherical surface B is the Gaussian surface enclosing both the charge distributions. 


Due to the line charge, Dı = Бы, a, remains same. 

And due to cylinder of radius 3 m, let it be Оз. The direction of D» is radially 
outwards. Consider differential surface area normal to а, which is г d$ dz. The length of 
Gaussian surface is L. 


D2 = Ба, and dS = rdodza, 


Q fD eds | Гр, rdodz (а, *а, 71) 
S 


2=0%=0 
Da r2nL 
Now charge on the surface of length L and radius r is, 
О = р;х Surface area = pgx2rrL 


where г = 3 m = Radius of charge distribution 
= 2лх(-0412х10-)х(3)х1,--2.2619х108 L C 
-22619x10 61, = D,xrx2nL 





— -6 — 
p, = 222619х10% _ -036 1, 
2nr r 
D; - 02е a, рС/т? for r > 3 
D <= Deine a,uC/m? = forr >3 





3.10 Divergence 
Applying Gauss's law to the differential volume element, we have obtained the 


relation, 
aD, 9D, әр, 
Q os CIE JE ~ (0) 


This is the charge enclosed in the volume Av. 
But О = $ D-dS by Gauss's law ... (2) 
$ í 
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To apply Gauss's law, we have assumed a differential volume clement as the Gaussian 
surface, over which D is constant. Hence equations (1) and (2) can be equated in limiting 
case as Av — 0. 











=_= oD, д 
$ 0.45 = lim = "a 
s Av 0 X y 2 
D-dS 
ар, 2D, Әр, ©, j | 
“Ox | dy д; avo Àv луш Ау (3) 





Thus in general if А is any vector say force, velocity, temperature gradient etc. then, 


$ A-dS 
ол, ФА, dA, _ lim 5 4 
Ee Or о = 50) 


This mathematical operation оп А is called а divergence. It is denoted as divergence 
A. Hence mathematically divergence is given by, 


.. (5) 





3.10.1 Physical Meaning of Divergence 


From the equation (5), the physical meaning of divergence can be obtained. Let А be 
the flux density vector then, 


the divergence of the vector flux density А is the outflow of flux from a small closed 
surface per unit volume as the volume shrinks to zero. 


Hence the divergence of А at a given point is a measure of how much the ficld 
represented by А diverges or converges from that point. If the field is diverging at point P of 
vector field A as shown in the Fig. 3.23 (a), then divergence of A at point P is positive. The 
field is spreading out from point P. If the field is converging at the point P as shown in the 
Fig. 3.23 (b) then the divergence of A at the point P is negative. It is practically a 
convergence i.e. negative of divergence. If the field at point P is as shown in the Fig. 3.23 (c), 
so whatever ficld is converging, same is diverging then the divergence of A at point P is zero. 


w^ м ИИ 





ІМ М ОИ 


Fig. 3.23 Divergence at P 
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Practically consider a tube of a vehicle in which air is filled at a pressure. If it is 
punctured, then air inside tries to rush out from a tube through a small hole. Thus the 
velocity of air at the hole is greatest while away from the hole it is less. If now any closed 
surface is considered inside the tube, at one end velocity field is less while from other end 
it has higher value, as air rushes towards the hole. Hence the divergence of such velocity 
inside is positive. This is shown in the Fig. 3.24 (а) and (0). 


M |М Tube 





More air 
velocity 





velocity £ 


(a) Tube (b) Punctured tube (c) Hollow tube 
Fig. 3.24 Concept of divergence 


As scen from thc Fig. 3.24 (b), the air velocity is a function of distance and hence 
divergence of velocity is positive. The density of lines near hole is high showing higher air 
velocity. The source of such velocity lines is throughout the tube and hence anywhere 
inside the tube, at any point the divergence is positive. 


If there is a hollow tube open from both ends then air enters from one end and passes 
through the tube and leaves from other end. This is shown in the Fig. 3.24 (c). The velocity 
of air is constant everywhere inside the tube. In such a case the divergence of the velocity 
field is zero, inside the tube. 


A positive divergence for any vector quantity indicates a source of that vector quantity 
at that point. А negative divergence for any vector quantity indicates a sink of that vector 
quantity at that point. А zero divergence indicates there is no source or sink exists at that 
point. 


In short, if more lines enter a small volume than the lines leaving it, there is positive 
divergence. If more lines leave a small volume than the lines entering it, there is negative 
divergence. If the same number of lines enter and leave a small volume, the field has zero 
divergence. Note that the volume must be infinitesimally small, shrinking to zero at that 
point, where divergence is obtained. 


As the result of divergence of a vector field is a scalar, the divergence indicates how 
much flux lines are leaving a small volume, per unit volume and there is no direction 
associated with the divergence. 
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3.10.2 The Vector Operator V 
The divergence of the vector field A is given by, 


х дА, дА, ДА, 
divA = os uw Oz 











The divergence of a vector is a scalar quantity. 


The divergence operation can be represented by the use of mathematical operator 
called del operator V which is a vector operator. It is given by, 


.. (6) 





Now the А is a vector field and V is also a vector. The rcsult of divergence is a scalar. 
Thus to get the scalar from the two vectors, it is necessary to take dot product of the two. 


If A = А,а,«А,а,-А,а, then 


Now а, ға, за, ға, -а, ға, -1 


While other dot products such as a, «a, etc. are zero. 
_ a(A,) ЖАУ) 9(A,) Әл, дА, OA, 


so ox ду 82 8k ty ae 














V-A = divA .. (7) 


Note the following observations regarding V : 
1. V is a mathematical operator and nced not be involved always in the dot product. 


2. It may be operated on a scalar field to obtain vector result. Thus if m is a scalar 


field then, 
9 


sis 40) 
Vm = | — —а —а = — а. +—- талан 
m [ax tay +229, | 3xàx Т дү ay tay а, 
3. The V operator does not have any other specific form in different coordinate 
systems. Whatever may be the coordinate system in which А is represented, V*À 
represents a divergence of А. 


3.10.3 Divergence in Different Co-ordinate Systems 


In а cartesian system, the differential volume unit is given by dv - dx dy dz while in 
cylindrical system it is given by dv - г dr dó dz. In the spherical system it is given by 
dv = г? sin @drd@d Thus the expressions for divergence in different co-ordinate systems 
are different. 


These expressions of divergence, in different co-ordinate systems are given by, 


div А” ... Cartesian 


div A с * ... Cylindrical 


1 9A, 


PB 39 .. Spherical 





~ 19 
div A == 3; C A,)+ 2-5 2 (sin @Ay )+——; 
The relations are frequently required in the engineering electromagnetics. 


3.10.4 Properties of Divergence of Vector Field 
The various properties of divergence of a vector field are, 


1. The divergence produces a scalar field as the dot product is involved in the 
operation. The result does not have direction associated with it. 


2. The divergence of a scalar has no meaning. Thus if m is a scalar field then V *m 
has no meaning. Note that V operator can operate on scalar field but dot product 
ie. divergence of a scalar has no meaning. 


3. У (А +В) - V-A«V-B 
3.11 Maxwell's First Equation 
The divergence of electric flux density D is given by, 





$ 0-45 
. тч = . 5 
arp Aue Ау А uL. 
aD, 9D, aD, 
= —— ———— + — 
ox ду 92 
According to Gauss's law, it is known that 
v = Q= ф DedS .. (2) 
$ 
Expressing Gauss's law per unit volume basis 
$ 0-45 
Q s 
Ау Av 9o 
Taking lim Av — 0 i.e. volume shrinks to zero, 
$ 6-45 
О р 
ҚЫТТА. АЯ -@ 
‚ Q _ : 
But lim — = p, at that point - (5) 


Av30 AV 
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The equation (5) gives the volume charge density at the point where divergence is 
obtained. 


Equating (1) and (5), 
div D = p, ... (6) 
ie. VeD = py 


This is volume charge density around a point. The equation (6) is called Maxwell's 
first equation applied to electrostatics. This is also called the point form of Gauss's law or 
Gauss's law in differential form. 


The statement of Gauss's law in point form is, 


The divergence of electric flux density in a medium at a point (differential volume 


shrinking to zero), is equal to the volume charge density (charge per unit volume) at 
the same point. 





шэ)» Example 3.6 : Find the divergence of A at P (5, п/ 2,1), where 


. - 2 -- 
A =г2 м фа, + 3rz^ cosQ ay. 


Solution : Given А in cylindrical system, 


0x 19 19A, ДА, 
E i ld ат: 
where A, = rzsing А, -3г27соөф А,-0 


В. 
< 
> 
и 


192, singe [3rz? cos 9] - 0 


торф. г.г? [-sin ф] 
= 22 sin $-3z?sino 
At point P, г=5, ф=5, 2-1 


divA - 2x1xsinz -3xlxsinz 


— 1 at P. 


3.12 Divergence Theorem 


From the Gauss's law we can write, 
о - $ Б-а5 .. (0) 
5 


While the charge enclosed in а volume is given by, 
О = |р, dv ... (2) 


.al 
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But according to Gauss's law in the point form, 
V-D = р, ... (3) 
J (V-D) dv ~ (4) 


y 


Using in 2), Q 


Equating (1) and (4), 


$ D-dS = | (V-D) av 4. (5) 
S v 


The equation (5) is called divergence theorem. It is also called the Gauss-Ostrogradsky 
theorem. The theorem can be stated as, 


The integral of the normal component of any vector field over a closed surface is equal 
to the integral of the divergence of this vector ficld throughout the volume enclosed by 
that closed surface. 


The theorem can be applied to any vector field but partial derivatives of that vector 
field must exist. The equation (5) is the divergence theorem as applied to the flux density. 
Both sides of the divergence theorem give the net charge enclosed by the closed surface 
i.e. net flux crossing the closed surface. 


With the help of the divergence theorem, the surface integral can be converted into 
a volume integral, provided that the closed surface encloses certain volume. Thus volume 
integral on right hand side of the theorem must be calculated over a volume which must 
be enclosed by the closed surface on left handside. The theorem is applicable only under 
this condition. 


Points to remember while solving problems. 
1. Draw the sketch of the surface enclosed by the given conditions. 


2. D acts within the region bounded by given conditions towards the various surfaccs. 
Thus note the direction of surface with respect to region in which D is given to givc 
proper sign to the unit vector while defining dS. For example, consider the region 





Surface 
2 


Fig. 3.25 
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bounded by two planes as shown in the Fig. 3.25. For surface 1, with respect to D in the 
region, dS is in —a, direction. While for surface 2, with respect to D in the region, dS is in 
*à, direction. 


3. Then evaluate f D - dS over all the possible surfaces. 


5 


4. Evaluate | (V-D) dv to verify the divergence theorem. Take care of variables in 


v 


the partial derivatives. 


Mm Example 3.7 : Given that A = 30e à, -22 d, in the cylindrical co-ordinates. Evaluate 
both sides of the divergence theorem for the volume enclosed by т = 2, z = 0 and z = 5. 


Solution : The divergence theorem states that 


$ A-d5 = | (УА) ау 


Now 7298 | +ф + ф |к-ав 


side top bottom 


Consider 4$ normal to а, direction which is for the side surface. 
dS = rdodzà, 
A*dS = (30e"*à, -2za,)* rdodza, 
30re'' (a, -a,)dódz = 30 те" dọ dz 


2n 5 
| | 30 ге" dédz with r=2 
©-0>7—0 


фА-45 
side 


= 80x2xe7?xl[ol;" x |215 = 255.1 


The 45 on top has direction 4, hence for top surface, 


dS = rdr афа, 
A*dS = (30e%a, -274,)* гагафа, 
= —27 rdr dò .-(а,-а, =1) 


A*d$ = ti -2zrdrdó with 2-5 
j Г] 


юр ò Ora 


27? : 
-2х5х 5 x [Фу --40л 
0 


While 45 for bottom has direction -а, hence for bottom surface, 


d$ = гаг dó (-à,) 
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А“45 = (30e*aà, -2za,)* гаг 9$ (-а,) 
= 2zrdrdo 


But z = 0 Юг the bottom surface, as shown 
in the Fig. 3.26. 


J ф А-45 = 255.1 – 40 п+0 
© 


= 129.4363 


This is the left hand side of divergence 
theorem. 


Now evaluate І (У . А) dv 





a " à... 
2 (30 re) +0+—- (-22) 


УА ee 
- 


= 1 {30г(-е*)+30е"* (1)}+ (-2) 


= -30е*" +20 e 2 


uh 5 2n 2 di 30 x 
jen) ev = І | | e TE -2) r dr dp ae 


2=00=0г=0 


(-30re*+30e%-2r) dr 4% 42 


M 
ия 
| я 
| Cy, 2.) 


z-00-0r-0 


2 |-> Е [< 30) аг+ Ed | AACA 


Obtained using integration by parts. 


[30 гет" 30e -30e7 -r?]^ []I2 n] 


[60 e? -2?] пол] = 129.437 


This is same as obtained from the left hand side. 
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2 


инф Example 3.8 : Given that D = =r а, С/т?. Evaluate both the sides of divergence 


theorem for the volume enclosed by r = ám and Ө-л/ 4. 
Solution: The given D is in spherical 
co-ordinates. The volume enclosed is shown in 
the Fig. 3.27. 


According to divergence theorem, 


$ 0-45 = | (V-D) dv 


The given D has only radial component as 


given. Hence D, Есі while D, =D, =0. 


Hence D has a value only on the surface 
г = ám. 





Consider dS normal to the a, direction i.c. 
г? sin 9d0 do 


a Fig. 3.27 
dS = r?sin0d0 doa, 
D-dS = (г? sin 64646) Sr? Loi sin 04046 (а, «а, =1) 
4 4 - Т r 
= = 2л л/4 5 
$ Б-45 = | | ir'sine 4040 
5 а" 
= 5 г [-соѕ 0]"/* [6]?" and r-4m 
5 xiu 
= 340 -cos 7 -(-cos0) [2 д] 
ш 588.896 С 
To evaluate right hand side, find V + D. 
=5_ 19, 1 1 9D, 
nuc Sor pgs rsin 056 Б тт 79% 
_ 1a 5 0,4 
= 52 ita  \|+0+0= кезге! 
= 3) = 5r 





In spherical coordinates, dv = г? sin © dr 40 4ф 
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Е In n/d 4 
| (¥-D)dv = | боа? sin 6dr dedo) 
“ o-0u0- От= 0 


ay 4 
= s [-cos 0]; ^ (6125 =5х iex |-«s 1-(-сов0)с2л 
0 


588.896 С 


ша» Example 3.9 : Find the total charge т а volume defined by the six planes for which 
1<х<2,2<у<3, 3 <2<4 |, 


D=4x а, +3у? a, +22? а, C/ nf. 
Solution : The volume bounded by the given planes is а cube. To evaluate total charge 


use Gauss's law. 


О = $ р-45 
5 


But to evaluate D- 15, it is necessary to consider all six faces of the cube. Let us find 
dS for each surface. 

1) Front surface (х = 2), dS = dy dz, direction = a,, dS = dy dz a, 

2) Back surface ( x = 1), dS = dy dz, direction = -а,, 45 -- dy dz a, 

3) Right side (y - 3), dS - dx dz, direction - à,, dS - dx dz a, 

4) Left side (y = 2), dS = dx dz, direction = -à,, dS = - dx dz a, 

5) Top side (2 = 4), dS = dx dy, direcuon = а,, dS = dx dy a, 


6) Bottom side (2 = 3), dS = dx dy, direction = — a,, dS -- dx dy à, 
Key Point: Remember that though the co-ordinates of x, y and z are positive, the 
directions of unit vectors are with respect to region bounded by the planes, as shown іп the 


] 07 А 














52 






nm 





-а, 

u PON muc ө--->-- | Войот 
x Left Right ' 

(a) Cube (b) Directions of dS 


х = Constant planes y = Constant planes 51 2 = Constant planes 
[ ] (back and front) шш (sides) WS (top and bottom) 


Fig. 3.28 
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For front D-dS = 4x dy dz, x= 2 way say=l 
For back D-dS = -4х dy dz, х = 1 a, а, =1 
For right D-dS = Зу? dx dz, у = 3 ауға, =1 
For left 0:45 = -3y? ах dz, у = 2 ауға, =1 . 
For top DedS = 2/7 dx dy, £24 d, *d, =1 i 
For bottom 0:15 = -2z? dx dy, z=3 a,°a, =1 xnl 


$ 0-а dS - | j 4x dy dz + j j -4х dy dz 
5 2-3 у=2 2-23 у=2 
Front, x - 2 Back, x = 1 PIE 


4 2 Е 4 2 Я 
+ | | Зу dxdz+ | f -3y dx dz 


7-3 xz] 2-3 х= 1 
Right, у = 3 Left, у = 2 
3 2 3 2 
+ | | 223 ах ал + | | —223 dx dz 
у= 2х= 1 у=2 х= 1 
Тор, 2 = 4 Bottom, 2 = 3 


= (A2)lyE (215 90 ly [2 +(3) (3)? P432 [1% 
= -(3)(2) [x]? [21% +(2)(4)* Da? [у]; -(2)(3)* ba? IE 


= 8-4+27 -12+128-54 = 93 C 
This is the total charge enclosed. 


Let us verify by divergence theorem. 
әр, 9D, әр, 





V.D = ore om >> =4+6у+62? 
4 3 
[(v-D)av = І | | (4+6y+6z7) dx dy dz ... Integrate w.r.t. x 
v z- Зу-2х= 1 
43 
= І І (4+ 6y *67?)[Xl; dy dz ... Integrate w.r.t. y 
22 Хү = 2 


3 


4 
- nn 1 dz 


2 


[4(3-2)+5 (3° ~27)+62? (3-2)| dz 


tt 
ны 
> 


2. 
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4 zv 
Jesum 5) dz = |? ze 
19(4-3)+2(43-3*) = 93 C 


Thus divergence theorem is vcrified. 


Examples with Solutions 


Web Example 3.10 : The flux density within the cylindrical volume bounded by r = 5m, 2 = 0 
and z - 2m is given by, 
D -30e7 a, -22а.С/т? 
What is the total outward flux crossing the surface of the cylinder ? 


Solution : The cylinder is shown in the Fig. 3.29. 





Lateral 
surface 





Fig. 3.29 


As the total outward flux is asked all surfaces, lateral, top and bottom must be 
considered. 


Case 1 : Consider the lateral surface, the normal direction to which is a,. 
Consider differential surface area normal to à г Which is 

dS = r dódz. 
E dS = rdodza, 
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D 


*dS 


[30e a, -22a,]- г do dz a, 


According to Gauss's law, 


Wi 


.. Y = 5 constant 


30 re* do dz (4, а, =1, a, ° a, =0) 
=e те 2 2л 
$ D-dS = І | 30re* 40 42 
lateral 2-0%-0 


30 гет" [4]2" [z]? 


30x5xe> x 2nx2 = 12.7 С 


Case 2 : Top surface, for which normal direction is а,. 
dS = r dr dò normal to a,. 


р. 


45 
dS 


rdr db a, and z= 2 for top surface 


(30e7 a, -2za, ). (т dr doa, ) 


The 


.. T = 5 constant 


differential arca 


- 2 zr dr dó ... (а, -а, 21, а, а, =0) 


$ D-dS 
top 


2n 5 
| J -2zrdr do with z = 2 


o=0r=0 
r? я 
-22 Е] [Чо 


—2x2x125x2m 
— 314.1592 C 


.. Z = 2 constant 


Case 3 : Bottom surface, for which normal direction is -а, with respect to region. The 
differential area dS = г dr dọ normal to à,. 


y net 


r dr 4ф(-а,) and 2 = 0 for bottom 
(30e*a, -2za,): г dr dọ (-а,) 
2 zr dr аф with 2-0 
0 

$ D-dS=0 as 2 = 0 for bottom 


bottom 


шоу, +. +0; 


- 301.4592 С 
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наў Example 3.11 : If D -12x* а, —3z? à, -9yz^ a, C / m? in free space, specify the point 
within the cube 1<х,у,2<2 at which the following quantity is maximum and өте that 
maximum value. 
a)| D| Мір, др, 


Solution : a) From given D = 
[5| = (22 х2) «(7325 +(-9y zy 
= Jl44x'+92°4+81y? z* 


The | D| is maximum, when x, y and 2 are maximum in the given region. 


х= у= 2 = 2 .. maximum values 


< At P (2,2, 2), |D| will be maximum. 
[Б = 44х24 +9х2° +81х22х21 = 898 C/m? 


b) According to Gauss's law іп point form, 





max 


V-D = py 


= _ 90, 9D, әр, 
V.D = p d ду о ee 


р, = 24х- 18 yz 


|р. will Бе maximum when х is minimum and yz аге maximum. іе. х = + 1 and 
у = z= 2. 


[Pulnan = |24х(+1)-18х2х2| =|+24-72| = 48 С/ m? 


с) р. is maximum when x is maximum іс. 2 and у, z аге minimum ie. у = z = 1. 
Thus p, is maximum at P (2, 1, 1). 


p. max = 24х2-18х1х(+1) = 30 С/ т? 


шеф Example 3.12: Determine the net flux of the vector field 
D (x, y, 2) =2x7ya, +21, +уй, emerging from the unit cube 0 <х,у,2<1. 
[M.U. May-2002] 


Solution : The x, y and z coordinates are all positive for the cube Hence the cube is as 
shown in the Fig. 3.30. 


From the Gauss's law, 


y = $ Б-45 
S 
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Fig. 3.30 


The integral is to be evaluated on the six surfaces of the cube. Let us find dS for each 


surface. 


1) Front surface (x = 1), dS = dy dz, direction = а,, dS = dy ага, 
2) Back surface (x = 0), dS = dy dz, direction = -а,, dS =- dy dz à, 
3) Right surface (у = 1), dS = dx dz, direction = а, dS = dx dz a, 
4) Left surface (y = 0), 45 = dx dz, direction = -а,, dS - - dx dz а, 
5) Top surface (2 - 1), dS - dx dy, direction - а,, dS - dx ауа, 
6) Bottom surface (2 = 0), dS = dx dy, direction = -а,, dS = - dx dy a, 
The directions of dS are with respect to region enclosed. 
Let us obtain D*dS for all the surfaces, 
For front 0:45 = 2x*ydydz, х-1 „а, ea, = 
For Бак DedS = -2x'y ду 47, х=0 Ja, ea, =1 
For right DedS = хахах, у=1 „а, cay =1 
For left D*dS = -2dx dz, y =0 .а, cay =1 
For top 0:45 = ydxdy, z-1 .а,*а, =1 
For bottom 0:95 = -ydxdy z=0 a, °a, =1 
1 1 101 
f Bids Да Syd] 25252 dy dz 
` Front, x =1 Bottom, x =0 
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1 1 1 1 
+ | | 2 dxdz+ f [ -7 dx dz 
et z-0x-0 7=0x=0 
Right, y =1 Left, y= -1 


101 11 | 
+ І І y dxdy« | [ —y dx dy 
y=Ux=0 y=0x=0 

Top, z=1 Bottom, 2 =0 


(да) k | ЕСЕ а [x]; + E 
15] [x] AF aj [xl 


1111 
(5915-5135 








1 
-| bat 
0 


=1С 


y = 1C 


The students can verify the result using divergence theorem by obtaining | (V.D) dv. 


mab Example 3.13 : Prove that the divergence of the electric field and that of electric flux 
density in a charge free region is zero. 


Solution : From point form of Gauss's law we can write, 


У.О = div D-p, ... (1) 
While D = & Е 
У (е, E) = р, 
The £ is scalar and constant hence can Бе taken outside. 
e,VeE = р, 
У-Е = div Ë = Ê» (0) 


0 
But in charge free region, О - 0 hence there can not exist any charge density p,. 
р. = 0 ... For charge free region 
Substituting іп (1) and (2), 
V-D = V°E=0 ... For charge free region 


Thus divergence of D and E are zero in a charge free region. 
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наў Example 3.14 : Show that the divergence of flux PIRE due to point charge and uniform 
line charge is zero. 


Solution : Case I : Point charge 
In spherical coordinates, the flux density D due to a point charge is given by, 








ET О _ 
D = а 
4nr? * 
Hence for r > 0, D, = ,Dg-D,-0 
r T 97% 
a Е 7А 
УВ = 35,6 D,)+0+0 
= A 9f 2, 0 L1292í(Q 
7 г2 дг 4дг2 ыр? ді(4п 
= 0 os о is constant =: 
4л 25% 


Hence the divergence of flux density due to point charge is zero. 
Case II : Uniform line charge 


For a uniform line charge, the flux density D in a cylindrical coordinate system is 
given by, 


Thus for r » 0, D, = Рі and D, =D, =0 


у-0- 1.2 
r 





PL is constant ^ 
27 


© 


Thus everywhere except at r = 0, the divergence of flux density due to uniform line 
charge is zero. 


Key Point: As О=ЕЕ and e is a constant, the divergence of E due to point charge and . 
uniform line charge is also zero everywhere except т =0 where it is indeterminate. 


іні» Example 3.15 : A spherical volume charge density is given by, 


r? 
Po = Po Dem , rsa 


= 0 , r>a 
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a) Calculate the total charge Q. 

b) Find E. outside the charge distribution. 

c) Ета Ё for r < a. 

d) Show that the maximum value of È is at r = 0.745 a. Obtain | È | max. 


Solution : Note that the p, is dependent on the variable r. Hence though the charge 


3 


distribution is sphere of radius 'a' we can not obtain Q just by multiplying p, by E па” 


as p, is not constant. Ав it depends оп г, it is necessary to consider differential volume dv 
and integrating from г = 0 to a, total О must be obtained. Thus if p, depends on т, do 
not use standard results. 


a) dv = r?sinOdrd0dQ ... Spherical system 


Q f ^. dv - Г Г | СЕ =} sin Өаг 4Өаф 


%-0 0z0 r=0 


a 4 
o exe] 19" | lola 


r=0 


It 


3 5 8 
poen- 5-7. ] 


3 3 
a a 
= Рох2х2 nx %- | 


2a? 8m 


—= =—— 3 
i5 1553€ 


рых4тх 


Outside sphere, p, =0 so О = 0 for r > а. 


b) The total charge enclosed by the sphere can Бе assumed о be point charge placed 
at the centre of the sphere as per Gauss's law. 


D--9.s 


5 at г>а 
4лг” 





r 


2. Outside the charge distribution ie. r > a, 








8n 3 
E Q 15794 2 ра? 1 
|Е| e 5 = = 15 -7 
REg r 4те, г? 15 £o r? 
= 2 poa? 1 
E = 15 & г a, Vim 


Thus Е varies with г, outside the charge distribution. 
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с) For г « a, consider a Gaussian surface as a sphere т having г « а as shown in the 


Fig. 3.31. 





Fig. 3.31 


Consider dS at point P normal to à, direction, as D and Е are in а, direction. 


dS = г?віп0404фа, 


D = D, 
DedS = Р, г? зіл 04046 
о, = %Б-46 
5 
2л к 
- [ 0, г? sin edodo 
0-00. 


> 


D. г? [-cos0]* [$] ^^ =4пг? D 
г 0 0 r 


where Q, = Charge enclosed by Gaussian surface 
E 
ты 
Е = D - Q а 


Let us find Q,, charge enclosed by Gaussian surface of radius т. 
кл r 2 
г 
= 1--- |r? іп Odr dOd 
Qi [ | | n т) біп Өсіг ф 


0-0 0zt) г-0 
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[ г 2 г? r | 
түт 
0 0 3 5 а2 б 





p ô 
: imos [ 5-255 | 
Using in thc equation of E, field intensity for r « a is, 
з 5 
А про -A 
ecl Ea 
REg г“ 
Polr тг? |. 
ЖД лен v 
£o | zs m 
d) To find Е to be maximum, inside the sphere i.e. г < a obtain, 
ЧЕ) 
zami, 
dr 
9 јројг го 
dr]e,|3 542 |^ 
1 3r 
aa as р,%0, є «0 
23 2. 5a? 
"579 
г = 0.745 а ... Proved 
г ро | 0.745а (0.745a)* 
[Е | = Ш 
тах Eo 3 5a? 


01656ар ү. 
£p 


M» Example 3.16 : If a sphere of radius ‘a’ has a charge density p, = k r^ then find D and 
V «D as a function of radius г and sketch the result. Assume К constant. 
Solution : Consider a sphere of radius 'a' as shown in the Fig. 3.32. P 


Case [1] Consider point P outside sphere such that г > а. The Gaussian surface passes 
through point P. Now D is directed along à, direction hence D = D,à,. 


dS = r° sin 640 do ... Spherical system 
dy = D-dS- D, a,- г? sin 0 40 doa, 
D, 12 sin Ө 40 do 


Electromagnetic Field Theory 3-55 Electric Flux Density and Gauss's Law 


Charged 
sphere 





Gaussian 
surface 


Fig. 3.32 


f Їр, т? sin0 а0 do = arr D, 
$=06=0 


o 
| 
= 
| 

h “Oa 
gl 
7 
и 





Q 
D, = —— 
5 4nr? 
Now total charge enclosed is, О = Jo. dv 


2x 








a Ank 6 
О = f к sino dr do do = is 
0-:00-0r-0 
i 6 
D = D,a, = Ка, a, C/m? ... Югг>а 
6r 


Case [2] Let point P is on the surface of sphere ie. г = a 








= О _ Ark a$ 
D = a. and Q = ——— 
4ra? ' Q 6 
4 
D = ka а, Cim? ..forr-a 


Case [3] Let point P is inside sphere ie. r « a. The Gaussian surface passes through 
point P as shown in the Fig. 3.33. 


Again dS and D are directed radially outwards. 


D.dS = D, г sin 40 do 


2n m 
- [ J D, 2 sino do 40- 4nr? D, 


9-00с-0 


y 


il 
cen 

gi 

Al 
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Charged 
sphere 











surface 
Fig. 3.33 
О. ж OQ 
D, z ie. О = а 
f 4nr? 4пг2 ' 


Now charge enclosed by sphere of radius r only is to be considered and not the entire 
sphere. 


Q 


pides | | [xe т? sind dr 4640- E ат 
ф-00-0ғ-0 


D = C/m? ... forO<r<a 


The sketch of D against г is, 


V.D = 42r D,) as D is only іпа, direction 
r r 


.. forr >a 


rinm 





Fig. 3.34 
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mL 1 9 2 Кг! a 1 k 5 _ 3 
V.D = 121. х-- cer Or =kr ... forr <а 


Key Point: As VeD =p,=k 1? as given, the results are correct. 


mm» Example 3.17 : A spherical volume charge density is given by, 


22 
Pu “Ро ("| r <а 


=0 , T»ü 
а) Calculate the total charge Q. 
b) Find È outside the charge distribution. 
c) Find E for r « a. 
d) Show that the maximum value of E is at т - 0.745 a. Obtain | E| max. 


Solution : Note that the p, is dependent on the variable r. Hence though the charge 
3 


distribution is sphere of radius 'a' we can not obtain Q just by multiplying p, by (5 та 
as p, is not constant. Ав it depends оп г, it is necessary to consider differential volume dv 
and integrating from г = 0 to a, total О must be obtained. Thus if p, depends on г, do 
not use standard results. 


a) dv = r?sinOdrd0dó ... Spherical system 
2 nr а r? 
О = Je. dv = [ | | (1755 soar dodo 
v 0-00-0 r=0 8 


po -cosel 3" | а 


r=0 a 


ева раа 


a? a? 
ш рах2х2лх 5-5 
2a? 8n 3 
= рох4лх 15 == Ро С 


Outside sphere, p, =0 so Q = 0 for r >a. 


b) The total charge enclosed by the sphere can be assumed to be point charge placed 
at the centre of the sphere as per Gauss's law. 


О = Qe os. at r>a 
inr 


2. Outside the charge distribution ie. r > a, 
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8n 


3 
А Q 15 Pod 2 Poa? 1 
| E| = ----- VS ae a a eae crude 
4ntyr? | Ang&,r?^ 15 & г? 
Eo 2 Роа? 1 
E = 15 a p a, Vim 


Thus E varics with т, outside the charge distribution. 


c) For r « a, consider a Gaussian surface as a z 
sphere r having r « a as shown in the Fig. 3.35. 





Consider dS at point P normal to a, direction, as 


D and E are in à, direction. кшш Gaussian 


surface 
dS = r?sin0d0doà, 
D = ра 


r 


DedS = D, г? іп 640040 


Qi = $ D- ds 
5 х 9$ 
21 п 
= | f D. г? іп 0909 Fig. 3.35 
o- 00-0 
= Dyr? [-соѕ ӨТ [фр =4яг2 D, 
where Q, = Charge encloscd by Gaussian surface 
D = -Q 
" Anr? 
D = Ча, 
4 кг? 
Е = D = zt. а, 
Eo Amer? 


Let us find Q,, charge enclosed by Gaussian surface of radius r. 


on m r 


О, = | | [ po[t-5y sin ode aoao 


22 ф-0 8-0 г::0 


3 5 |! 
= po[-cos0]5 16125 Is i | 
9 


3 Ба? 
3 5 
Е nos; 3s |< 
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Using in the equation of E, field intensity for r « a is, 





p r 
S a. 
E - = а, 
4NEgr 
Pode oe 
zb E zs Vim 


d) To find E to be maximum, inside the sphere іс. r « a obtain, 











dj E| 
dr _ 
a Јро(т r? Wig 
dr £o 3 Bad. 
1 3r? 
ЕО 0 as p, *0, є. # 0 
г2 E 5a? 
2.5 
г = 0745а ... Proved 
Е Po E em 
|E ЕДІН манына майы ME 
тах £o 3 5a? 
Eo 


ma Example 3.18 : Three point charges are located in айг: + 0.008 pC at (0, 0)m, + 0.005 C 
at (3, О)т, and at (0, 4) m there is a a charge of - 0.009 uC. Compute total flux over а 
sphere of 5 m radius with centre (0, 0). (UPTU : 2005-06) 


Solution : The arrangement is shown in the Fig. 3.36. 


The sphere encloses all the point 
charges. 


Sphere Ола = Qi + о, + О; 
= 0.008 + 0.005 - 0.009 
= 0.004 pC 
According to Gauss's law, 
у = Ош = 0.004 pC 


This is the flux over a sphere. 





Fig. 3.36 
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mab Example 3.19 : Find the divergence of the vector function 


А=х?й, +(ху)? a, + 24(хуг)? a, 
Evaluate the volume integral of V • A through the volume of a unit cube centered at the 


origin. (UPTU : 2008-09) 
Solution : А = x?a, +(х2у2)а, +24(х2у272)а, 


О = фА 45 
5 
The Fig. 3.37 shows unit cube centered ай 
origin. 


For A • 45, consider all six faces of the 
cube. 


Find dS for each surface. 

1) Front (x - 0.5), dS - dy dz a, 

2) Back (x = -0.5), dS = dy dz (- а.) 

3) Right (y - 0.5), dS - dx dz (а,) 
Fig. 3.37 4) Left (у = - 0.5), dS = dx dz (- à,) 

5) Тор (z - 0.5), d$ - dx dy a, 

6) Bottom (2 = — 0.5), dS = dx dy (- 1,) 





For front, A*dS = х? dy dz (x - 0.5) 
For back, A -d5 = - х2 dx dz (x = – 0.5) 
For right, А «dS = ху? dy dz (y = 0.5) 
For left, AedS =- xy? dx dz (у = - 0.5) 
For top, А +45 = 24 xy? dx dz (г-05) 
For bottom, А+45=- 24 xy! ахау (х = - 0.5) 
Е 05 05 05 05 05 
фА +45 = | Тау» | ja xĉdydz + | [х2уѓахаг 
5 z= -05y= -05 4 -03y- 205 z--05 v= -05 
(> =05} [А = (05) (у= 0.5) 
05 05 05 05 оз 05 
+ | [X y?dxdz4 | [24cy?z*axdy + J 24x! y?z*dxdy 
2=—05 х--0.5 ve-05 х=-0.5 y--05*--05 


(y= -05) (7-18) (л ~ -0.5) 
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3 0.5 Қ 
= (0.5) |у195,12195, -(-0.5)у Мы 21% қазу у | [21055 
~ 3-05 


[хз 93 af irs 0.5 уз 0.5 
-(-0.5) Б 12105. +24(0.5) 5 Б 


-05 -0.5 -05 


3 0.5 05 
24-057 | H 
3 -0.5 3 -05 


= 0 
Using divergence theorem, 


~ 0A, Ау dA, 
MOR ые 





= 2х + 2x’y + 48 ху 


0.5 05 
| | |2х--2х2у +48х?у?2] dx dy dz 
zz 05y--05xz-05 


05 05 3 42221-93 
- | | |^ E аа | dy dz 
ds 


[У A) dv 





3 3 
2--05у--05 5 
05 05 05 4y? 05 
= f [о0л166у+ау2ә]ауаг= | foossy? A dz 
2=-05 у=-0.5 2--05 -05 
0.5 
ш 0.3332 dz = [0.1666 z? ы: = 
2=-0.5 






Review Questions 






1. What is electric flux ? Explain the concept of electric flux density. 





2. Derive the expression for D due to a point charge and hence deduce the relationship between D 
and L. 






State and prove the Gauss's law. 


ко 


State the conditions to be satisfied by the special gaussian surfaces. 






Ci 


Derive the expression for D due to a point charge using Gauss's law. 






6. Explain the Gauss's law applied to the case of infinite line charge and derive the expression for 12 





due to the infinite line charge. 






7. Consider a coaxial cable with inner radius a and outer radius b. Derive the expression for D for 





the region а <r < b using Gauss's law. 
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8. 


10. 


11. 
12. 
13. 


14. 
15. 


16. 


17. 


18. 


19. 


Derwe the expression for D due to the infinite sheet of charge placed іп z = 0 plane, using Gauss's 
law. 

Consider a spherical shell of charge carrying a surface charge density р; C / т?. Using Gauss's 
law derive the expression for D іп all regions. Sketch the variation of |0} against radius r. 


Usmg Gauss's law, derive D in all the regions for a uniformly charged sphere having volume 
charge density p, C / m?. Sketch the variation of |р against the radius г. 


Starting from the Gauss's law as applied to the differential volume element, explain the concept of 
divergence. 

Define divergence and its physical meaning. 

Derive Maxwell's first equation as applied to the electrostatics, using Gauss's law. 

State the divergence theorem. 

Find D at P (6,8, — 10) caused due to 

а) A point charge of 30 mC at the origin. 

b) A uniform line charge p, = 40 n C/m on the z axis. 

с) A uniform ps = 57.2 ИС / m? on the plane x = 9. 


[Ans. : 5.063 4, + 6.753, 843a, и С / т, 0.382a, + 0.5093 a,u С / m?, 28.63, 1 C/ m^] 


Find D at (4, 0, 3) due to a point charge — 15.734 mC at (4, 0, 0) and a line charge 9.427 mC/m 


along the y axis. {Ans. : 240a, + 42a,u C / ne] 
Given that D —zrcos? фа.С / т?, calculate the charge density at (1, / 4, 3) and the total charge 
enclosed by the cylinder of radius 1m with -2«z < 2m. [Ans. : 0.5 C / m’, 4.189 C] 


A spherical symmetrical charge distribution has, 


j 
р„ = Бы, 0 <г<а 


= 0, г> 


Determine D and E everywhere. 3 
24 Ы [Ans. : Pos а,, 
r 





f D =20ху2(2+1)а, + 20х?у(; +1) а, +10х2у2 А.С / nP, calculate charge density а! 

P(0.3,04,05). [Ans.:7.5 C / nr] 

If D = 2xya, + 3yza, + 42x71, find the charge enclosed by -1 Sx $2, 0<2 < 4 апа y = 3 plane. 
[Ans. : 216 C] 


. If D =10ху2а, * 15x? ya, + 20x^y^z ái, find p, at (1, 1, 1). [Ans.:45C / m?] 
If D -5x!y*33 a, + 2x3y*za, + 6x*yz7,, find p, at (2, 3, 5). [Ans. : 30.9 kC/ m?] 
. Given the flux density in free space D = 2 a, , determine 


i) Total flux leaving а sphere of ғ - 0.5 т. 
it) Total charge enclosed in a sphere of r = 0.4 m. 


iii) Field intensity at r = 0.3 т. [Ans. : 0.392 nC, 201.062 pC, 8.471 V/m] 
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se 


2 
cube 1m on an edge, centered at the origin and with edges parallel to the axes 


24. Given that D = a,C / m°, evaluate both sides of the divergence theorem for the volume of a 


[Ans. : 0.625 C] 


25. Evaluate [ D *dS if D -yxza, - y! a, + yza, and S is the unit cube bounded by 
х=0х=у=0, у=1, z = 0, z = 1. Або verify the divergence theorem. [Ans. : - 1/4 C] 


University Questions 


. What is Gauss's Law ? State and prove it. [UPTU : 2002-03, 5 Marks] 
. State Divergence Theroem and physically interpret the equivalence of the L.H.S. and the R.H.S. 
terms. [ОРТО ; 2002-03, 5 Marks] 
. Discuss the Gauss's Law and its application. [UPTU : 2003-04(B), 5 Marks] 
4. Relate Electric flux v, and electric flux density D with Electric Field E. Three point charges are 
located in air : + 0.008 uC at (0, От, + 0.005 uC - 0.009 uC. Compute total flux over a sphere 
of 5 m radius with centre (0, 0). [UPTU : 2005-06, 4 Marks] 
. Find the divergence of the vector function 
А = x'a, + (xy)*a, + 24(xyz)* a. 
Evaluate the volume integral of У. А through the volume of a unit cube centered at the origin. 
[UPTU : 2008-09, 10 Marks] 





пиа 
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Energy and Potential 





4.1 Introduction 


Uptill now, we have studied the Coulomb's law and electric field intensity due to 
various types of charge distributions. Similarly Gauss's law and its applications under 
various charge distributions are also discussed. In this chapter, another important aspect 
rclated to an electrostatic field is discussed, which is electric potential The clectric scalar 
potential can be conveniently used to obtain electric field intensity E. This is another 
method of obtaining vector field E, from the clectric scalar potential. The other parameters 
such as potential difference, the relatior. between field intensity and the electric potential, 
potential gradient are also discussed in this chapter. Before defining an electric potential, 
let us study the work done in moving a charge in an electric field. 


4.2 Work Done 


The electric field intensity is defined as the force on a unit test charge at that point at 
which we want to find the value of E. Consider an electric field due to a positive charge 
О. If a unit test positive charge О, is placed at any point in this field, it experiences a 
repulsive force and tends to move in the direction of the force. 


But if a positive test charge Q, is to be moved towards the positive base charge Q 
then it is required to be moved against the electric field of the charge О. i.e. against the 
repulsive force exerted by charge Q on the test charge Q,. While doing so, an external 
source has to do work to move thc test charge Q, against the clectric ficld. This movement 
of charge requires to expend the energy. This work done becomes the potential energy of 
the test charge Q,, at the point at which it is moved. 

Consider an earth's gravitational field. An object falls on the earth due to the force 
exerted by earth's gravitational field. But to move an object away from the earth's 
gravitational field, the work is required to be done by an external source. The force in 
opposite direction to that exerted by earth's gravitational field is required to be applied, to 
move an object against the earth's gravitational field. In such a case, work is said to be 
donc. 


Thus, work is said to be done when the test charge is moved against the electric field. 


(4-1) 
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Consider a positive charge О, and its clectric 


field E. If a positive test charge Q, is placed in this 2 Ё 
2 а = 
ficld, it will move due to the force of repulsion. Let Ne Kae 

the movement of the charge О, is di. The direction t d 

in which the movement has taken place is denoted 


by unit vector 3,, іп the direction of dl. This is Ба ee 
shown in the Fig. 4.1. 

According to Coulomb's law the force exerted by 

the ficld E is given by, Fig. 4.1 
F-QE N ... (1) 
/ 

But the component of this force exerted by the field in the direction of dl, is 
responsible to move the charge Q,, through the distance dl. 

We know that the component of a vector in the direction of the unit vector is the dot 
product of the vector with that unit vector. Thus the component of F in the direction of 
unit vector à, is given by, 

Е = Fea, =О, Е-ар N ... (2) 

This is the force responsible to move the charge Q, through the distance dl, in the 
direction of the field. 

To keep the charge in equilibrium, it is necessary to apply the force which is equal 
and opposite to the force exerted by the field in the direction dl. 

Бойы = -Е =Q; E-a, N ... (3) 

In this case, the work is said to be done. 

Key Point: Thus keeping the charge in equilibrium means we are moving a charge Q,, 
through the distance dl in opposite direction to that of field E. Hence the work is done. 

Thus there is expenditure of energy which is given by the product of force and the 
distance. 


Hence mathematically the differential work done by an external source in moving the 
charge Q, through a distance dl, against the direction of field E is given by, 


dW = Еа х= О, Еа di ... (4) 
Вш dia, = dL = Distance vector ... (5) 
dW = -Q,E-dL J .-. (6) 


Key Point: Note that dW is a scalar quantity as E+dL is the dot product which is a 
scalar quantity. 
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Thus if a charge Q is moved from initial position to the final position, against the 
direction of electric field E then the total work done is obtained by integrating the 
differential work done over the distance from initial position to the final position. 


Final Final "eum 26 
W = J dw= | -QE-dL 
inital Initial 


-- (7) 





Initial 


The work done is measured in joules. 
Key Point: Note that at both the positions initial and final, the charge О is at rest and 


not moving, then only the equation (7) is valid. 
4.3 The Line Integral 
Consider that the charge is moved from initial position B to the final position A, 
against the electric field E then the work done is given by, 
^ — — 
W = -Qf E:dL 
B 
This is called the line integral, where E*dL gives the component of E along the 
direction dL. 
Mathematical procedure involved in such a line integral, is, 


. Choose any arbitrary path B to A. 


. Break up the path into number of very small segments, which are called 
differential lengths. 


. Find the component of E along cach segments. 


4. Adding all such components and multiplying by charge, the required work done 
can be obtained. 





Thus line integral is basically a summation 
and accurate result is obtained when the 
number of segments becomes infinite. 

Let us see an important property of this 
line integral. Consider an uniform electric field 
Е The charge is moved from B to A along the 
path shown in the Fig. 42. 

The path B to A is divided into number of 
small segments. 
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The various distance vectors along the segments choosen are dli, dL2,dL3,dLs and 
dis while the electric field in these directions is Ei, Ez, Es, Ез and Es. Hence the line 
integral from B to A can be expressed as the summation of dot products. 

W = -ОЦЕ «А + Ez * dLo +....4Es • dL] 


But the electric field is uniform and is equal in all directions. 


Е = Е = Ез = E; = Е, = Е 
-QE-Idla + dia 4... dL] 


Now dL; +412 +....+ dL, is the vector addition. So 
according to method of polygon the sum of all such 
vectors is the vector joining initial point to final point 
when all vectors are arranged one after the other in 
respective directions. This is shown in the Fig. 43. 
Hence the sum of all such vectors is the vector Lsa 
joining initial point to final point. 


W = -ОЕ-Твл ... (Uniform É) 





Fig. 4.3 


Thus it can be seen that vector sum of small segments choosen along any path, a cutve 
or a straight line remains same as Lsa and it depends on the initial and final point only. 


Key Point: Ненсе the work done depends on О, Е and Lua and does not depend on 
the path joining B to A. This is true for nonuniform electric field E as well. 


Thus, the work done in moving a charge from one location B to another А, in a 
static, uniform or nonuniform electric field E is independent of the path selected. The 
line integral of E is determined completely by the endpoints B and A of the path and not 
the actual path sclected. 


Key Point: This is called conservative property of electric field E and field E is said to 
be conservative. 


While solving the problems, it is necessary to select dL according to the conditions and 
co-ordinate system selected. The expressions for dL in three co-ordinate systems are given 
here again for the convenience of the readers. 


Table 4.1 
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4.3.1 Important Comments about Work Done 
The work done in moving a point charge in an electric field E from position B to A is 
given by, 
^ — - 
Q = -Qf Е-. 
R 
1. When the movement of the charge Q is against the direction of E, then the work 
done is positive, which indicates external source has done the work. 


2. When the movement of the charge Q is in the direction of E, then the work done is 
negative, which indicates ficld itself has done the work, no external source is required. 

3. The work done is independent of the path selected from B to A but it depends on 
end points B and A. 


4. When the path selected is such that it is always perpendicular to E i.c. the force 
on the charge is always exerted at right angles to the direction in which charge is moving, 
then the work done is zero. This indicates 0, the angle between E and dL is 90°. Due to 
the dot product, the line integral is zero when Ө =90°. 

5. If the path selected is such that it is forming a closed contour i.e. starting point is 
same as the terminating point then the work done is zero. 


mw Example 4.1: Ап electrostatic field is given by, 
Е = -8xya, -Ax? a, ға. V/m 
The charge of 6 C is to be moved from B (1, 8, 5) to A (2, 18, 6). Find the work done 
in each of the following cases. 


1. The path selected is y 23x? +z, z=x+4 
2. The straight line from B to A. 


Show that work done remains same and is independent of the path selected. 


Solution : The work done is given by, 


^ 
W = -Qf E-dL 
В 


Let us differential length dL in cartesian co-ordinate system is, 


dL = аха, «ауа, +47а, 


m 
a. 
c 
t 


= (-8xya, 4x^a, «a, )*(dxa, +dya, +dzā,) 
= —B8xydx-4x? dy dz 


As a, +a, =a, ea, =a, а, =1, other dot products are zero. 
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м 


А 
-Q | -8 ху dx -4х?ау + dz 
B 


^ A А 
-О | -8ху«х-| 4х?4у+ | dz 
B в 


Case 1: The path is у = 3x? +z, и=х+4 
у = 3х2 +х+4 differentiate 


dy (6x +1) dx 


^ 
For | —8 xy dx > The limits are x = 1 to x 2. 
в 


A 
For | -4x?y The limits are y = 8 to y = 18 


^ 
For | dz > The limits are z = 5 to z = 6. 
B 


= "--di —8 ху dx- | 4x2dy+ J | 
х у=8 =5 


Using y 23x? +х+4 and dy = (6x + 1) dx and changing limits of y from 8 to 18 
interms of x from 1 to 2 we get 


м 


2 
-o| | - 8х [3х? +х+4] dx- j 4 x?[6x - 1] dx j > 


= 1 х=1 z=5 


4i J 24x? -8x? - 32] dx- | (24х% 44x?)dx+ | | 


=1 x 255 


2 
- qe -5 53 —16x? -6х4 -5х | 


х= 


«ex| 


—Q(- 256-1) =-6х-255 = 1530) 
Case 2: Straight line path from В to A. 
To obtain the equations of the straight line, any two of the following three equations 
of planes passing through the line are sufficient, 
В (1,8,5) and А (2, 18, 6) 
Ул Ув 





(y-ys) = ae (х-хв) 
— = 2А Že -ŽB = 
(2—2в) т. (у-ув) 
(х-хв) = ZAE (z-zp) 
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Using the co-ordinates of A and B, 





y-8 = Ba- 
y-8- ons 
у = 10x-2 ... (1) 
dy = 10 dx 
_ 6-5 
Ага 2-5 = 18- 18-80-9 


2-5 = 10-9 
102 = у+ 42 .. (2) 


х=1 у=8 и =5 


2 18 6 
Now М = d -8 xy dx- Í 4х?ау+ І d 


= 4i -8 x(10x -2) а | 4 х?(104х) + | «| 


1 x=] 2-5 


Җ 2 312 
_ -of 50, 5.19 E | |n) 
xz1 


= -Q{-213.33+ 32 -106.667 --26.667-8--13.33--1) 
= -О[-255] = -6х-255 = 1530 J 
This shows that irrespective of path selected, the work done in moving а charge 
from B to А remains same. 








та» Example 4.2 : Consider an infinite line charge along z-axis. Show that the work done is 
zero if a point charge Q is moving in a circular path of radius r,, centered at the line 
charge. 


Solution : The line charge along the 
z-axis and the circular path along which < 
charge is moving is shown in the Fig. 4.4. 









Circular path 
The circular path is in xy plane such paving бай n 


that its radius is г, and centered at the 
line charge. 


Movement of charge Q in 
- ж 2-0 plane (xy plane) 


Consider cylindrical co-ordinate 
system where line charge is along z-axis. 
The charge is moving іп а, direction. "dE = гаф а, 


Infinite 
line charge 


Fig. 44 
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The field E due to infinite line charge along z-axis is given in cylindrical co-ordinates 
as, 





E- PL - 
E ane ra ... (Refer Chapter 2) 


The circular path indicates that dL has no component іп 3, and а, direction. 





dL = гафа, 
final " 21 PL 

W = -Q E-dL=-Q а, *rdoa 
ы: ) 2n£gY " 





Гр 
-о) E do (a, *2,) -0 
0 


As a, *a, =0 as 0—90? between a, and a,. 
This shows that the work done is zero while moving a charge such that path is always 
perpendicular to the E direction. 


ma Example 4.3 : Consider an infinite line charge with density ру, C/m, along z-axis. Obtain 
the work done if а point charge Q is moved from г = a to r = b along a radial path. 


Solution : The line charge and the 
path of the movement of the point 
charge Q is shown in the Fig. 4.5. 


The movement of the point charge 
О is along а, direction and hence dL 
has no component in а, anda, 
direction. 
г Ш, = ага, 
-.. In cylindrical system 
The field E due to infinite line 
charge along 2-axis is given by, 





Е PL zc 











= neor " 
t-b 
NE Pros audez 2.2 _ 
W = о] negr" dra, es (a, а, =1) 
ul Pı 1 -QPL b 
йа of ПЕ Г ПЕС тт} 
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As b > a, In (b/a) is positive and work done is negative. This indicates that the field is 
doing the work and external source is receiving energy. 


4.4 Potential Difference 


In the last sections it has been discussed that the work done in moving a point charge 
Q from point B to A in the electric field E is given by, 


A 
W = -Q[E-aL (1) 
B 


If the charge Q is selected as unit test charge then from the above equation we get the 
work donc in moving unit charge from B to A in the field E. This work done in moving 
unit charge from point B to А in the field E is called potential difference between the 
points B and A. It is denoted by V. 


A 
2. Potential difference = V = -| E-dL . (2) 
В 


Thus work done per unit charge іп moving unit charge from B to A in the field E is 
called potential difference between the points B and A. 


Notation : If B is the initial point and A is the final point then the potential difference 
is denoted as Vag which indicates the potential difference between the points А and B and 
unit charge is moved from B to A. 


5449) 





Key Point: V,, is positive if the work is done by the external source in moving the unit 
charge from B to A, against the direction of E . 


4.4.1 Unit of Potential Difference 

The potential difference is work done per unit charge. The work done is measured іп 
joules while the charge in coulombs. Hence unit of potential difference is joules/coulombs 
0/С). But practically the unit is called volt (V). 


One volt potential difference is one joule of work done in moving unit charge from 
one point to other in the field E. 


1 joule 4 


хонон 1 coulomb 
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4.5 Potential due to Point Charge 


Consider a point charge, located at the 
origin of a spherical co-ordinate system, 
producing E radially in all the directions as 
' shown in the Fig. 4.6. 


эс 


Assuming free space, the ficld E due to a 
point charge Q at a point having radial 
distance r from origin is given by, 








Е = a, (1) 


Consider a unit charge which is placed at 
a point B which is at a radial distance of гв Fig. 4.6 Potential due to 
from the origin. It is moved against the a point charge Q 
direction of E from point B to point A. The 
point A is at a radial distance of гл from the origin. 


The differential length in spherical system is, 








dL = dra, +rdOa, +rsinO афа, ... (2) 
Hence the potential difference Van between points A and В is given by, 
A 
Van = -| Е аг But B => In and А => TA 
B 
"ро 
Van = af [c ur Jens +rd0a, +r sin6ddoa, ) 
m 4n£gr 
A 
Q 
Vig = - -d ... (3 
АВ J Ane gr? r ( ) 
в 
LA E -2 “ӨО prm 
Van = nz, | ап, | -1 Б 





= -ied 


и. 
rje Ал | Ta Гв 


... (4) 





When гв > гд, 5 <> and Улв is positive. This indicates the work is done by external 


source in moving unit charge from B to A. 
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4.5.1 Concept of Absolute Potential 
Instead of potential difference, it is more 


convenient to express absolute potentials of various Inner 
points in the field. Such absolute potentials are conductor 
measured with respect to a specified reference 
position. Such a reference position is assumed to be 

Ground 





at zero potential. 


For practical circuits, zero reference point is 
selected as 'ground'. All the potentials of the circuit Fig. 4.7 Shictded cable 
are measured with respect to ground which is 
treated to be zero potential reference. The example of such a reference is a shielded cable. 
The conductor is shielded as shown in the Fig. 4.7. The outer shield is grounded to 
minimise the interference of the external signals with the signal carried by іппег conductor. 
In such a case outer shield is taken as a reference with respect to which, potentials of 
various points are defined. 


Similalrly in cathode ray tube, the metallic shield around the tube is taken as zero 
potential reference. With respect to this reference, potentials of various points are 
measured. 

Key Point: Most widely used reference which is used to develope the concept of absolute 
polential is infinity. The potential at infinity is treated to be zero and all the potentials at 
various points in the field are defined with reference to infinity. 


Consider potential difference V,, due to movement of unit charge from B to A in a 
field of a point charge Q. It is given by equation (4). 


Now let the charge is moved from infinity to the point A i.e. г} =e. Hence m -1 -0. 





Tp 
DENS M Бал e. жа 
Улв = 29-2 ч а Y 6) 
The quantity represented by equation (5) is called potential of point A denoted as V4. 
= _ О — (6) 
Va = ATE gt, у 


This is also called absolute potential of point А. 
Similarly absolute potential of point B can be defined as, 


NU ... (7) 


Ув 7 ар 


This is work done in moving unit charge from infinity at point B. 
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Hence the potential difference can be expressed as the difference between the 
absolute potentials of the two points. 


Thus absolute potential can be defincd as, 


The absolute potential at any point in an electric field is defined as the work done in 
moving a unit test charge from the infinity (or reference point at which potential is zero) 
to the point, against thc direction of the field. 


Hence absolute potential at any point which is at a distance r from the origin of a 
spherical system, where point charge Q is located, is given by, 


- Q ... (9 
қ 


The reference point is at infinity. 
Key Point: Note that the potential is a scalar quantity. 


Other way to define potential mathematically is, 


У = -[ Е.а v ... (10) 


where оо is selected as the reference. 


A 
Thus, VA == || Е. АГ V ... (11) 
This is potential of point А with referencc at infinity. 


4.5.2 Potential due to Point Charge not at Origin 
If the point charge О is not located at the origin 


of a spherical system then obtain the position vector ж 
г” of the point where О is located. и 
Then thc absolute potential at а point A located г, Ra7|r-rl 
at a distance r from the origin is given by, / 
у 
Vir) = Va -2——1——4 оФ----------- ФА 
ӛте, | per | Ongin 
"om А 
* HERE -. (12) Fig. 4.8 
where Ra -|r-r'| = Distance between point at which potential is to be 


calculated and the location of the charge 


Key Point: К is only the distance and not the vector. The potential is a scalar quantity 
hence only distance R =| r—r'| is involved in the determination of potential of point A. The 
reference is still infinity. 
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4.5.3 Potential due to Several Point Charges 

Consider the various point charges а Q 
О, Q,...Q, located at the distances | е 
n,r,...r,from the origin as shown in the 
Fig. 4.9. The potential due to all thesc point 
charges, at point À is to be determined. Use 
superposition principle. 

Consider the point charge Q,. 

The potential V4, due to О, is given by, 

2 Q Q 


Ум = ang, | r-n] = ane oR, У Fig. 4.9 Potential due to several 
point charges 





where R,-|r-rj = Distance between point А and position of О, 


The potential Ул, due to О, is given by, 
Q; Q; 


Va = = 
A 4тер|т-т;)| ATER 











Thus potential V4, due to Q, is given by, 
NNNM ^N 


У = 0 0 
An 4n&p|r-r,| 4n£oR, 


As the potential is scalar, the net potential at point A is the algebraic sum of the 
potentials at А due to individual point charges, considered one at a time. 

< Vir) = VA =Vai tV uus Va 
О, Qi. + Qn 





4ngyR, АК, ^'^ 4n£gR,, 


... (13) 





Key Point: Note that the reference point of zero potential is still assumed to be at 
infinity. 
ты» Example 4.4: A point charge О = 0.4 nC is located at the origin. Obtain the absolute 
potential of A (2, 2, 3). t 
Solution : The potential of A due to point charge Q at the origin is given by, 





VE D 
Ул = Алт and А (2,2,3), Q at (0, 0, 0) 
where m = 4-0? +(2-0)? «(3-0* = 17 
-9 
Va = ыша. —0.8719 V ... The refercnce is at infinity. 





Anx 8.854x 10712 х. 17 
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mm Example 4.5 : If same charge О = 0.4 nC in above example is located at (2, 3, 3) then 
obtain the absolute potential of point A (2, 2, 3). 


Solution : Now the Q is located at (2, 3, 3). 


Q(2,3,3) 
The potential at A is given by, 
-— Q a 
Ул = ane o RA where 
Кл = |г-г| 





of (2-2)? «2-3? +(3-3)? =1 


-- By distance formula 


-9 
= А, зву 


4x 8.854x 107? x1 


ша)» Example 4.6 : If the point B is at (- 2, 3, 3) in the above example, obtain the potential 
difference between the points A and B. 


Solution : Van = Va -Ув 


where V, and Vy are the absolute potentials of A and В. 


Now Va = 3.595 V -.. As calculated carlier. 
Q Ww Е 
Jn = 
Ув dne Rs where Кв is distance between point 
B and Q (2, 3, 3) В 
Ер = J (-2-2)? +(3-3)? +(3-3)? =4 
9 
аа Оов V 
4лх8.854х10712х4 
Vas = Va —Vp = 3.595 - 0.8987 = 2.6962 V 


тер Example 4.7 : If three charges, 3 uC, 4 ИС and 5 pC are located at (0, 0, 0), (2 - 1, 3) 
and (0,4, —2) respectively. Find the potential at (1, 0, 1) assuming zero potential at infinity. 


Solution : Let Q, -34C, О, =-4рС Q,(0,0,0) ө E: 
and Q, =5pC . MAD 


The potential of A due to Q, is, -- Qu2-13) ea A(1.0.1) 





e 
Q4(0.4.-2) 
Fig. 4.11 
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and К, = Ja-9?«(-0? «0-9? = [2 
у. = 3x1079 
i 4n£g x42 
= 19.0658 kV 
The potential of А due to О, is, 
_ Q 
Ул E Ane Rs 
and к, = J (1-2)? +p- «a-3? - 6 
-4x10 
Vag = --------14.6769 kV 
5 Ane, x J 6 


The potential of A due to Q, is, 


- Qs 
Мә = шк, 
апа Ra = (1-0)? «(0-4? +0 -(22)? = 26 
5х10:6 


Ум = ------- 28.8132 КУ 
^  Ameox4 26 


4.5.4 Potential Calculation When Reference is other than Infinity 

The expressions derived uptill now are under the assumption that the reference 
position of zero potential is at infinity. 

If any other point than infinity is selected as the reference then the potential at a point 
^ due to point charge Q at the origin becomes, 


Е Q 
Ма” ARNE RA +C А 
where С = Constant to be determined at choosen reference | 


point where У = 0. 


Note that the potential difference between the two points is not the function of C. 

Key Point: Another important note 15 that if the potential difference is to be 
calculated then reference is not needed. The reference is important only when the 
absolute potential is to be calculated. 


The idea will be clear from the following example. 
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иш) Example 4.8 : А point charge of 6 nC is located at origin in free space, find potential of 
point P if P is located at (0.2, — 0.4, 0.4) and 
а) V = 0 at infinity 
b) V = 0 at (1, 0, 9) 
c) V = 20 V at (- 0.5, 1, - 1). 


Solution : а) The reference is at infinity, hence 


| Q ө Р(0.2.-0.4.0.4) 
Ур = 4тео Ер Pp 
Вр = 4d(02—0) «(-04—0)? «(0.4 -0)? Q(0.0.0) 
= 0.6 
ЕЮ. 4.12 
-9 
„= —— 6X10 =89.8774 V 


7 4nx8.854x10 x06 
b) V = 0 at (1, 0, 0). Thus the reference is not at infinity. In such a case potential at P is, 





ес еР(0.2.-0.4,0.4) 
Ур 4лео Ер +С Rp 
Now Ур at (1, 0, 0) is zero. 
RES i Q Q(0.0.0)* Rr 95100) 
Ve = —~— + C=0 
Aneo Fg Fig. 4.13 
and Ек = 4-0) +0? +(0)? =1 
-9 
dnx 8.854x107*^ x1 
С = - 53.9264 
Ур = RES E + C= 89.8774 —53.9264 = 35.9509 V 
4neyRp 


This is with reference to (1, 0, 0) where V = 0 V. 
с) Now У = 20 V at (- 0.5, 1, -1). Let this point is M ( 0.5, 1, - 1). The reference is not 
given as infinity. 


Q 
Ма ae) =н 
п AnegRyy BS e P(0.2.-0.4,0.4) 


Rp 
and Vy = 20V 


hile R = — 0. 2 1 2 рі = 
while Ry = /(-05)7 +(1)? «(7 =15 ооо *—— Ям 
-9 ем(-0.5,1-1) 
4nx 8.854x10 ^^ x1.5 Fig. 4.14 
С = - 15.9509 
Q 
Vp = n S +C= 89.8774 -15.9509 
ў 4ле Rp 
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Vp - 73.9264 V 
Key Point: Note that distance of P from origin where Q is located is Rp which is same 


in all the cases. Only 'C' changes as the reference changes hence Ур changes. 
4.6 Potential due to a Line Charge 


Consider a line charge having density р, C/m, 
as shown in the Fig. 4.15. 





Consider differential length dL’ at a distance г”. Then A irl 
the differential charge on the length dL’ is given by, r NEL Um 
dQ = p, (r)dL -- (1) и 2-7 
where р; (г) = Line charge density at г” 4—77 | 
Let the potential at A is to bc determined. Then, en 
dV, = Eom (2) 
4ngg|r-r] 4ER Fig. 4.15 


The R = | r-r’ | indicates the distance of point A from 
the differential charge. 


The dV, is a differential potential at A. Hence the potential V, can be obtained by 
integrating dV, over the length over which line charge is distributed. 


У, = у= [ -$Q апа using (1), 


PLAE y 29 
4neoR 





Key Point: Note that R is the distance and not the vector and for uniform line charge 
density p, (r) =p- 


mmb Example 4.9 : Find the potential V on z-axis at a distance z from origin when uniform 
line charge p, іп the form of a ring of radius a is placed in the z = 0 plane. 


Solution : The arrangement is shown 
in the Fig. 4.16. 

The point А (0, 0, z) is on z-axis, at 
a distance z from the origin while 
radius of the ring is a. 

Consider differential length dL' at 
point P on the ring. The ring isinz = 0 
plane hence dL’ in cylindrical system is, 


aL’ = r'dó = adó 
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The distance of point A from the differential charge is R = I (PA). 


e R = Ja?«z? ... From the Fig. 4.16 
The charge dO = p, (r)dL' =p, ado ... PLO 2p, 
dv, = dQ _ ра 


— 4ne oR dneva? +22 


Hence the potential of A is to be obtained by integrating dV, over the circular ring i.e. 
path with radius r' =a and о varies from 0 to 21. 


у, = f Prado 
go 4megVa2+z? 4пеууа2 +22 ° 
рта 


Important : 
Key Point: Note that the potential at a point can be obtained by two ways. 
1. If É is known then usc, 
У = -Í E-dL+C V 
C = 0 if reference is infinity. 


2. If E is not known, then find differential charge dQ considering differential length | 
dL’ and 





204% 
ve аква 


The integration depends on the charge distribution. 


map Example 4.10 : A uniform line charge density ру, C/m is existing from — L to + L оп 
y-axis. Find potential at A (a, 0, 0). 


Solution : The arrangement is shown 
in the xy planc as in the Fig. 4.17. 

As Е is not known in standard 
form, consider differential length dL' at 
a point P, at a distance y from origin, 
on the charge, 





dL' = dy 
dQ = pidL'-p, dy а------ A(a.0.0) 
The distance of point A from the -L 


differential charge is, 


жу Fig. 4.17 
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dQ р, ау 





ау = = 
^ dre Ra Anto ya? +y? 


Now integrate over entire length — L to + L. 


быз. p Bic ees 
А и Ane, a? y? 
€ 01 dy Е 
moo eb НЕ ... Changing limits 
J ANEg а? ау? ETE 
dx 5) 
| А ая Inxe J x? +a2] ... Standard result 
Ja? + x? 


_ 2р! керек Ы 
Va = agreed +5], , 


= du. ва? жа2)-іп (а?) 





4.7 Potential due to Surface Charge . „A 


Consider uniform surface charge density py C/m* в 


on а surface, as shown in the Fig. 4.18. fs 


Consider the differential surface area dS’ at point 
P where ps is indicated as p.(r^) 


The differential charge can Бе expressed as, 
Fig. 4.18 Potential due to 





dQ = p«(r)dS ... (1) surface charge 
_ dQ 2-95 
dV 7 вт ЕК xis 


where R - Distance of point A from the differential charge 
The total potential at А can be obtained by integrating dV, over the given surface. 
... (3) 





Note that for uniform surface charge density ps(r') 2 p«. 
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4.8 Potential due to Volume Charge 


Consider a uniform volume charge density 


p, C/m? 
Fig. 4.19. 


Consider the differential volume dv’ at point 
P where the charge density is p, (r^). 


The differential charge can be expressed as, 


where 


The total potential at A can be obtained by integrating dV, over the given volume. 
... (3) 





over the given volume as shown in the 


dQ = p,()dv' -. (1) 


_ dQ р, (=) 
dVA = am ыыы 


R = Distance of point A from the differential charge 


Potential difference 


Absolute potential due to point 
charge 


Absolute potential due to line 
charge 


Absolute potential due to surface 
charge 


Absolute potential due to volume 
charge 


If the reference is other than 
Infinity 


In all the expressions, R is the distance of point A from the charge Q 
or differential charge dQ. 





Table 4.2 





Fig. 4.19 Potential due to 
volume charge 


~ (2) 
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m Example 4.11: А total charge of 10” ? C is distributed uniformly along a ring of radius 
5 m. Calculate the potential on the axis of the ring at a point 5 m from the centre of the 
ring. lf the same charge is uniformly distributed on a disc of 5 m radius, what will be the 
potential on its axis at 5 m from the centre ? (UPTU : 2005-06, 5 Marks) 

Solution : The charge is distributed along a ring so it is a line charge. Let r' — radius of 

Ting = 5 м. 

Total charge _ 10% 


P! = Gircumference nr 
-8 
= 107 25183 x 10710 C/m 
10x 


The nng is shown in the Fig. 420. 
Consider the differential length dL' on the 
ring at point P. 


But dL’ = гаф= 5 do 
dl’ = 5doea, 


dQ = 3.183x 10x 5 аф 


- 24% 
NA 4n£gR 





where R = distance between A and P = \ 22 +(г')? -450 


3.183x10 7^ 
3.18. x10 5 49 _ 20228 dó 
Ane, x 50 





ауд = 


2л 
| 2.0228 dọ = 2.0228 |427 = 2 пх 2.0228 = 12.7101 V 
%-0 


VA 


Now the same charge is distributed over a disc of r’ = 5 m 


_ Totalcharge 10? 10% - 10 2 
sm Aia = xr)? = nx25 = 12732 x 10 C/m 








Let the disc is placed in x-y plane as shown in the Fig. 421 with z-axis as its axis. 
Consider differential surface dS' at point P having radial distance r' from the origin. 
dS’ = г аг do 
dQ = p, dS'- p, г аг do 
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- 240 
«УАР 4те 


рст” dr’ do 
Anso (г) +22 


...R = Distance АР 


2л 5 ‚з, 
NT fav, Ж рег dr аф 


Jul: але ar)? +25 


...7 = 5 т 





Put (r)? + 25 =u? ie. 2r’ dr’ = 2u du 


Forr'20,u 25 and г=5, и = 50 Fig. 4.21 
ug p 
С » Psududó _ pg p ш [2x 
у VA 5. Г] 4nEgu AREO [ulu Фо 


-10 — 


4.9 Potential Difference due to Infinite Line Charge 


Consider an infinite line charge 
along z-axis having uniform line 
charge density р, C/ m. 

The point B is at a radial distance 
rg While point A is at a radial distance 
rA from the charge, as shown in the 
Fig. 4.22. 


The E due to infinite line charge 
along z-axis is known and given by, 








ғ. PL = 
к= 2nepr 4 
: °g 
while dL = dra, Fig. 4.22 


in cylindrical system in radia} direction. 





* Bedi p 
Уа = -f Е-аг--| та,“ dra, 
B тв 0 
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- -| Pr dr= 21] Tiras. - [In rA = РЕ тг -in rg] 
2n£or 2n г ae Preg ^ " 
тв TB 
= Pil TR 
Улв = 2л rA 


Important note : This is a standard result and may be uscd to find potential difference 
between the points due to infinite line charge. Remember that гд and rg are radial distances 
in cylinderical co-ordinate system i.e. perpendicular distances from charge, thus do not 
forget to find perpendicular distances гд әлі гр while using this result. The result can be 
used for any zero reference as potential difference calculation does not depend on the 
reference. 


14 Example 4.12 : A line y = 1, z = 1 carries a uniform charge of 2 nC/m, find potential at 
A(5,0,1) if 
i) V=0 Vat 0 (0, 0, 0) i) V = 100 V at B (1, 2, 1). 

Solution : i) The line is shown in the Fig. 4.23, which is parallel to x-axis. 


As reference is not at infinity, to find potential at A means potential of A with respect 
to origin 0. 


S 
=. 
u 
“9 
қ. 
з 
m 
т 
— | 


where т, = Perpendicular distance of А 





from line 
- Ja -0)? (1-1)? 21m 
As line is parallel to x-axis, x co-ordinate Fig. 4.23 


is not considered. 


Ja cd т 


and TQ 


-9 
RUE 210 jn. = + 12.4596 V 


2nx8854x 10712 
Vao = Va - Va f 
12.4596 = Ул -0 ... aS Vo =0V 
Ул = 12.4596 V -- This is potential of A 


Note : This gives potential difference hence reference is not required which is already 
being taken care of. 


Similarly method avoids the calculation of constant C as reference is other than 
infinity. 
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Alternatively : Consider infinite line charge hence, 











Е = РЬ а, апа ЧГ=ага, 
2терг 
= of Reape PL _ _ Рь 
у = -[E:ar--[ отет = ТЕ тіп 


As reference is other than infinity, 





_ _ PL 
VA = 2кє, In[ra]+C 


То calculate C, use V, = 0 V at 0 (0, 0, 0). 








PL 
У, = - In [rg ]+C 
0 270 [ o] 
and fg = уа -0)? +(1-0)2 -J2 ... X js not considered. 
PL 
0 = - м/2]+С 
21=о 2] 
С = 12.4596 
Ул = -2i In [ry 1+12.4596 
2n£g 
and r = 40-0? «0-1? =1 
PL 
Ул = ———-—ln[1]412.4596 = 12.4596 V 
^ 270 [ ] 


This is potential of А with reference to 0. 
The answer remains same. 
ii) Now V = 100 V at B (1, 2, 1) 





= -PL pE 
Vas = 2n£, ШЕ | 
where тв = Ја -2)2 +(1-1)2 =1 ... X is not considered 
= Pu pll- 
Vis = RE „(| =оу 
Мом VAB = VA -Ve 


VA = 100V ... This is potential of A 
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Alternatively : Using absolute potentials at points, 








= PL 
Va = т In [ri ] C 
At B, узы wu In [гв]+С 
0 
S wp. - 
100 = 2n; inf1]+C ... aS тн =1 
С = 100 
- PL = 
VA = Эле, п[1]+100=100У 


This is absolute potential of А, with reference to zero potential point which is same for 
B as well. So Ур 2100 V with respect to same zero potential point hence Va, =0 V. 


na Example 4.13 : Two uniform line charges, 8 nC/m are located at x = 1, z = 2 and at 
x =~ 1, y=2 in free space. If the potential at origin is 100 V, find V at P (4, 1, 3). 
Solution : The two line charges are shown in the Fig. 4.24. 


Line 2 





B(-1.2.z) 
Fig. 4.24 
Now V = 100 V at the origin О (0, 0, 0). 
Let us obtain potential difference Ур) using standard result. 
Case 1 : Line charge 1 


PL ЕН 
V = + ln|—— 
Fe 2п= | Гр 


where Гу, and rp, are perpendicular distances of points О and P from the line 1. The 
line 1 is parallel to y-axis so do not use у co-ordinates to find ro, and гы. 


кы = йй? «0-9 -J5 


40-4? «2-3? -,й0 


Tp: 
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Mar e £e br cose 


2ле  |./10 
But Уго = Vn - Vo where У, =100 V 
- 49.8386 = Vp, -100 
Ум = 5016 V ... Absolute potential of P duc to line charge 1 


Case 2 : Line charge 2, which is parallel to z-axis. 


Do not consider z co-ordinate to find perpendicular distance. 
0-1-4)? +(2-1)? =/26 


_ PI 45 E 7 
Vro = re, "$ |- 118.5417 V 


But Уу = Vp. -Vo where Vo = 100 V 


and Tp; 





Ур = - 118.5417 + 100 = - 18.5417 V 
This is absolute potential of P due to line charge 2 
Ур = Ур + Vp ш 50.16 — 18.5417 - 31.6183 V 


Note : Students can use the method of using consant C to find absolute potential of P 
due to line charge 1 and line charge |. Adding the two, potential of P can be obtained. 
The answer remains same. For reference, the constant C, =C, = 215.721 for both the line 
charges. 


4.10 Equipotential Surfaces 


In an electric field, there are many points at which the electric potential is same. This 
is because, the potential is a scalar quantity which depends оп the distance between the 
point at which potential is to be obtained and the location of the charge. There can be 
number of points which can be located at the same distance from the charge. All such 
points are at the same electric potential. If the surface is imagined, joining all such points 
which are at the samc potential, then such a surface is called equipotential surface. 

Key Point: An ‘equipotential surface is an imaginary surface in an electric field of a 
given charge distribution, in which all the points on the surface are at the same electric 
potential. 


The potential difference between any two points on the equipotential surface is always 
zero. Thus the work done in moving a test charge from one point to another in an 
equipotential surface is always zero. There сап be many equipotential surfaces existing in 
an electric field of a particular charge distribution. 
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Consider a point charge located at the origin of a sphere. Then potential at a point 
which is at a radial distance r from the point charge is given by, 
PN. 


^ 4л уг 
So at all points which аге at a distance г from О, the potential is same and surface 
joining all such points is equipotentia! surface. 


Similarly at г =г, r=r, ... there exists other equipotential surfaces, in an clectric field 
of point charge, in the form of concentric spheres as shown in the Fig. 4.25. 


E Equipotential 
ff rfaces 
> Macr ИДЕ ^. M 


mi 





Equipotential 
surfaces 


Fig. 4.25 Equipotential surfaces 


It can be noted that V is inversely proportional to distance г. Thus V, at equipotential 
surface at r=r, is highest and it goes on decreasing, as the distance r increases. Thus 
V, > V, >V, >..... AS we move away from the charge, the Е decreases hence potential of 
equipotential surfaces goes on decreasing. While potential of equipotential surfaces goes on 
increasing as we move against the direction of electric field. 


For a uniform field Ё, the equipotential surfaces are d gp to E and are 
equispaced for fixed increment of voltages. 
Thus if we move a charge along a circular path 
of radius п as shown in à, direction, then 
work done is zero. This is because E and dL are 
perpendicular. Thus E and equipotential surface 
are at right angles to each other. 


For a nonuniform field, the field lines tends 
to diverge in the direction of decreasing Е. E(a,) 
Hence equipotential surfaces ^ are still 





Fig. 4.26 


a Ne r 
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perpendicular о E but are not equispaced, for fixed increment of voltages. The 
equipotential surfaces for uniform and nonuniform field are shown іп the 
Fig. 4.27 (a) and (b). 


E E 
AV | AV| AV АУ АУ 
_————— — mm 
Equispaced Unequally spaced 


equipotential lines equipotential lines 





sel Avf- Equipotential 


surfaces 
Equipotential 
surfaces 
(a) Uniform field (b) Non-uniform field 


Fig. 4.27 


4.11 Conservative Field 


It is secn that, the work done in moving a test charge around any closed path in a 
static field E is zero. This is because starting and terminating point is same for a closed 
path. Hence upper and lower limit of integration becomes same hence the work donc 
becomes zero. Such an integral over a closed path is denoted as, 


_ (1) 





Key Point: The $ sign indicates integral over a closed path. Such a field having property 


given by equation (1), associated with it, is called conservative field or lamellar field. This 
indicates that the work done in E and hence potential between two points is independent of the 
path joining the two points. 
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4.12 Potential Gradient 


Consider an electric field E due to a positive charge placed at the origin of a sphere. 
Then, 
T Q 
7 J Е.а 7 Алеут 
The potential decreases as distance of 
point from the charge increases. This is 
shown in the Fig. 4.28. 
lt is known that the line integral of Е 
between the two points gives a potential 
difference between the two points. For an 
elementary length AL we can write, 


. Ув = AV --E*AL 


Hence an inverse relation namely the 
change of potential AV, along the elementary 
length AL must be related to E as AL 0. 


The rate of change of potential with 
respect to the distance is called the potential gradient. 





Fig. 4.28 Potential gradient 





Potential gradient is nothing but the slope of the graph of potential against distance at 
a point where elementary length is considered. 


Let us see how this potential gradient is related to the electric field. 


4.12.1 Relation between E and V . 


Consider E due to a particular charge distribution in space. The electric field E and 
potential V is changing from point to point in space. Consider a vector incremental length 


AL making an angle Ө with respect to the 
direction of E, as shown in the Fig. 4.29. „ТТ a СҢ 
'To find incremental potential we use, 


ЛУ =-Е*АГ ... (1) 


Now AL = AL a, .- (2) А C CNN T s 
where à, - Unit vector in the | 

direction of А L. . Eu НЕН P 
Now the dot product means product in eee 


of magnitudes of one quantity and 





Fig. 4.29 Incremental length at an angle 0 
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component of other in the direction of first. So E* AL is the product of component of E in 
the direction of a, and AL. 


E*AL = (E, а, )°(ALa,) 5 а, ға, -1 
E°AL = EL AL 
AV = -E, AL 3) 


where E, = Component of E in the direction of à, . 


In other words, dot product can be expressed in terms of cos 0 as. 


AV = -EAL соѕ Ө .. as E* AL =| E| | AL| cos 
ay = -Ecos 0 E 244) 
To find АУ at a point, take lim AL > 0, 
lim 5Ү = - Е сов ө .. (5) 
But lim ~ = ы = Potential gradient 
ДЫ = -Е сов 0 .- (6) 


At a point P where AL is considered, Е has a fixed value while AL is also constant. 
Hence potential gradient T сап be maximum only when cos0--1 іе. 0=+180°. This 


indicates that AL must be in the direction opposite to E. 
dv 
dL max Е ; И e 

This equation shows that, 

1. Maximum value of the potential gradient gives the magnitude of the electric field 
intensity E. 

2. The maximum value of rate of change of potential with distance ie. potential 
gradient is possible only when the direction of increment in distance is opposite to the 
direction of E. 

Thus if à, is the unit vector in the direction of increasing potential normal to the 
equipotential surface then E can be expressed as, 

É- A а, .. (8) 


тпах 


As E and potential gradient are in opposite direction, equation (8) has a negative sign. 


The equation shows that the magnitude of E is given by maximum space rate of 
change of V while the direction of Е is normal to the equipotential surface in the direction 
of decreasing potential. 


The maximum value of rate of change of potential with distance (dV/dL) is called 
gradient of V. 
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The mathematical operation оп V by which -Е is obtained is called gradient and 
denoted as, 
Gradient of V = grad V = V V ... (9) 


V V = grad V=-E V/m . (10) 


The equation (11) gives the relationship between E and V. Now E is vector but V is 
scalar, hence remember that grad V i.e. gradient of a scalar is a vector. 


4.12.2 The Vector Operator V (Del) 


In space the potential V is unique function of x, y and z co-ordinates, in cartensian 
system denoted as V (x, y, z). Hence its total differential potential dV can be obtained as, 


oV ду у 


dV = 3, ГЕ 32 dz ... (12) 
In cartesian co-ordinates, 
‚ Е = Е, а, E, 3, +E, а, ... (13) 
While dL = dxa, + dya, + ага, ... (14) 
dV = -E:dL 
= -[E, dx E, dy « E, dz] ... (15) 


Comparing equations (12) and (15) we can write, 
ду ov ду 
Е, ш 255 y E, =~ Oy" E, =e ... (16) 


Hence E can Бе expressed interms of (16) as, 
= У 
Е ӘУ дУ_ OV. 


= 73x 487 у4У 24% 


z д_- д. 4 2 
Е = E а, *3y ayt3z A У on (17) 


The potential V is scalar but the operator on V given in equation is vector and is 
called del operator denoted as V. The operation of del on a scalar V is called grad V. 


2 о. 
У = Эх х *3y ay zx aoe (18) 


The grad of a scalar is a vector. 


Mere’, 
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The grad V in various co-ordinate systems arc, 


10У _ 1 ƏV- 


да > а, + 190 Bet sino дф Зе 





Table 4.3 


4.12.3 Properties of Gradient of a Scalar 
The various properties of a gradient of a scalar field а are, 
1. The gradient V о gives the maximum rate of change of © per unit distance. 
2. The gradient У о always indicates the direction of maximum rate of change of o. 
3. The gradient V о. at any point is perpendicular to the constant о surface which 
passes through the point. 
4. The directional derivative of o along the unit vector à is V “А which is projection 
of V a in the direction of unit vector a. 
If B is another scalar then, 
5. У (а-+В) = Уа+УВ 
6. У («В = аУур-рУо 
7. v(s]- уй-уй 
p 
mb Example 4.14 : The electric field intensity E is negative gradient of the scalar potential. 
Find Е at the point P(0,1,1) if, 
a) V -Ee* sin( | ... їп cartesian 


b) V = Ejrcos0 „. in spherical. ! 
Solution : a) У = Ee? 4%) ' 
z ӘУ oV. QV. 
E = ydus 2У4,%9:4 | 
дУ 
Sos Eo sin( A jene -.. y is constant 


муг“, 
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дУ zx пу \x 

фу ^ fet Ей: 

àv 

rr EL 

E = -|-E, e ung -x Fes У а 

E - |е sin-7-a, «Ej e 40097, 8 ‚| V/m 


At P (0,1,1), Е = Е,|0.70712, —0.555а,] V/m 


b) У = Есгсов0 | 
Е 9У_ 10У. 1 OV, 
e ve ISI. ge race 78% | 
ӘУ ду _ ӘУ 
3r Еосо80, 5б = — Во rsin 6, "o 
Е = -E,cos0a, +Е sin0a, V/m 


Convert P (0,1,1) to spherical co-ordinates. 





2222222 EON LAM SEE. 
r= x? ку? +22 -42, ф= tan "ATE Ө = cos ‘= 
Е = +E, [- 0.7071 4, + 0.7071 349] V/m 
та) Example 4.15 : An electric potential is given by, 
60 sin Ө 
V-—— V 
т 
Find V and Ё at Р(3,60°,25°). 
Solution : At (3, 60°, 25°), rz 3, 0=60% 6-25? 
y = $0sn6 ару 
: (Y 
= 9У_ 10V. 1 9У. 
s MARIDO 
ду | з_ 1205іп0 
зү" 60 sin 0(-2)г”“- ра EN 
oV _ 60 0 
36 = 22 cos 
av i 
ae 0 


... X IS constant 


.. Z is absent 


at 


... 0 constant 


... r constant 


... ф absent 
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= 1205т0_ 1 60 = 
Е i = а 





m 
1 


At P, Taas; oe s 


= 3.849 а, – 1.111 а, V/m 





таф Example 4.16 : If V =2x?y+202-—— = — V 
x^*y 
Find E, D and p, at P (6, - 2.5, 3). 
"n = _ дУ av ду 
So ution : Е = -v v= ss. ое | 
дУ п -Q |. 8x 
ax. = 2 y(2x)+0- [S куз! т] 4х tay 
ev = 2x27 40-4 MEL ane -?2х2 NU. NS 
ду (х2 +у?)? (х2 +у2)2 
Е = 0+20-0=20 
7. 
Е-- T TEN. жм а, +| 2х2 e —À 8% |a, +208 
(x? +y?)? х (x? +у?)? y z 


Eat P = -([-6040.0268]a, +[72-0.0112]а, +20ā,} 
= + 59.9732 а, — 71.9888 а,-20а, V/m 
Dat P = Eat Px e 
= 0.531 а, - 0.6373 а, -0.177 а, nC/m? 








Now р, = V.D 
апа Ы = gE hence p; = (У Ee, 
— OE, ДЕ, .2Е, 
МЕ у ar 





-2 __ 8 |9 [52 8у 229 
= 5 ev ess |> tod ad 309 


ni а ; r ГА 
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(x? + y? 8-8x2 (x? ғу?) 
E (2x) 
= -|4y + 

т (x? yy 


MORS NS Е же 
(x? +y?)? (x? +y?)? (x? + y?)? 


AtP, х-6,у--25 апа z = 3. 
У.Е 


10.00895 


p, at P 
88.6193 pC/m? 


-_0+ 
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(x? + y* (8) - 8y 2 (x? +у?) 


су o 
(x? yy 


_ 32у? 
(х? жу 2)3 


10 —4.4816x10^ +0.01527 - 4.4816x10? +2.651х10* 


£p [V • E] - 8.854x10. 12 x10.00895 


4.13 Energy Density in the Electrostatic Fields 


It is seen that, when a unit positive charge is moved from infinity to a point in a ficld, 
the work 15 done by the external source and energy is expended. If the external source is 


removed then the unit positive charge will be 
subjected to a force exerted by the field and 
will be moved in the direction of force. Thus 
to hold the charge at a point in ап 
electrostatic field, an external source has to do 
work. This energy gets stored in the form of 
potential energy, when the test charge is hold 
at a point in a ficld. This is analogous to the 
water lifted at a height h and stored in a 
tank. Then it has a potential energy. When 
external source is removed, the potential 
energy gets converted to a kinctic encrgy. In 
this section, the expression of such a potential 
energy is derived. 


Space 
No 
work 
done 
eo Q4 о; S Q3 hd 
Fig. 4.30 


Consider an empty space where there is no electric field at all. The charge Q, is 
moved from infinity to a point in the space say P,. This requircs no work as there is по Е 


present. Now the charge О; is to be placed 


at point Р; in the space as shown in the 


Fig. 4.30. But now there is an electric field due to О, and Q, is required to be moved 
against the field of Q,. Hence the work is required to be donc. 


Now Potential = Work done per unit charge (5) 


© 


КЕЗ 
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Work done - Potential V x Charge О 
. Work done to position Q, at P = V, ; О, ... (1) 
where V2, = Potential at P, due to P, 


Now let charge Оз is to be moved from infinity to P4. There are electric fields due to 
О, and О;. Hence total work done is due to potential at Р, due to charge at P, and 
potential at P4 due to charge at Р.. 


- Work done to position Q4 at P = V41 Q4 * Và; Оз .- (2) 
Thus for charge Q, to be placed at P,, we сап write, 
. Work done to position О, at P, = V, О, *V, 5 Qn +... ... (3) 
Hence the total work done in positioning all the charges is, 

We = О, У;)1%О3У;1%О03У: +... ... (4) 


The total work done is nothing but the potential energy in the system of charges 
hence denoted as Wy. 


If charges are placed in reverse order we can write, 
We = Оз V3,4 +Q2 V23 %О; У +0 V; +0; Va & Qi Va t ~. (5) 
In this expression О, is placed first, then Q, , ... then Q,, Оз, О, and finally О). 
Adding equation (4) and equation (5), 
2We = О, (М2 * Va * Via +--+ Vin) 
+ Qo (У 1+ Уз * Vo 4 +--+ Von) 
+ Оз (Уз 1+ У 2+ Уз it Van) * ... (6) 


Each sum of the potentials is the total resultant potential duc to all the charges except 
for the charge at the point at which potential is obtained. 


М: Уз Ма +... +Vin=V; 
This is potential at P, where О, is placed due to all other charges О;,Оҙ,...О,. 
Similarly, V2 1 + Уз +V2,4 +...+ У „ = V2 and so on. 
Using in the equation (6), 
2Wr = О М +Q: V; +Q; У, ж... 


|" iie ] -- (7) 


This is the potential energy stored in the system of n point charges. 


MES, 


Electromagnetic Field Theory 4-37 Energy and Potential 


It instead of point charges, the region has continuous charge distributions then 
summation in equation (7) becomcs integration. 


For line charge рү, We = 3] pı dLV J . (8) 
For surface charge рс, Wy = 1 І рѕ 45У J ... (9) 
For volume charge p,, Wg = 5 | p,dvV J -- (10) 


4.13.1 Energy Stored Interms of D and E 


Consider the volume charge distribution having uniform charge density p, C/ т?. 
Hence the total energy stored is given by the equation (10) as, 


Wy = 5 |». V dv 


vol 
According to Maxwell's first equation, 


Py = V.D 


Wy 


NM 


5 J oD уау .. (11) 
vol 


For any vector A and scalar V there is vector identity, 
V*VÀ = АУУ-У(У”А) . (12) 


(УА) У = У“УА-А»УУ . (13) 


Using equation equation (13) іп cquation (11) we get, 


We 


5 |(4-У5-Б-У) av 


vol 


We 


5 | (V*VD) 4-5 | D-VV dv -- (14) 
vol 


vol 


According to divergence theorem, volume integral can be converied to closed surface 
integral if closed surface totally surrounds the volume. 


>| (У-УБ)ах = 1j (VD) -dË _. (15) 
vol 


1 у а 
М: = 5j (У б)-45-- үрү 4у ... (16) 
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=. Б«5 for dipoles and so 
on. So VD is proportional to at least 1/ r? while dS varies as r?. Hence total integral 
varies as 1/r. As surface becomes very large, г э е and 1/r — 0. Hence closed surface 
integral is zero in the equation (16). 


We know that Vel and De = for point charge, У ос : 
Е. 


W- = -1 [ Devv av .. (17) 
vol 
But Е = -УУ 
1 T 
We = -3 J D-C B dv ... (18) 
vol 
Wy = E [ D-E àv J ... (19) 
vol 
Now О = &E 
vol 
W: = 5 f £o E? dv J as Е• Ё =E? .. (20) 
vol 
1 ç D? 
We = > | ET dv J p (21) 


In a differential form, 
jx 





dW, = 5 0-Е dv 
dW, _ 15.4 3 
dub = 5 0-Е J/m ... (22) 


This is called energy density in the electric ficld having units J / m?. If this is 
integrated over the volume, we get total energy present. 


We = | (=) ду .. (23) 


vol 





таў Example 417: If V=x-y+xy +z V, find E at (1, 2, 4) and the electrostatic energy 
stored in a cube of side 2 m centered at the origin. (ОРТО : 2002-03, 2007-08, 5 Marks] 


Solution : У=х-у+ху+2 


= eye. [We Ve ave 

E = VV- [ea "бу у EN à; 
oV oV av 
e mr Sc x75! 
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Е = - @+уа, + (x-1)2, +а,] 
At (1, 2, 4), Е = -за, -а, Vim 
Now We = 5 Јева, ду = dx dy dz 


vol 
[EP = QeyP e x-1Y + 12-1 + 2у +y +2 2x 4141 
= ?+у?-2х+2у+3 
We = 50 JG? жу? -2х+2у+3) dx dy dz 


vol 


The cube is centered at origin hence all the variables x, y and z vary from - 1 to + 1. 


1 t 1 
We = * ГГ f oy? 2x2y 3) dx ау dz 
zu-lyz-1lx--1 


42 


£y fF | 2x А 
=> J | [е т dy dz 


-l y=- х--1 


-1у-- 
1 3 2 1 1 
_ ғо 2,2” 4у _ £ 4 4 
= 5 m +2 S dz =- | (3+3+2 dz 
2-71 | у=-1 22-1 
= 0/442] 88-0 
ЖЕЕ € = 0.12985 п] 


Шә) Example 4.18 : Point charges Q, = 1 nC, О, --2пС, О. = 3 nC ана О, = - 4 пС 
are placed one by опе т the same order at (0,0,0), (1,0,0), (0,0,-1) and (0,0,1) respectively. 
Calculate the energy in the system when all charges are placed. 

Solution : When Q, is placed, the work 

done is zero as E = 0, hence W, = 0]. 

When Q; is placed, there is field of Q, 
present. 
W = V. —_ 
2 = Qz У -О,х m 


and К» =1. 
-2x10^ x1x107 
4лх8.854х10 12 


= — 17.9754 J ` 
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When О is placed, there is field due to О, and О, both. 
Оз Уз +Оз Và? 


W, = о. as mee | and Ry =1, Rẹ = 42 


Aney Ку 4ле, Ra 


Ws 











3x107 [1x10 2х107 

4 КО 1 J2 

When О, is placed, there is ficld due to Q,, О, and О.- 
М, = О,У,1%0,У4:%0,У;3 


о о, о, Оз 
L 4T£q Ки 47е, R4 тте, Каз 


|-- 11.168 J 


and Ry, = 1, В. =V2, Ка = 2 











_ 4x10 {1x10 2x10? 3х10% 
We = W, +W, +W, + W, =0-17.9754-11.168 -39.035 
= - 68.178 J 


таў Example 4.19 : The potential field in free space is given by, 
va, asrsb (spherical) 
i) Show that p, =0 for a«r«b 
ii) Find the energy stored in the region a <r «b. 


Solution : i) V = = 


Pecy val yale’, ‚+ 1 дУ. 

7 = Jr ?^**r 96 гзіп0 2649 
ду _ 50 ду ƏV o 
Jr." 
E = За, 

r 
D = g por а, 
т? 
a 10 

p. = V-D =- gy (т^ 0,)+0+0 

1 29[5,5g] 1 ə dins 3 

= ale 5252 72 or P0547 0 C/m -- Proved 
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T 1 512 
ii) We = 5 | | E| dv 
val 
-2 (50)? й 
[Е = — and dv= г? зілбаг 404ф 
І 


м, = 2 Г | | ЖЕ r? sin dr 404ф 
€-00-0r-a 


2500 £o 
2 


- 139x107 E 


4.14 An Electric Dipole 


The two point charges of 
equal magnitude but opposite 
sign, seperated by a very small 
distance give rise to an electric 
dipole. The field produced by 
such a dipole plays an important 
role in the engineering 
electromagnetics. 

Consider an electric dipole as 
shown in the Fig. 4.32. The two 
point charges + Q and - Q are 
separated by а very small 
distance d. 

Consider а point P (г, 0, ф in 
spherical co-ordinate system. It is 
required to find E due to an 
electric dipole at point P. Let O 





r 


b 
[-cos €]5 [9155 [-] = 1250 £% аха 


1 
а 


a] 





Fig. 4.32 Field due to an electric dipole 


be the midpoint of АВ. The distance of point P from A is г, while the distance of point P 
from B is г,. The distance of point P from point О is г. The distance of separation of 
charges і.е. d is very small compared to the distances rı, r, and г. The co-ordinates of A 


are (c. 0,+5 Jana that of B are (o. 0-5} 


2 


To find E, we will find out the potential V at point P, due to an electric dipole. Then 
using Е--УУ, we can find E due to an electric dipole. 
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4.14.1 Expression of E due to an Electric Dipole 
In spherical co-ordinates, the potential at point P due to the charge + О is given by, 
+Q .. (1) 


EST 4 ПЕ n 


The potential at P due to the charge - Q is given by, 
-Q 


У = = 
2 4 T£, r2 


(2) 


The total potential at point P is the algebraic sum of V, and V,. 


.. V ш Vi +V, > 
ха 
4neyr, dntgr 
+0 
ee зар 
4n£g|r г 





кедей Е .. (8) 


If now point P is located in 
z-0 plane as shown in the 
Fig. 4.33, then г; -г,. Hence we get 
У = 0. Thus the entire z = 0 plane 
ie. xy plane is a zero potential 
surface. Fig. 4.33 Point P in z = 0 plane 

All points in z = 0 plane behave 
similar to the points at infinity as all 
are at zero potential. 


229 plane ` 


0=-7-. 2 = plane 






+ 
1 
і 
в 


2 


Now consider that P is located 
far away from the electric dipole. 
Thus r,r, and т сап be assumed to 
be parallel to cach other as shown 
in the Fig. 4.34. 


AM is drawn perpendicular 
from А on r;. The angle made by 
n.r; and г with z axis is 0 as all arc 
parallel. 


BM - AB cos 0 
= dcos 0 ... (4) 
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Now РВ = PM+ BM 
and PA - PM as AM is perpendicular. 
and РВ = r, РА = п 

ВМ = PB-PM =r, -PM 


While PM = РА = ц 
BM = r-r ... (5) 
т-р = dcos6 ... (6) 
As d is very small, r, =r, =r hence г г; =r? 
_ Q [dcos0 
V = 4ne = V aes (7) 
= oV. 19V. 1 93V. 
Now Е = -УУ- 4%, %:2649» 658%) 


ду ОясоӨГо(/1Ү Одсоѕе[ә, z 
or Te СІ | “ARE, | зге ) 





4ne АЕ r? 
av Qd av 
20 E [-sin6] and 3.7? 


2 -2Qdcos0_ Qdsin@_ 
Е -ңцД------34,------тга 
4n£o r? 4n€gr 


(Spherical system) ... (8) 





This is electric field E at point P due to an electric dipole. 


4.14.2 Dipole Moment 
Let the vector length directed from - Q to + О i.e. from B to A is d. 


d - 4а, ... (9) 


Its component along à, direction can be obtained as, 


d, = dea, =аа, “а, -dcos0 
d = dcos 0a, . (10) 
Then the product Q d is called dipole moment and denoted as p. 
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The dipole moment is measured in Cm (coulomb-metre). 
Now р-а, = О4-а, = Оа соѕ Ө -. from (10) 





Hence the expression of potential V сап be expressed as, 


_ QdcosO0 р.а, 


wee (12) 


4n£or? 4лео:? 





Note that, 


а, = Unit vector in the direction of distance vector joining the point at which moment 
exists and point at which V is to be obtained. 


ш ii and r = Vector joining point of dipole moment to P. 
It can be noted that thc dipole moment and potential will remain same though Q 


increases and d decreases or viceversa, as long as the product of Q and d remains 


constant. M = 
Now if p = |p| = Q |d| = Qd then Е due to a dipole can be expressed interms of 


magnitude of dipole moment as, 


E- 





45275 [2cos ба, +sin да, ] ... (13) 
ог 


Observe that, 


* 1. The potential is inversely proportional to the square of the distance from dipole. 
2. The electric field is inversely proportional to the cube of the distance from dipole. © 
A single point charge is called monopole in which V «(1 / г) and E«(1/ r?). 


'* The arrangement of two point charges is called 
dipole in which V «(1 / r?) and E«(1/ r?). 


"Similarly symmetrical arrangements of larger y so5 pra 
number of point charges produce potentials and fields Ki 7 г 
which arc inversely proportional to the higher powers / 7 
of r, such as r?, г“ ... etc. Such arrangements аге called / ^ 
multipoles. The symmetrical arrangement consisting of , 4,4. — — — — — — -9 
two dipoles as shown in the Fig.4.35 is called UM 
quadrupole. The symmetric arrangement consisting of E: : 
two quadrupoles is called octupole and so on. Fig. 4.35 Quadrupole = 


wb Example 4.20: A dipole having moment р -3a, —5 а, +10а, пСт is located at 
Q(1, 2, —4) in free space. Find V at P(2, 3, 4). 
Solution : The potential V in terms of dipole moment is, 
pea, 
Ane, г? 


Electromagnetic Field Theory 4-45 Energy and Potential 
Now О (1,2,-4) and P (2, 3,4) 
2, т = (2-а, +(3-2)a, +[4-(-D] a, 
= а, +a, «ба, 


ІҢ = МТ -./6 





T = Е _ (а, *ay*82,) 
pea, = (За, -5a, +10а,)• —— 








J66 
3-5+80 78 по _. 
= LLLI -----х10” as pin nCm 
76 Vee Р 
pea, | 178/-66х107 


Vou 4e ozcl T 


Aner? | Anx 8854x107 х (V66)? 


- 1.3074 V 


Examples with Solutions 


mmb Example 4.21 : An electric field is given by, 

E -6y^ =a, +12 xyzii, & 6xy? а. V/m 

and М. =-За, +5а, -2а. pm. 

Find the work done іп moving а 2 ҚС charge along this path if the location of the path is at, 

а) P (0,3,5) b) Р,(1,1,0) с) P4 (- 07, – 2, 0.4). 
Solution : Note : The paths аге located at the points. Hence charge is moved through AL 
rather than from one point to other. It is moved at a point in the direction AL through 
distance AL. Hence the length is differential and work done will be also differential. 
There is no песа of integration. 


ауу -ОЕ лі 


= -Ql6y?z à, +12 хуга, +6 ху? a, ]*[-За, +5а, –24,] 
= —-QI-18y?z«*60xvz-12xy?]x10 ^ ... as ит 
= -2x10^[-18 y?2 60 xyz-12 xv 0^" 
a) At P, (0,3,5) substitute x 0, у = 3, х = 5 
dW = -2х107 {810} = 1620 р] 
b) At P. (1,1,0) substitute x = 1, у = 1,2 = 0 
dW = -2х10:7 {0+0-12}=24 ру 
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€) At P4(—-0.7, 2, 0.4) substitute x = 0.7, у = – 2, z = 04 


dW = -2x107 (-28.84 33.6 33.6) - - 76.8 р] 


ша) Example 4.22 : What is the potential at the center of a square with a side a=2m while 
charges 24 С, Au C, 64 C and 24 C are located at its four corners ? 





Solution : The arrangement of charges is shown 24C dn -4uC 
in the Fig. 4.36. Од Qs 
The potential at a point due to a point charge =. 
is given by, 2m 2m 
= Tne, R where 
R = Distance between charge and the point pos 1m He Qi. 
А А Q 
7. Vp, = Potential of P due to О, ECAN Fig. 4.36 
where R, = (AP) = V2 .. from geometry 
T _ Qs 
Similarly Ұр = dnt, R, 
where К, = 1(BP)=/2m 
a Mc 
Уз = 4ne, R4 
where R4 = Il (CP) = 42 т 
- .Q»p z = 
Ура = ӛте R, where R, zl (DP) = JŽ m 


4 
Ур = 2 Vem “TEER [QA *Qs *Qc +Qp] 


ml 
where Е-Е, =R, -R,-R,-42m 


: 5 [2-4+6+2]х10% 


UE д, 
й 4nx8.854x10 7 х 


38.131 kV : 


mmb Example 4.23 : Given a point charge of 200ne, C at C(3,—1,*2), a line charge of 
40лео C/m on the x-axis and a surface charge of 8 £ C / m? on the plane x =-3, all in the 
free space. Find the potential at P (5, 6, 7) if V = 0 V at Q (0, 0, 1). 
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Solution : The various charges are shown in the Fig. 4.37. 





Fig. 4.37 


There are three charge configurations. 
Case 1 : Point charge О, 2200 ze, C at C (3,-1, +2). 








Qı 
к 4ne, К, С, 
where С, = constant 
к, = (6-30 «[6-CDf +Р-2Р 
R, = J78 
‚ То find C, V=0V at 0(0,0,1) 
..R8 
Vo = ате, O 
where к, = Jlo-3f +[0-(-10 +0 -2° 
= vil 
200 re, 
О = - =+ 
Чт Jil ` 
Су = - 15.0755 
200 л 
Vp = — == = 15.0755 
POU Amex 78 


Energy and Potential 


х = — 3plane 


PS 


.. Distance between P and С 
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= - 9.4141 V 
Case 2: Due to line charge along x-axis. 


PE ... Potential difference 


Vo = P 
PQ 208 тр 


As line charge is along х-ахіз, any point on it (x, 0, 0). 


то = (0-0) +(1-0)? -1 ... 1 Distance from line charge 
and гр = 6-0) +(7 -0)? = 4/85 ... X not considered 
Vids uet I x = - 444265 V 
But Vro = Ур-Уо and ү =0 У 
Vp = Ур +Vo = - 444265 V ... Absolute potential of P 
Case 3 : Surface charge in the plane x = — 3 i.e. parallel to yz plane. 


A 
Note : As Ë due to infinite surface charge is known use Vag --[ edL 
в 


So Е = за, „а, is normal to yz plane 


Point P is infront of plane as x co-ordinate of P is 5 hence +4,. 


dL - dxà, + дуа, «4ға, 


Е. Y = Ps. а . =a. «а = 
E*dL 22. ах ed, a, =a, ей, = 0 
Гр 
Veg = -| 52- ах ... Potential between Р ала О 
об 
5 
= 2] Ps gyn > Ps „_2„8®о __ 
Уго тада = 20 V 
But Vro ш Ур-Уо апа Уо -0 V 
Vp = -20У .. Absolute potental of P 
Total Vp = - 9.4141 - 44.4265 - 20 = — 73.8406 V 


map Example 4.24 : Two concentric cylindrical conductors are arranged to form а coaxial 
transmisston line. Prove that the potential difference between the conductors is given by, 
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V= Ре мы” у а<г<р 
27е а 
where a = radius of inner cylinder 


b = radius of outer cylinder 
p, = charge per unit length of the inner conductor. 


Solution : The conductors are shown in the Fig. 4.38. The charge due to inner conductor 
is а line charge рү over a long distance. Ё due to a very long line charge p, is та, 
direction given by, 


E = Plz 
E = ЭН рат V/m 


Now the potential difference Va, is to be 
obtained. 


dL in cylindrical system is, 
dL = dra, +rdoa, +dza, 


È. dL = Aa, - [4га, +rdoa, +42а, ] 








2nEr 
_ pu dr 
7 Олег 
p, dr PL 
Vag = -[ E*dL = TT. -- егін г} 


= du x Im а-іп ее. теп Ь-іна| 


.. Proved 





ља» Example 4.25 : If the potential field V is V = 100 (240) find Е, V at a point (2, - 1, 3) 
and the equation representing the locus of all points having a potential of 300 V. 


Solution : V = 100 (8 - y) 
At (2,-1,3), V = 100 [02)2 - (- 1? = 300 V 


= oV oV. . oV. 
E - -vv = -|a ыты сты. a 


= [- 200 x a, - 200 y ay] 
- - 200 x a, * 200y а, 
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Ағ(2,-1,3,Е = -400 а, - 200а, V/m 
For V = 300 V, the equation of locus is, 
300 = 100 (x? - у?) 


х? - у? = 3 
ma Example 4.26 : Given a field 
= —бу\ _ 6l. к 
Е = (x Ja. + (9в, +5 а, V/m, 
Find the potential difference У лв given А(-7,2,1) and B(4,1, 2). 
Solution : É 6y. 6 +5 


А — — 
Vas = - | Е-аЕ where dL = аха, + дуӣ, + ла, 
B 


Nowa,*a, = a,*ay = 


Ш 


^ 
VAB -| - T dx+ É dy +5 dz 
B 


„°а, = 1 and all other dot products are zero. 


To obtain the integral as it does not depend on the path from B (4, 1, 2) to А(-7,2, 1) 


we can divide the path as, 
Path], — B(41,2)to(-7,1,2) 5 only x varies, у= 1,2 = 2. 


Path2, (-7,1,2) to (-7,2,2) 2 only y varies, х= – 7,2 = 2. 


Path 3, — (-7,2,2) to (-7,2,1) — only z varies, x = — 7, y = 2. 


х=- pa 2 = 
-| fa ж» | Saye | sel 


Vas 


t 
| 
| 
о 
ІІ Sty А 
| 
П 
' 
б. 
x 
р 
Зе 
ыы 
о. 
< 
+ 
л 
— 
2. 
N 
—— yaaa? 


x 


It 
l 
—^— 
| 
о 
| 
| 


T -$ p} +5 | 
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З (56 |4 а-а» s-a} 


— [- 2.3571 -0.85714 -5) 


+ 8.2142 V 
Alternatively find the equations for straight line path from B to А by using, 





Ул “Ув (х-хь) and 2-2, = v: -Ze 


у-- 
XA —Xp A Ye (у Ув) 


у-Уув = 


and using the relations between x, y and 2 solve the integrals. From the above 
equations we get, x = - 11 y + 15 and z = — y + 3 so use y interms of x for first integral 
and x interms of y for the second integral and integrate. 


шеф Example 4.27 : V —r?zsin ф, calculate the energy within the region defined by 


1«r«4 
-2<2<2 
0 <ф <л/3 
Solution : V = r?zsin$ -.. cylindrical system 
z oV. oV. OV. 
Е = У У, 0а, +5У a, | 
BUR UMS 
- -[2rzsinga, Же zcos$a, +r “леа, | 
| Es 
М = 5 | ®1Ё| ау 
vol 
[Е] = Аг? z? sin 26 r? у? cos? 6« r^ sin? ф 
- £0 222 Gn? 2. 2 "2 
We = > J [4 r? z? sin? ф+г> z? cos? +r‘ sin? e] dv 
vO. 
dv = rdrdodz 
e 2 3 4 
, Wy = a | І І r? [4 z? біп20--22 соѕ2ф+ г? sin?e] dr do dz 


2т-2 Ф Orcl 


2 т/3 412 +74 өт 
£o 2.2.11 2 2440 T . 2 
4 z^ sin 4% * z^ cos 4% | sin j do dz 
2 E Т * 1 сі 1 6 J 


к/3 
Г [25527 5т26+ 63.752? сов2ф--682.55іп 20) 40 dz 
20-0 
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Ға = . 2 > % z? : 5 2.2 2 
= fof |255 эй? | +6375|2-| cos?o+682.5 іп20[4]2, d 
9:0 "2 "da 


diem 
9-0 


- Êv | 09 | sin "m 340 Чч sin н 


2 2 {2045 E -0 an | 27 [5 +0 4s] 


= 5% {(2045x 0.6141) +(170х1.48019)} 


= 6.6735 п] 
wa Example 4.28 : Find the rate at which the scalar function 


У-ғ? віп2ф increases іп the 
i) 2 direction й) ф direction 
Evaluate it at r = 2 m and $ = 45° [UPTU: 2002-03] 
Solution : The rate means gradient of the scalar. 
In cylindrical system, gradient of the M in 


қ СЕК OV _ P 
ì) z direction = 958: 5% ofp? sin 2gja, = 0 a, 
б О E eee С ТУ 
ii) direction = тоф?» = тэ sin 20а, 

= г 2cos26à, 


Atr = 2 m and ф=45°, rate 2x 2х с0590° = 4 а, 


mm» Example 4.29 : Determine the work done in carrying a charge of -5 С from (2, 1, -1) to 
(4, 2, -1) in the field E =x a,. [UPTU : 2003-04, 5 Marks] 


Solution : The charge is moved from B(2, 1, -1) to A (4, 2, -1). 


А 
Now W = Qf Е.а where dL-d,a, +d,a, «d, d 
B 
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m 
м 
A 
t 
t 


= ха, «аі = x dx ... a, ей, =a, ва, = 0 


E: 
н 


х= 4 x? 4 
-Q | | хах = =] 


= 
< 


I 
өл 
ч 

кә 
|5 
| 
ің. 
——— 
li 
o 
e 
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ma Example 4.30 : Find the potential energy stored in the following free space charge 
configurations, 
i) A charge Q at each corner of an equilateral triangle of sides d. 
ii) A charge Q at each corner of a square of side 'd'. 


Solution : i) The arrangement is shown in the Fig. 4.39. 2 
When Q, is positioned, no other charge is present. Hence ра B 
work done УУ, = 0 J. d, sd 
When Q; is placed, Q, is present gence work done is, Sat B 
4-------- » 
«W = QV о; 8 о; 
_ 22:90, 0,0, : 


When О з is placed, О, and О, are present hence work donc is, 





Q Q 
Мз = ОзУ, +03 Vai? -O peep а 
Now Ra = ki -d 


Ws = 2410 *Q;] 


im 


We = WtW tW, "cs [Q; Q: +Q: Qa « Q; Оз] 


but О; = Q: =Q = 0 
зо? 
Wes ARE, d 


ii) The arrangement is shown in the Fig. 4.40. 
R,- =d, Кол =d, Ry ша, Ry =d, 


R3 = 2323 = 42 а- Ra, 


For Q, which is placed first, W, =0. 
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For О, М, = Q: V2; Qig-----5----- -a92 
“ 2 
QQ; 00 DM de i 
“© Anen R4 4ле, а MZ 4 1 
d! 2416 
_ 2 Qi о, l РА : ‘S v2d | 
Рог Q4, W3 = Q4 V4 +Q: V4; =О, TEE m : LU td `2 Н 
9^3 E ts 12 мч 
“.---- 1..--- ы 
Q, о, о, Qi О, а d Q3 
= 21063. 2 2 
4nto /24 4ке уд жакет сна 
For Q,, Wa = ОУ, tQ, М *Q4 Уз Fig. 440 


ant) Ra 4neQ Ry пе Ку 


- e| о, о, оз | 


оО, 0:0, |930; 
' 4negd * Ine, dv2 taneg d 





And О, = О, =О, =Q; =Q 
М. = МИ, ++ = ial кее] 
_ 544 Q? 
We Ane, а J 


map Example 4.31 : Two charges of opposite sign and magnitude 1 puC are located 1 т apart. 
Find the potential at a point located midway between the two charges and 50 cm from the 
line connecting the charges. What shall be potential if the charges have similar sign ? 


[UPTU : 2005-06, 5 Marks] 
Solution : The charges are shown in the Fig. 4.41 (a). 


I — 1m +] Еа : 
m Уы Ant Rp, where Rp, 0.5 
Q, e о; 

Ф-----------5--------::5 1х10:12 
----0.5т----і = Ant, x05 x05" 0.01797 V 
Type -1 ppc 
= Оз where Rp, = 0.5 
Fig. 4.41 (a) Р2 апе Бр P2 oie 
-1х1072 
= dne, x05 = - 0.01797 V 
4% Vp ш Vei * Vp -0 у 
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If the charges are similar then, 
Vp - 2x 001797 - 0.03595 V 
Now point P is at 50 cm from the line containing the charges. 


Rp, = 4 (0.5)? +(0.5)? = 0.7071 m 


О; osm о5т 0; 
Rp; = Rp; = 07071 m 
Кы Q 1х10:12 
R : EUM ы MI 
i ^ Ую = але Еу = пе х07071 
В = 0.01271 V 
Fig. 4.41 (b) Q; -1х10:12 


vM Gne,Rp, 2ле,х07071 


= - 0.01271 V 
Vp = Vp, + Vp) =0V 
If the charges are similar then, 
Vp = 2 х 0.01271 = 0.01797 V 


Review Questions 


1. Define a work done and obtain the line integral to calculate the work done in moving a point 
charge Q in an electric field E. 


A 
. Show that the line integral -Qf E -dL is not dependent on the path selected between В to A but 
В 


only depends on the end points B and А. 
. Prove that if the path selected is such that it is always perpendicular to E, the work done is zero. 
. If a field is given by E =ya,+xa,+2a, V/m then determine the work done in moving a point 
charge of 2 C from B(1,0,1) to A (0.8, 0.6, 1) along the following paths : 
1. Cirde x? + у? =1 апа 2 = 1 
2. Straight line from B to A. 
Show that in both cases work done remains unchanged. [Ans. : 0.96 J] 
. if E = -8xya,—4x^B, ға, V/m, then find the work done in carrying а 6 C charge from (1,8,5) 
to (2,18,6) along the path у = 3x? +z, z 2x «4 [Ans. : 1530 Ji 


. Find the work done in moving a point charge Q —10 pC from the origin to F3. .5) іп the 


spherical system. The electrostatic field is, E =10га, + a, V/m. 


гіп Ө [Ans. : - 475u]l 
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7. Find the work done in moving 4 uC charge from the origin to (2, 1,4) through the field given by, 
E =2xyza, + x^z8, + х2уа, V/m via the path. 
a) Straight line segment 2 = 2x and x = — 2y 
b) Curve = 2y*, z = Ay. [Ans. : 64и] 
. ИЕ=-50уа, -50xa, + 30а, V/m then find the differential amount of work done in moving 
2uC charge through a distance of Sm from 
а) Р(1.2, 3) towards Q(2,4,1) b) Q(2, 4.1) towards P(1,2, 3). 
[Hint : dL=dla, = 5 х10%а,. Obtain à, in both cases and then AW =- QE*dL . Use Е at 
starting points.] [Ans. : 866.66 pJ, 1533.33 pj] 
. A point charge Q, is located at the origin in the free space. Find the work done іп carrying а 
charge Q, from B(ry, 05,04) to C(r, ,8%,0һ) with Ө and ф held constant. 


[Hint : E due to Q, at origin in spherical system is Д Q 2 а, апа dL in spherical system. Then 
Rt 


YA 
w =- ©, | E-dL 
їв 


. If three point charges, 3uC,—4uC and ЅЫС are located at (0,0,0), (2,-1,3) and (0,4,-2) 

respectively, then find the potential at (—1,5,2) assuming V (ео) = 0. [Ans. : 10.23 kV] 

. A total charge of 40/3 nC is uniformly distributed over a circular disc of radius 2 m. Find the 

potential on the axis of the disc 2 m from the plane of the disc. [Ans. : 49.63 V] 

. А point charge of 15 nC is situated at the origin and another point charge of - 12 nC is located at 

the point (3,3,3) m. Find the potential at the point (0,— 3,— 3). [Ans. : 19.82 V] 

- A uniform line charge of 0.8 nC/m lies along the z-axis in free space. Find the potential at 

P(3,4,5) if the potential at Q(2,8, 3) is zero. [Ans. : 23.75 V] 

. A point charge of 16 nC is located at Q(2, 3,5) т free space and a uniform line charge of 5 пС/т 

is at the intersection of the planes x = 2 and y =4. If the potential at the origin is 100 V, find V 

at (4,1,3). [Ans. : 137.544 V] 

- А line charge of 20/3 nC/m is uniformly distributed along a circular ring of radius r = 2m. Find 

the potential at a point on the axis of a ring 5 m from the plane of the ring. [Ans. : 140 V] 

. А negative point charge of magnitude 2 pC is located in air at the origin and two positive point 

charges of 1uC each are at points y = t 3 т, calculate the electric potential at a point 4 m from 

the origin on the x-axis. [Ans. : - 899.18 V] 

- Calculate the potential Vag for ТА = 6 m with respect to ry = 18 m due to a point charge 

О =500 pC at the origm. [Ans. : 0.5 V] 

- A positive point charge of magnitude 10 ҰС is situated at point x =0,y =+2m and negative point 
charge of — 10 pC is situated at point x = 0, y = – 2 m. Calculate V at x = 0, y = -1m. 

[Ans. :- 60 kV] 
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19. A scalur potential is given by, 
У =7у-+12х V 
Find E and its value at (0,0,0),(4,0,0) and (0,4,0). 
[Ans. : -12a, -14уа, У/йт,-12а,,-12а,,-12а, - 56а,] 
. A scalar potential is given by, 
И=5х + dy? +23 V 
Find E at (2,3,4). [Ans. : (52, + 244, + 96а, ) V/ml 


The potential in a certain region is given as, 

Их аз V 

Find the electric field intensity at Р(1,- 2,3). [Ans.: -2à, + 12a, - 98, V/m] 
ІРУ = 3x? —у + 3z then find 


a) У b) E and c) |D] at (3,-2.4). [Ans.: 41 V, -183, +3, -123,, 191.74 pC/ m?] 


If an electric potential is given by 


2727 


V= 10 sin cose V, find D at ыз ш o]. . 
r? [Ans. : 22.125 x 10" 3, C / m7] 


. Point charges + ЗЫС and —3yC are located at (0,0,1mm) and (0,0, — шіт) respectively in free 
spice. 
a) Find the dipole moment p. 
b) find E at P(r = 2,0= 40°, ф=50°) [Ans. : ба, n Cii, 10.33 à, + 4.33 àg V/m] 
Three point charges - 1 nC, 4 nC and 3 nC are located at (0,0,0), (0,0,1) and (1,0,0) 
respectioely. Find the energy in the system. [Ans. : 13.37 nJ] 


University Questions 


1. Explain the electric flux density and electrostatic energy. [UPTU: 2003-04(B), 5 Marks] 
2. Two charges of opposite sign and magnitude 1 џиС are located 1 m apart. Find the potential at a 
point located midway between the two charges and 50 cm from the line connecting the charges. 
What shall be potential if the charges have similar sign ? [UPTU : 2005-06, 5 Marks] 
3. A total charges of 10° is distributed ипуогту along a ring of radius 5 m. Calculate the potential 
on the axis of the ring at a point 5 m from the centre of the ring. If tlie same charge is uniformly 
distributed on a disc of 5 m radius, what will be the potential on its axis at 5 m from the centre ? 
[UPTU : 2005-06, 5 Marks] 
4. Determine the energy stored in the electric field in concentric spherical shell. 
IUPTU : 2005-06, 10 Marks] 
5. [fV x x-y + xy +z V, find E at (1, 2, 4) and the electrostatic energy stored in cube of side 2 т 
centered at the origi. [UPTU : 2007-08, 5 Marks] 
6. State und explum Gauss's law. Derive an expression for the potential at а point outside а hollow 
sphere havmg а uniform charge density. [UPTU : 2008-09, 10 Marks] 
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5.1 Introduction 


It is known that the flow of charges constitutes an electric current. The current can be 
measured by measuring how many charges are passing through а specified surface or a 
point in a material per second. The flow of charge per unit time i.e. rate of flow of charge 
at a specified point or across a specified surface is called an electric current. It is measured 
in the unit Ampere, which is coulombs/scc (C/s). Thus mathematically the electric current 
can be expressed as, 


^ dQ .,. 
I = "dt C/s ic. A 


The Ohm's law relates the applied voltage, an electric current and a resistance. The 
relation is simple and straight forward for simple d.c. circuits. Dut in electromagnetic 
engineering, motion of charges in various media such as liquid, gas, dielectrics etc. is 
considered. In such media, both positive and negative charges arc present with different 
characteristics. The basic Ohm's law is not sufficient to find current through such media. 
Hence in clectromagnetic engineering instead of current, the current density plays ап 
important role. This chapter explains the current density, continuity equation and the 
properties of conductors and dielectrics. Then it explains the boundary conditions, the 
concept of capacitance and calculation of capacitance under various conditions. 


5.2 Current and Current Density 
The current is defined as the rate of flow of charge and is measured іп amperes. 
Key Point : А current of 1 ampere is said to be flowing across the surface when a charge 
of one coulomb is passing across the surface in one second. 


The current is considered to be the motion of the positive charges. The conventional 
current is due to the flow of clectrons, which are negatively charged. Hence the direction 
of conventional current is assumed to be opposite to the direction of flow of the electrons. 

The current which exists in the conductors, due to the drifting of electrons, under the 
influence of the applied voltage is called drift current. 


(5-1) 
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While in dielectrics, there can be flow of charges, under the influence of the electric 
field intensity. Such a current is called the displacement current or convection current. 
The current flowing across the capacitor, through the dielectric separating its plates is an 
example of the convection current. 


The analysis of such currents, in the field theory is based on defining a current density 
at a point in the field. 
The current density is a vector quantity associated with the current and denoted as ). 
Key Point : The current density is defined as the current passing through the unit 
surface area, when the surface is held normal to the direction of the current. 


The current density is measured in amperes per square metres (А /m?). 


5.2.1 Relation between І and ) 


Consider a surface S and I is the current passing through the surface. The direction of 
current 15 normal to the surface S and hence direction of J is also normal to the surface S. 


Consider an incremental surface area dS as shown in the Fig. 5.1 (a) and a, is the unit 
vector normal to the incremental surface dS. 





(a) J and dS are попра! (b) 3 and dS are not at right angles 
Fig. 5.1 
d$ = dSa, while ] =]а, ... (1) 


Then the differential current dI passing through the differential surface dS is given by 
the dot product of the current density vector J and dS. 


di = jedS (dot product) ... (2) 
When J and d$ are at right angles (0 =90°) then 
di = Jà,-dSa, =] dS .. 8) 
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and be | J dS ... (4) 
S 


where J - Current density in A/m?. 


But if J is not normal to the differential arca 4$ then the total current is obtained by 
integrating the incremental current which is dot product of ) and 48, over the surface S. 
This is shown in the Fig. 5.1 (b). Thus in general, 


I = [7:95 (Dot product) ... (5) 
5 


Thus if J is in A/m? and dS is in m? then the current obtained is іп amperes (А). It may 
be noted that j need not be uniform over S and S need not be a plane surface. 


5.2.2 Relation between J and p, 


The set of charged particles give rise 
to a charge density p, in a volume v. 
The current density J can be related to 
the velocity with which the volume 
charge density i.c. charged particles in 
volume v crosses the surface S at a 
point. This is shown in the Fig. 5.2. The 
velocity with which the charge is getting 
transferred is 9 m/s. It is a vector сы : 7 — vel 
quantity. 

To derive the relation betwecn ) and Charged — са S 
Py, consider differential volume Av pees 
having charge density р, as shown іп 
the Fig. 5.3. The elementary charge that Fig. 5.2 
volume carries is, 







AQ = p,Av - (6) 


AQ = p, Av 2 " 
Movement 
AQ = рулу in x-direction 


AS AL 
x 





Fig. 5.3 Incremental charge moving in x-direction 


а > | г 
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Let AL is the incremental length while AS is the incremental surface arca hence 
incremental volume is, 3 
Ау - ASAL (7) 


AQ = p, ASAL ... (8) 
Let the charge is moving іп x-direction with velocity v and thus velocity has only x 
component 2, . 


[Note : Velocity is denoted by small italic letter while the volume is denoted by small 
normal letter.] 


In the time interval At the element of charge has moved through distance Ax, in 
x-direction as shown in the Fig. 5.3. The direction is normal to the surface AS and hence 
resultant current can be expressed as, 
AQ 
Al = => - (9) 
But now, АО-р, ASAx as the charge corresponding thc length Ах is moved and 


responsible for the current. 


ЛІ = р, 45-4 .. (10) 
But A: - Velocity in x-direction i.e. v, 
: AI = p, А50, — (11) 
Note that 2, = x component of velocity v 
But АГ = JAS when J and AS are normal 


Here J and AS are normal to each other hence comparing the two cquations, 
J, = p.v, = x component of J á ... (12) 
In this case ) has only x component. 
In general, the relation betwcen J and p, can be expressed as, 
... (13) 


where v = Velocity vector 


Such a current is called convection current and the current density is called 
convection current density. 


Key Point : The convection current density is linearly proportional to the charge density 
and the velocity with which the charge is transferred. 
5.3 Continuity Equation 


The continuity equation of the current is based on the principle of conservation of 
charge. The principle states that, 
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The charges can neither be created nor be destroyed. 


Consider a closed surface S with a current density J, then the total current I crossing 
the surface S is given by, 


5 


The current flows outwards from the closed surface. It has been mentioned earlier that 


the current means the flow of positive charges. Hence the current I is constituted due to 


outward flow of positive charges from the closed surface S. According to principle of 
conservation of charge, there must be decrease of an equal amount of positive charge 
inside the closed surface. Hence the outward rate of flow of positive charge gets balanced 
by the rate of decrease of charge inside the closed surface. 


Let О; = Charge within the closed surface 


Rate of decrease of charge inside the closed surface 


The negative sign indicates decrease in charge. 


‚ Due to principle of conservation of charge, this rate of decrease is same as rate of 
outward flow of charge, which is a current. 


1-$]:a$-—— ... (2) 


This is the integral form of the continuity equation of the current. 


The negative sign in the equation indicates outward flow of current from the closed 
surface. So the cquation (2) is indicating outward flowing current I. 


If the current is entering the volume then 
аа 212429 
} 3-45 2-1 
5 
The point form of the continuity equation can be obtained from the integral form. 
Using thc divergence theorem, convert the surface integral in integral form to the volume 
integral. 





и ...(3) 
ао. : 
a = | -jd — (4) 
vol 3 | 
Ви О, = |р. dv ... (5) 
vol 
where p, - Volume charge density 


- 
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Е а др, 
[ var = - aj--J на dv ~. 6) 
vol vol vol 
For a constant surface, the derivative becomes the partial derivative. 
= др, 
[еа = f- Р dv n 


vol vol 


If the relation is true for any volume, it must be true even for incremental volume Av. 








E д 
“Мм -- Т Av .. (8) 
Y — др, 
vey = -%: (9) 


This 15 the point form or differential form of the continuity equation of the current. 


The equation states that the current or the charge per second, diverging from a small 
volume per unit volume is equal to the time rate of decrease of charge per unit volume at 


every: point. 


§.3.1 Steady Current 
For steady currents which are not the functions of time, др, / dt = 0 hence, 


For such currents, the rate of flow of charge remains constant with time. The steady 
currents have no sources or sinks, as it is constant. 


таў Example 5.1 : In cylindrical co-ordinates, J 10271972, A/m?. Find the current crossing 
through the region 0.01 <r< 0.02 т, 0<2<1 т and intersection of this region with the 


= constant plane. 
Solution : The current is given by integral form of the continuity equation as, 

1 = J 1:45 

5 
Now dS = drdza, ..normal to a, direction as J is in a, direction 
JedS = [10e 10r 3 l*Idr dza,] 
= 10е "°" dr dz -(а,-а,)-1 
1 ос 

I = fe drdz= | | 10e "?' ar az 

5 250 r=001 


е- 100: 0.02 і e? e 
и] 2100 |. [20 = 10 x | пб - 06| Ш 


10х [- 1.353х10-3 + 3.678x 1077] =2.326х10`? А 
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imb Example 5.2 : Find the total current in outward direction from a cube of 1m, with one 
corner at the ып and edges ра to the co-ordinate axes if, 
] 22x! à, 2xy? а, +2хуа. Ат. 


Solution : The cube is shown in the Fig. 5.4. 
According to continuity equation, 


Шашы ГУЛ av 2 


vol 


The cube is a volume hence use volume 


integral. P d 
dv = ах ау дл and EE 
9] x Е: J y 91, y 


“Ox зу %% 


< 
= 
i 
[ 


d[2x?] Ә[2ху?] d[2xy] 


= 4х+6ху? +0=4х+6ху? Fig. 5.4 


I= [| (4х +6 xy?) dx dydz= f | | (4х+6ху?) dx dy dz 


vol х-й0у-0х-0 





4x? ex? y? 1 › 
+-—-| dy dee] | (2+ 3y?) dy dz 
0 z=0 y=0 


1 3] 1 
- j 33] dz = | 0+1) 
0 





=0 2-0 
= 3[2] 5 =3A 
та» Example 5.3 : А current density ] = сос. A/m? іп the spherical co-ordinate 
system. Du 


а) How much current flows through the spherical cap т = 3 т, 0< ө<2 ‚ 0<ф< 27. 


b) The same total current as found in (a) flows through the spherical сар r = 10 т, 
0<0<о, 0<ф < 2n. What should be the value of o. ? 
Solution : a) From the AR: equation of current, 
005085 J -D dv 


vol 


As г = 3 m is constant, use surface integral. 
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dS = r?sin8d6dea, .. As J is in à, direction 
n 1 
]:4s = 10080 2, in 0d6do . 
(r +1) 
In п/в 
57-45 = 2006029 r? sin 64ібаф 
S 0-0 6-0 (r? t 1) 
2n n/6 2 
= a х 260090 dodo 
060 Г +1 


27 "78 100r? sin p 


^ 904% .. 2 sin 0 cos 0 = sin 20 
r +1 





$-0 0-0 


2 20 хіб 
100 r 524) OH and r- 3m 
0 


ES 


к 
50х9 | -%52х6 mdi 


"ІШ * z 





[27] = 70.6858 А 


... Use radian mode to calculate cos 


b) Now г = 10 m and limits for 0 are 0 to o, 
* @ 10012 sin20 








I = ———- — 4049 
$-0 0-0 (r? +1) (32 
70.6858 - 35 | | OH „. Same I as before 
r^ +1 
50x (10)? -cos2Q0 -cos0 
70. - —- ——— тту 2х 
ere = T MOI): -d 5 Ji x] 


0.4545 = -cos20 +1 

сов 20. = 0.5455 
20 - 56.9411? or 0.9938 rad 
© = 28.47? ог 0.4969 rad 


5,4 Conductors 


Let us study the behaviour and properties of the conductors. Under the effect of 
applied. electric field, the available free electrons start moving. The moving electrons strike 
the adjacent atoms and rebound in the random directions. This is called drifting of the 
electrons. After some time, the electrons attain the constant average velocity called drift 
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‚ velocity (vy). The current constituted due to the drifting of such electrons in metallic 
conductors is called drift current. The drift velocity is directly proportional to the applied 
electric field. 

Ja ~ Ё (1) 


The constant of proportionality is called mobility of the electrons іп a given material 
and denoted as p ,. It is positive for the electrons. 


By = -и.Е ... (2) 
The negative sign indicates that the velocity of the electrons is against the direction of 
ficld E. 
Velocit 2 
Now p (Mobility) = Velocity m/s m 


Thus mobility is measured in square metres per volt-sccond (m?/V-s). The typical 
values of mobility are 0.0012 for aluminium, 0.0032 for copper etc. 


According to rclation between ) and 2 we can write, 
) = р„б (9) 


But in the material, the number of protons and electrons is same and it is always 
electrically neutral. Hence p, =0 for the neutral materials. The drift velocity is the velocity 
of free electrons hence the above relation can be expressed as, 


where Pe = Charge density due to free electrons 


The charge density p, can be obtained as the product of number of free electrons/m* 
and the charge 'е’ on one electron. Thus p, = ne where n is number of free 
electrons per m?. 


Substituting equation (2) in equation (4) we get, 


7 = -Pehe Е - 5) 


5.4.1 Point Form of Ohm's Law 


The relationship between and Е can also be expressed in terms of conductivity of the 
material. 


Thus for a metallic conductor, 
where с = Conductivity of the material 


The conductivity is measured in mhos per metre (0/m). The equation (6) is called 
point form of Ohm's law. The unit of conductivity is also called Siemens per metre (S/m). 


—- — 
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The typical values of conductivity are 3.82х107 for aluminium, 5.8х107 for copper etc. 
expressed in mho/m. For the metallic conductors the conductivity is constant over wide 
ranges of current density and electric field intensity. In all directions, metallic conductors 
have same properties hence called isotropic in nature. Such materials obey the Ohm's law 
very faithfully. 


Comparing the equation (5) and equation (6) we can write, 
с = -PeBe .- (7) 


This is conductivity interms of mobility of the charge density of the electrons. 


The resistivity is the reciprocal of the conductivity. The conductivity depends on the 
temperature. Ás the temperature increases, thc vibrations of crystalline structure of atoms 
increases. Due to increased vibrations of clectrons, drift velocity decreases, hence the 
mobility and “conductivity decreases. So as temperature increases, the conductivity 
decreases and resistivity increases. 


5.4.2 Resistance of a Conductor 


Consider that the voltage V is 
applied to a conductor of length L 
having uniform cross-section S, as 
shown in the Fig. 5.5. 


The direction of E is same as 
the direction of conventional 
current, which is opposite to the 
flow of electrons. The electric ficld 
applied is uniform and its 
magnitude is given by, Fig. 5.5 Conductor subjected to voltage V 


Conventional 
current 





E - Уу ... (8) 


The conductor has uniform cross-section S and hence we can write, 


I = |1-46-/5 ... (9) 
5 
The current direction is normal to the surface S. 
Thus, 7 = 5 = СЕ -- (10) 


And using equation (8) in equation (10) we get, 


] = м where С = Conductivity of the material „. (11) 


Electromagnetic Field Theory 5-11 Conductors, Dielectrics and Capacitance 


LOL АБ 
= 5-4 1 _ (12) 
V L 
в - vib _ (13) 


Thus the ratio of potential difference between the two ends of the conductors to the 
current flowing through it is resistance of the conductor. 

The equation (12) is nothing but the Ohm's law in its normal form given by V = IR. 
The equation is true for the uniform fields and resistance is measured is ohms (Q). 

For nonuniform fields, the resistance В is defined as the ratio V to I where V is the 
potential difference betweem two specified equipotential surfaces in the material and Г is 
the current crossing the morc positive surface of the two, into the material. Mathematically 
the resistance for nonuniform fields is given by, 


... (14) 





The numerator is a linc integration giving potential difference across two ends while 
the denominator is a surfacc integration giving current flowing through the material. 
The resistance can also be expressed as, 


be. P 
R = og = 70 ~ (15) 
where Pe = 1 = Resistivity of the conductor іп Q-m 


5.4.3 Properties of Conductor 

Consider that the charge distribution is suddenly unbalanced inside the conductor. 
There are number of electrons trying to reside inside the conductor. All the electrons are 
negatively charged and they start repelling cach other due to their own electric fields. Such 
electrons get accelerated away from each other, till all the electrons causing interior 
imbalance, reach at the surface of the conductor. The conductor is surrounded by the 
insulating medium and hence electrons just driven from the interior of the conductor, 
reside over the surface. Thus, 

1. Under static conditions, no charge and no electric field can exist at any point 

within the conducting material. 


2. The charge can exist on the surface of the conductor giving risc to surface charge 
density. 


3. Within a conductor, the charge density is always zero. 
4. The charge distribution on the surface depends on the shape of the surface. 


5. The conductivity of an ideal conductor is infinite. 
6. The conductor surface is an equipotential surface. 
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wa Example 5.4: A wire of diameter 2 mm and the conductivity 5x 107 O/m has 1079 free 
electrons per т?. It is subjected to an electric field of 10 mV/m. Determine, a) The free 
electron charge density b) The current density c) The current in the wire d) The drift 
velocity of the electrons. 
Given : The charge of one electron = -1.6х 10-2 C. 


Solution : a) n = 10” clectrons/m? and e = -1.6х10-8 C 
р. = Free сіссітоп charge density = ne 
= 10%х(-1.6х10-9)-ш-1.6х1019 C/m? 


b) J = 6Е=5х10? х10х10-3 = 500 kA/m? 
с) І = JS = Ix Fd? -500x10* x Fx(2x10%)? = 1.5707 А 
9) J = pe. 
500х103 = -10ox10' v, 
va = -3.12510 5 m/s . Drift velocity 


The negative sign indicates it is opposite to the direction of the applied electric field E. 


эф Example 5.5 : An aluminium conductor is 2000 ft long and has a circular cross-section 
with a diameter of 20 mm. If there is a d.c. voltage of 1.2 V between the ends find : 
а) The current density b) The current c) Power dissipated from the knowledge of circuit 
theory. Assume с = 3.82 x 107 mho/m for aluminium. 


Solution : L = 2000 ft = 2000х(30х10-2) m = 600 m 


Bx үзі 200? V/m 
a) J = сЕ = 3.82 х 107 x2x10? = 764 КА/т? 
b) I = J5-Jx; d? = 764 x10* x 2x (20x10)? = 24 А 
с) Р = Power dissipated = МІ = x =R W 


= 1.2x24 = 28.802 W 


5.5 Relaxation Time 


The medium is called homogeneous when the physical characteristics of the medium 
do not vary from point to point but remain same everywhere throughout the medium. If 
the characteristics vary from point to point, the medium is called nonhomogeneous or 
heterogeneous. While the medium is called linear with respect to the electric field if the 
flux density D is directly proportional to the electric field Е The relationship is through 
the permittivity of the medium. If D is not directly proportional to E, the material is called 
nonlinear. 
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Consider a conducting material which is lincar and homogencous. The current density 
for such a material is, 


J = сЕ where с = Conductivity 
But D = cE ... Linear material 
z- P 
“СЕ 
ра D c= 
| ш бата” ... (1) 

















т др, 
у.] =- х . (2) 
(ба). 9P. 
v (25) - -E ~ 3) 
og. _ Pv 
E Уер = 3t .- (4) 
But У.” = p, ... (5) 
ср, _ др, 
c oe ... (6) 
др, с _ 
J +20 = 0 -- (7) 
This is a differential equation in p, whosc solution is given by, 
Py = poe "9! eps e" ... (8) 
where Ро = Charge density at (t = 0) 


This shows that if there is a temporary imbalance of electrons inside the given 
material, the charge density decays exponentially with a time constant т=Е/с sec. This 
time is called relaxation time. 

The relaxation time (т) is defined as the time required by the charge density to decay 
to 36.8 % of its initial valuc. 


For a pure conductor, the 1 is very very small, of the order of 101? sec and thus for 
any imbalance inside the conductor, the charge density reduces to zero very quickly, 
forcing the electrons causing imbalance, to the surface of the conductor. 

Key Point : This shows that under static conditions no free charge can remain 
within the conductor and it gets evenly distributed over the surface of the conductor. 
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mab Example 5.6 : Determine the relaxation time for silver, having в = 6.17 x 107 mho/m. If 
charge of density ро is placed within a silver block, find the charge density after one time 
constant and five time constants. Assume € = £p. 


Solution : For silver © = 6.17 х 107 mho/m and ғ-ғр 


t = Relaxation time = EE 
с 6 
; -12 
= 8.854x10" 1435x102 sec 
6.17 x10? 


The charge density рг decays exponentially. 
р = poc 


Att = 17, р = рос! = 0.3768 ро 


Att=54 р = рое? =6.73x10 ро 


5.6 Dielectric Materials 


It is seen that the conductors have large number of free electrons while insulators and 
dielectric materials do not have free charges. The charges іп dielectrics are bound by the 
finite forces and hence called bound charges. As they are bound and not free, they cannot 
contribute to the conduction process. But if subjected to an electric field E, they shift their 
relative positions, against the normal molecular and atomic forces. This shift in the relative 
positions of bound charges, allows the dielectric to store the energy. 


The shifts in positive and negative charges are in opposite directions and under the 
influence of an applied electric field E such charges act like small electric dipoles. 


Key Point : When the dipole results from the displacement of the bound charges, 
the dielectric is said to be polarized. 


And these electric dipoles produce an electric field which opposes the externally 
applied electric field. This process, due to which separation of bound charges results to 
produce electric dipoles, under the influence of electric field E, is called polarization. 


5.6.1 Polarization 


To understand the polarization, consider 
an atom of a dielectric. This consists of a 
nucleus with positive charge and negative 
charges in the form of revolving electrons in 
the orbits. The negative charge is thus 
considere? to be in the form of cloud of 
electrons. This is shown in the Fig. 5.6. 





Positively 
charged 
nucleus 


Negatively 
charged 
electron cloud 


Fig. 5.6 Unpolarized atom of a dielectric 


а а р г ГА 
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Note that E applicd is zero. The number of positive charges is same as negative 
charges and hence atom is electrically neutral. Due to symmetry, both positive and 
negative charges can be assumed to be point charges of equal amount, coinciding at the 
centre. Hence there cannot exist an clectric dipole. This is called unpolarized atom. 


When electric field Е is applicd, the symmetrical distribution of charges gets disturbed. 
The positive charges experience a force F=QE while the negative charges experience а 
force F - -QE in the opposite direction. 

Now there is separation between the nucleus and the centre of the clectron cloud as 
shown in the Fig. 5.7 (a). Such an atom is called polarized atom. 


Center 





of electron Nucleus 
cloud E " 
PSS 
-----Е 
Applied field 
(a) Polarized atom (b) Equivalent dipole 
Fig. 5.7 


It сап be secn that an electron cloud has a centre separated from the nucleus. This 
forms an electric dipole. The equivalent dipole formed is shown in the Fig. 5.7 (b). The 
dipole gets aligned with the applied field. This process is called polarization of diclectrics. 

There are two types of diclectrics, 

1. Nonpolar and 2. Polar. 


In nonpolar molecules, the dipole arrangement is totally absent, in absence of electric 
field E. It results only when an externally field E is applied to it. In polar molecules, the 
permanent displacements between centres of positive and negative charges exist. Thus 
dipole arrangements exist without application of E. But such dipoles are randomly 
oriented. Under the application of E, the dipoles experience torque and they align with the 
direction of the applied field E. This is called polarization of polar molecules. 


The examples of nonpolar molecules are hydrogen, oxygen and the rare gases. The 
examples of polar molecules are water, sulphur dioxide, hydrochloric acid сіс. 


5.6.2 Mathematical Expression for Polarization 
When the dipole is formed due to polarization, there exists an electric dipole moment 


where Q 


Magnitude of one of the two charges 


fl 
1 


Distance vector from negative to positive charge 
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Let п = Number of dipoles per unit volume 
Av - Total volume of the dielectric 
М = Total dipoles = n Av 


Then the total dipole moment is to be obtained using superposition principle as, 


nAv 


Рош = О, d, +0, а, +....+Q, 4, = > Q; d, ... (2) 
isl 
If dipoles are randomly oriented, ры is zero but if dipoles are aligned in the 


direction of applied É then pj, has a significant value. 


The polarization P is defined as the total dipole moment per unit volume. 


... (3) 





It is measured in coulombs per square metre (C / m?). 

It can be scen that the units of polarization are same as that of flux density D. Thus 
polarization increases the electric flux density in a dielectric medium. Hence we can write, 
flux density in a dielectric is, 

D = в E+P ... (4) 

For isotropic and lincar medium, the P and Е аге parallel to cach other at every point 
and related to each other as, 


where x, = Dimensionless quantity called electric susceptibility of the material. 


The susceptibility tells us how sensitive is a given dielectric to the applied electric field 


Е. 
Substituting (5) in (4), 
b = єл E*x, £ Ё 
D = (x. *1)g& E ... (6) 
D = ЕЕ -(7 
where Е = Ep Ep .. (8) 


The quantity X, *1 is defined as relative permittivity or dielectric constant of the 
dielectric material. 


Ек = X. +1 oo (9) 
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While the ғ is called permittivity of the dielectric. Note that in anisotropic or 
nonisotropic materials the D, E and P are not parallel to each other and Е and x, vary in 
all directions and have nine different components. The discussion of anisotropic materials 
is beyond the scope of this book. 


5.6.3 Properties of Dielectric Materials 
The various properties of dielectric materials are, 
1. The dielectrics do not contain any free charges but contain bound charges. 


2. Bound charges are under the internal molecular and atomic forces and cannot 
contribule to the conduction. 

3. When subjected to an external field E, the bound charges shift their relative 
positions. Due to this, small electric dipoles get induced inside the dielectric. This 
is called polarization. 

4. Due to the polarization, the dielectrics can store the energy. 


5. Duc to the polarization, the flux density of the dielectric increases by amount equal 
to the polarization. 


6. The induced dipoles produce their own electric field and align in the direction of 
the applied electric field. 

7. When polarization occurs, the volume charge density is formed inside the dielectric 
while the surface charge density is formed over the surface of the diclectric. 


8. The electric field outside and inside the dielectric gets modified due to the induced 
electric dipoles. 


5.6.4 Dielectric Strength 


The ideal dielectric is nonconducting but practically no dielectric can be ideal. As the 
‘electric field applied to dielectric increases sufficiently, due to the force exerted on the 
molecules, the electrons in the dielectric become free. Under such large electric field, the 
dielectric becomes conducting due to presence of large number of free electrons. This 
condition of dielectric is called dielectric breakdown. All kinds of dielectrics such as 
solids, liquids and gases show the tendency of breakdown under large electric field. The 
breakdown depends on the nature of material, the time and magnitude of applied electric 

field and atmospheric conditions such as temperature, moisture, humidity etc. 
Key Point : The minimum value of the applied electric field at which the dielectric breaks 

down is called dielectric strength of that dielectric. 


The dielectric strength is measured in V/m or kV/cm. It also can be stated as the 
maximum value of electric field under which a dielectric can sustain without breakdown. 
Once breakdown occurs, dielectric starts conducting and no longer behaves as dielectric. 
Hence all the dielectrics are assumed to be either ideal or are not in a breakdown 
condition. 
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ma Example 5.7 : Find the magnitude of D and P for a dielectric material in which 
| E| = 0.15 mV/m and x, = 4.25. 


Solution : 


where 


and 


D 


£g 


|5] 


[P| 


пе)» Example 5.8 : Find 


D -3x107 С/т?. 


Solution : For the dielectric, 


Now 


For a dielectric medium, 


£g tR E 

Xe +1 = 4.25 +1 = 5.25 
8.854x107? х5.25х 0.15x 107? 
6.9725x10 5 C/ m? 

Xe £o Е 

4.25х 8.854x10-! х0.15х10— 
5.644х10-15 C/ m? 


the polarization іп dielectric material with ep 


Р = х. Ё 
Ек = Х.+1 
Xe = Ep, = 2.8 – 1 = 1.8 
О = &te, E 
E=- P -x107 
Еден 8.854х10-2 х2.8 
= 12.101х10° V/m 
P = 18x8854x107? х12.101х103 


1.9285x107 C/ m? 


5.7 Boundary Conditions 


When an electric field passes from one medium to other medium, it is important to 
study the conditions at the boundary between the two media. The conditions existing at 
the boundary of the two media when field passes from one medium to other are called 
boundary conditions. Depending upon the nature of the media, there are two situations of 


the boundary conditions, 


1. Boundary between conductor and frce space. 
2. Boundary between two dielectrics with different properties. 
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The free space is nothing but a dielectric hence first case is nothing but the boundary 
between conductor and a dielectric. For studying the boundary conditions, the Maxwell's 
equations for electrostatics are required. 


$E-dL- 0 and ФБ-45-0 
Similarly the field intensity E is required to be decomposed into two components 
namely tangential to the boundary (Е, ) and normal to the boundary ( Е, ) 
Е = Ey, +Ey 
Similar decomposition is required for flux density D as well. 


Let us study the various cases of boundary conditions in detail. 


5.8 Boundary Conditions between Conductor and Free Space 


Consider a boundary between conductor and free space. The conductor is ideal having 
infinite conductivity. Such conductors are copper, silver eic. having conductivity of the 
order of 10° S/m and can be treated ideal. For ideal conductors it is known that, 


1. The field intensity inside a conductor is zero and the flux density inside a conductor 
is Zero. 

2. No charge can exist within a conductor. The charge appears on the surface in the 
form of surface charge density. 

3. The charge density within the conductor is zero. 


Thus E, D and p, within the conductor are zero. While pg is the surface charge 
density on the surface of the conductor. 


To determine the boundary conditions let us use the closed path and the Gaussian 
surface. 


Consider the conductor frec space boundary as shown in the Fig. 5.8. 


AW 








Gaussian 


surface 


Fig. 5.8 Boundary between conductor and free space 
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5.8.1 E at the Boundary 

Let E be the electric field intensity, in the direction shown in the Fig. 5.11, making some 
angle with the boundary. This E can be resolved into two components : 

1. The component tangential to the surface (Èun ). 

2. The component normal to the surface (Ey). 


It is known that, 


$ E-dL = 0 ... (1) 


The integral of Е ЧЁ, carried over а closed contour is zero іс. work done in carrying 
unit positive charge along a closed path is zero. 


Consider a rectangular closed path abcda as shown in the Fig. 5.8. It is traced in 
clockwise direction as a-b-c-d-a and hence $ E- dÙ can be divided into four parts. 


b c d a 
{ E-aL- | E:dL«[ E-dL«[ E-aL«[ Е-ас= о ... (2) 
а b c d 

The closed contour is placed in such a way that its two sides a-b and c-d are parallel 
to tangential direction to the surface while the other two are normal to the surface, at the 
boundary. 

The rectangle is an clementary rectangle with elementary height Ah and elementary 
width Aw. The rectangle is placed in such a way that half of it is in the conductor and 
remaining half is in the free space. Thus Ah/2 is in the conductor and Ah/2 is in the free 
space. 

Now the portion c-d is in the conductor where E = 0 hence the corresponding integral 
is zero. 

bBo ла. 
| E- «+ | Е- dL- | E-dL=0 ... (3) 
b d 


a 


As the width Aw is very small, E over it can be assumed constant and hence can be 
taken out of integration. 


f EÉ*dL = 9) dL = É(Aw) ... (4) 


But Aw is along tangential direction to the boundary in which direction Е = Ед. 


b 
| Etdi = E, (Aw) where E, =| Вы | ... (5) 


Now b-c is parallel to the normal component so we have Е = Ey along this direction. 


-— 99 


лы а 


m^ 
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Over the small height Ah, Ej, can be assumed constant and can be taken out of 
integration. 
с ` 
| Eedi. Ef aL - E, f aL ... (6) 
! b 


т 


But out of b-c, b-2 is in ше space апа 2-с is in the conductor where Е-0. 


jar fata o= .. 7) 


с 
| 4. 
h 


j E*dL = EJ ... (8) 
b 


Similarly for path d-a, the condition is same as for the path b-c, only direction is 
opposite. 


Г в-а = (22) _. (9) 
4 
Substituting equations (4), (8) and equation (9) іп (3) we get, 
fc Awe ы ig [Ag _ (10) 
2 2 
Fin Aw = 0 But Aw #0 as finite 


(11) 


Thus the tangential component of the electric field intensity is zero at the boundary 
between conductor and free space. 


Key Point : Thus the E at the boundary between conductor and free space is 
always in the direction perpendicular to the boundary. 


Now D = &Е for free space 


02 


Thus the tangential component of electric flux density is zero at the boundary 
between conductor and free space. 


Key Point : Hence electric flux density 12 is also only іп the normal direction at the 
boundary between the conductor and the free space. 


5.8.2 D, at the Boundary 

To find normal component of D, select a closed Gaussian surface in the form of right 
circular cylinder as shown in the Fig. 5.8. Its height is Ah and is placed in such a way that 
Ah/2 is in the conductor and remaining Ah/2 is in the free space. Its axis is in the normal 
direction to the surface. 
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According to Gauss's law, $ DedS=Q 
s 


The surface integral must be evaluated over three surfaces, 
i) Top, ii) Bottom and iii) Lateral. 
Let the area of top and bottom is same equal to AS. 
| DedS + f б:45 + | D-dS=Q ... (13) 
top bottom lateral 
The bottom surface is in the conductor where D - 0 hence corresponding integral is 
zero. 
The top surface is in the free space and we are interested in the boundary condition 
hence top surface can be shifted at the boundary with Ah > 0. 
B [ D-ds + | DedS=Q ... (14) 
top lateral 
The lateral surface area is 2x г Ah where г is the radius of the cylinder. But as Ah > 0, 
this area reduces to zero and corresponding integral is zero. 
= X 
While only component of D present is the normal component having magnitude Dy. 


The top surface is very small over which Dy can be assumed constant and can be taken 
out of integration. 


J D-dS = Dy | dS = Dyas ... (15) 
top top 
From Gauss's law, 
Dy AS = Q . (16) 


But at the boundary, the charge exists in the form of surface charge density pg C / m?. 


Q = ps AS vee (17) 
Equating equation (1€) and (17), 


Thus the flux leaves the surface normally and the normal component of flux density 
is equal to the surface charge density. 


Dn = £o En = Ps vo (19) 
E, - P5 .. (20) 
£g 
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Key Point : Note that as the tangential component of E ie. En =0, the surface of the 


conductor is ап equipotential surface. The potential difference along any path on the surface 
of the conductor is “Реза and as E = E,,,, =0, the potential difference is zero. Thus ай 


points on the conductor surface are at the same potential. 


5.8.3 Boundary Conditions between Conductor and Dielectric 


The free space is a dielectric with €=€,. Thus if the boundary is between conductor 
and dielectric with € =€9€,- 


.. (21) 
.. (22) 


and ... (23) 





"wb Example 5.9 : A potential field is given as У = 100 е5 sin Зу cos 4z У. Let point P 
(0.1, 1/12, n/24) be located at a conductor free space boundary. At point P, find the 
magnitudes of, 

a) V b) E сЕ, dE, Әб f Dy gps 








Solution: а) AtP, х = 01, у= 5 2-% 
У = 100е 9$ sin i cos e: - 37.1422 V ... Use radian mode 
b) Е = vd a, ay ду, к.) 
= -100[-5e ™ sin Зу cos4za, e? (3) (соз 3y)(cos4z)à, 
же” (sin 3y)(4)(- sin 4z)a,] 
At P, Е = [-100[-1.857 a, +11144, —0.85776a, ] 
= + 185.7 а, – 11144, + 85.776 à, Vim 
|E| = 232.9206 V/m 
c) E, = 0 V/m as Р is on the boundary 
d) Ey = [В| = 232.9206 V/m 
е) D- e, E- 8.854 x 10? [18572, -1114a, «85.7762, | 
= 1.588 а, - 0.9529 а, + 0.7337 а, nC/m* 
|D| = 1992 nC/m? 
9 Dy = |6 |= 1992 nC/m* 
g Dy = pg = 1.992 nC/m* 
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5.9 Boundary Conditions between Two Perfect Dielectrics 


Let us consider the boundary between two perfect dielectrics. One dielectric has 
permittivity е, while the other has permittivity £;. The interface is shown in the Fig. 5.9. 


The E and D are to be obtained again by resolving each into two components, 
tangential to the boundary and normal to the surfacc. 


Consider a closed path abcda rectangular in shape having elementary height Ah and 
clementary width Aw, as shown in thc Fig. 5.9. It is placed in such a way that Ah/2 is in 
dielectric 1 while the remaining is dielectric 2. Let us evaluate the integral of E- dL along 
this path, tracing it in clockwise direction as a-b-c-d-a. 


Region 1 | с, 





$ E-dL - 0 ... (1) 
b ED m d ES _ а _ B 
SX E-dL+/ Е.а + É-dL-« | Е.ат = 0 .. (2) 
4 b € d 
Now Е = Е +Е к ... (3) 
ала E, = E, «Ey .. (4) 


Both E, and É, in the respective dielectrics have both the components, normal and 
tangential. 


= E 
Let | Eu] = Eum: | E4| = Бы 


(Емі - Ew, | Ex| = Ex 
Now for the rectangle to be reduced at the surface to analyse boundary conditions, 
€ a 
Ah > 0. As Ah > 0, | апа | become zero as these are line integrals along Ah and Ah ->0. 
b d 


Hence equation (2) reduces to, 


b _ " d +: f- 
| E+di+ | E-dL=0 ... (Б) 
a 


< 
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Now a-b is in dielectric 1 hence the corresponding component of E is E,,,; ав a-b 
direction is tangential to the surface. 
b 
Е-а = Е: | ЧС = Бы, Aw ... (6) 


а 


т 


While с-а is in dielectric 2 hence the corresponding component of Е is E44 as c-d 
direction is also tangential to the surfacc. But direction c-d is opposite to a-b hence 
corresponding integral is negative of the integral obtained for path a-b. 


E*dL = -Enz Aw ... (7) 


а ——— 5. 


Substituting equation (6) and equation (7) in equation (5) we get, 
Euni Ам = Елә Aw = 0 ses (8) 


Thus the tangential components of field intensity at the boundary in both the 
dielectrics remain same i.e. electric field intensity is continuous across the boundary. 
The relation between D and E is known as, 


D = cE ... (10) 


Hence if Dani and Denz аге magnitudes of the tangential components of D in 
dielectric 1 and 2 respectively then, 





Dui = & Etat and Dtan2 ==> Е,л? wee (11) 
Dun 1 = Du, 2 (12) 
Е; £5 n 
Dian 1 £i Е 1 
ml 6 _ Ва .. (03) 
Dianz £2 Ер 


Thus tangential components of D undergoes some change across the interface hence 
tangential D is said to be discontinuous across the boundary. 


To find the normal components, let us use Gauss's law. Consider a Gaussian surface 
in the form of right circular cylinder, placed in such a way that half of it lies in dielectric 1 
while the remaining half in dielectric 2. The height Ah +0 hence flux leaving from its 
lateral surface is zero. The surface area of its top and bottom is AS. 


$ Б-45 = Q ... (14) 


| + f + f аво ... (15) 


lop bottom lateral 
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But | 0-45 = 0 as АҺ->0 ... (16) 
lateral 
Я | 5:45 + | D-dS=Q (17) 
юр bottom 


The flux leaving normal to the boundary is normal to the top and bottom surfaces. 
5 (БІЕОм for dielectric 1 and Dy, for dielectric 2. 


And as top and bottom surfaces are elementary, flux density can be assumed constant 
and can be taken out of integration. 


[5-45 = Dy | dS = Dy AS ... (18) 
top top 


For top surface, the direction of Dy is entering the boundary while for bottom surface, 
the direction of Ом is leaving the boundary. Both are opposite in direction, at the 
boundary. 


| D-dS = -D | dS = -D 4$ ... (19) 

bottom bottom 
2 Dy, AS- Dj; AS = О .. (20) 
But О = руд5 (21) 
Dy -Dm = Ps w+ (22) 


There is no free charge available in perfect dielectric hence no free charge can exist on 
the surface. All charges in dielectric are bound charges and are not frce. Hence at the ideal 
'dielectric media boundary the surface charge density рс can be assumed zero. 
Ps = 0 
Ом -Duz = 0 


-e 


Hence the normal component of flux density D is continuous at the boundary 
between the two perfect dielectrics. 
Now Dan =€; Eni and Dyz ==> Ew» 
Ом _ & Em 











Dis = е; Еу = 1 жа» As Оһ = Dwz 
Езд E€ £p 

= = —=— . (2 
Eno = En (24) 


The normal components of the electric field intensity E are inversely proportional to 
the relative permittivities of the two media. 
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(92) 


.. (33) 





The equation shows that 


1. D is larger in the region of larger permittivity. 

2. E is larger in the region of smaller permittivity. 

з. |n, | =| b;| if €, «6; =0°. 

4. | E, |=| E| if Ө, 26; - 90". 

To find the angles 0, and 0,, with respect to normal use the dot product if normal 


direction to the boundary is known. 


mæ Example 5.10 : The region with z «0 is characterised by € = 2 and z>0 by є; =5. If 
D, =2а, «5a, - 3a. nC / m^, find : а) D, b) Dy, c) Dianz d) Energy density in each 

= D P. 
region е) The angle that D, makes with z exis р В g i 

1 1 


Solution : The two media are separated by z = 0 plane and + а, are the directions of 
normal to the surface. 
D, = 2a, *5a, 3a, пС/т? 
D, = Ба +61 
Normal direction to the surface is £a, hence the part of D, in the direction of t а, is 
Da. 


Dii -За, nC/m? 


Dont = D-Dy, =2а, *5a, nC/m? 
According to boundary conditions, 


Dy, m Dy =-3 а, 





while Dunt = Ei ta 
tan 2 2 En 

2а, «5а, 5 

Danz 2 
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2>0 
є = 5 






Рід. 5.11 


Dad = 2 (2а, +5а,) = 0.8 a, %2а, nC/m? 


D, = Dj; +02 = 08а, +2а, -За, nC/m? 


: 1102 _1 |5] 
Energy density Wia = 2 EB = 2 ее, 
— 
í Чо? *(5) +(-3)? | x(10°)? 
= >X 
2 8.854х10-2 x5 
= 0.4291 yJ/m? 
= 2 
110 1 [Козу +02) +03)? 10] 
апа Wez = LLL = 


2 в 2 8.854х1072х2 
= 0.3851 р/т? 


To find angle of D, with z axis ie. —à, is to be obtained by dot product. 


г [0.8а, «22a, -34,]-(-a,) = (08) +(2)* +(-3)? cos Ө; 


*3 - 3.6932 cos 0, 


0, = 35.678° 
р 2 0.8 ? +(2 2 
Alternatively, tan Ө, = сілі а казо 
N2 


Ө, = 35.678? 
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Now D, = Уо.8) +(2)? +(-3)* = 3.6932 











D, = JQy' «Gy «(-3y. = 6.1644 
|[0,] _ 3.6932 _ 
Di” стела = 0.599 
= = D 
Fl = |е ln 
as |5| = (x. +1)£o| E| 
|P| = asl | But eg =Х.+1 
zi (2-15 
[Ej 8 el 
ІР| «ы-і £ 1 
IRL ^ ею |e ТБ 
= 0.599 x- Dx 5. 0.3743 
2 “(5-1) 


таў Example 5.11: Given that E, =2а, -За, +5а, V/m at the charge free dielectric 
interface as shown in the Fig. 5.12. Find D, and the angle 0,,0,. 


E, 


------~ м 


AL 8122 
228% 7 
A GER 
Fig. 5.12 


Solution : As shown, z axis is normal to the surface. So part of E, which is in the 
direction of a, is normal component of Е,. 


And E, = Ем + Eun 1 
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Еш = Е, -Ey 723, -3a, V/m -. (1) 
At the boundary of perfect dielectrics, 

Емі = Ёш›=2а,-3а, V/m (2) 
Now Бы; = €2 Enn; 7 £o£ Eun? ~. (3) 
And Dy = & Eu: =. Ем - (4) 
But Da 2 Da Seer E. _ (5) 
And D, = Dy t Dy, ; =60 Ем +2082 Ernz 


= €)(5(24, -3За,)+2(5а, )] 
= 8.854 x 10-1? [10а, -154, +104, | 
D, = 88.54 а, - 132.81 а, + 88.54 а, pC/m* 


As Dy, En; are in same direction and D,, E, аге in same direction, 


where 0; is angle measured w.r.t. normal. 


5 and [E] = (2)? «(-3) +(5)? = 6.1644 


озб жо эеле 


[Ем 


B Ө, = 35795" 
This 0) is angle made by E, with the normal while 0, is shown with respect to 
horizontal. 


Ө, = 90-6, = 90 – 35795 = 54.205° 
Similarly if Ө, is angle made by E, with the normal then, 
cos 9 = Еа Бә. = Ом vee Ок» “Од 


202.1 | En | 


[D| 
er 
єх 102 +(-15)* +(10)2 ^" 
05 = 60.982° 


0, = 90-0; = 29.017° 
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5.10 Concept of Capacitance 


Consider two conducting materials М; and M, which are placed in a dielectric 
medium having permittivity £. The material M, carries a positive charge Q while the 
material M, carries a negative charge, equal in magnitude as О. There are no other 
charges present and total charge of the system is zero. In conductors, charge cannot reside 
within the conductor and it resides only on the surface. Thus for M, and М», charges + Q 
and - Q reside on the surfaces of M, and M, respectively. This is shown in the Fig. 5.13. 





Dielectric 


Fig. 5.13 Concept of capacitance 


Such a system which has two conducting surfaces carrying equal and opposite charges, 
separated by a dielectric is called capacitive system giving rise to a capacitance. 

The electric field is normal to the conductor surface and the electric flux is directed 
from M, towards M, in such a system. There exists a potential difference between the two 
surfaces of М, and М.. Let this potential is V,.. The ratio of the magnitudes of the total 
charge on any one of the two conductors and potential difference between the conductors 
is called the capacitance of the two conductor system denoted as C. 


Q 
С = = (1 
V (1) 
In general = © 
general, С = v ... (2) 
where Q - Charge in coulombs 


V = Potential difference in volts 


The capacitance is measured in farads (F) and 


1 coulomb 


1 Farad = 1vol ^ 





As charge Q resides only on the surface of the conductor, it can be obtained from the 
Gauss's law as, 


Electromagnetic Field Theory 5-33 Conductors, Dielectrics and Capacitance 


While V is the work done in moving unit positive charge from negative to the positive 
surface and can be obtained as, 


- 


= -f E-áL--[ E-aL 
Е 


Непсе capacitance can be expressed as, 
М $ =Е- 45 
= — = So 

C= V F ..- (3) 


If the charge О is increased, then Е and D get increased by same factor. The voltage V 
also increases by same factor. Thus the ratio Q to V remains constant as C. Hence 
capacitance is not the function of charge, field intensity, flux density and potential 
difference. 

Key Point : The capacitance depends on the physical dimensions of the system and 
the properties of the dielectric such as permittivity of the dielectric. 


5.11 Capacitors in Series 


Consider the three capacitors in series connected across the applied voltage V as 
shown in the Fig. 5.14. Suppose this pushes charge Q on C, then the opposite plate of C; 
must have the same charge. This charge which is negative must have been obtained from 
the connecting leads by the charge separation which means that the charge on the upper 
plate of ai is also Q. In short, all the three capacitors have the same charge Q. 


Equivalent 


H 

i 

i 

RR v | Са = сарасйапсе 

H : 

1 t 

| | | | 

i | 





О = GV = СУ, = С; У; 
" _ О, _ О. -Q 
Giving 4 У; = С. У, = с, 2 V3 = с, 


If an equivalent capacitor also stores the same charge, when applied with the samc 
voltage, then it is obvious that, 
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сы = © ог Ve 
eq 


4 V 
But, У = VA + V2 + V3 
Q ош о 
—— ++ —— 
Са С С; с; 
Ca [en G es 





Key Point : For all the capacitors in series, the charge on all of them is always same, but 
the voltage across them is different. 


5.12 Capacitors in Parallel 


Key Point: When capacitors are in parallel, the same voltage exists across them, but 
charges are different. 


The total charge stored by the parallel bank of capacitors Q is given by, 
О = 01%0:%03 
Ci V + CG V + СУ = (С, «С, +С.)У ... (1) 
Equivalent 


* * 
capacitance 
| Q, о, о; | A il 
+| + +] + +| + |, 


(а) (b) 
Fig. 5.15 Capacitors in parallel 
An equivalent capacitor which stores the same charge Q at the same voltage V, will 
have 


О = Cq V ... (2) 
Comparing equation (1) and equation (2), 
Ав Са = C1 + © + Сз 


It is easy to find Q,, О, and О. if V is 5 
For ‘п’ capacitors in parallel, Сш = С + C) +... + C 
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5.13 Parallel Plate Capacitor 


A parallel plate capacitor is shown in 
the Fig. 5.16. It consists of two parallel 
metallic plates separated by distance 'd'. 
The space between the plates is filled with 
a dielectric of permittivity =. The lower 
plate, plate 1 carries the positive charge 
and is distributed over it with a charge 
density + рс. The upper plate, plate 2 
carries the negative charge and is 
distributed over its surface with a charge 
density - р. The plate 1 is placed in z = 0 





ie. xy plane hence normal to it is Plate 1 
Z-direction. While upper plate 2 is in z = d 
plane, parallel to xy plane. Fig. 5.16 
Let A - Area of cross section of the 
plates іп m^. 
О =Р.А С ... (1) 


This is magnitude of charge on апу one plate as charge carried by both is equal in 
magnitude. To find potential difference, let us obtain E between the plates. 


Assuming plate 1 to be infinite shcet of charge, 
Е, = 5$ ay= 55 8, V/m (0) 


Тһе E, is normal at the boundary between conductor and dielectric without апу 
tangential component. 


While for plate 2, we can write 


E, = IPS an --25(-а,) V/m .. (3) 


The direction of Е, is downwards i.e. in -а, direction. 
In between the plates, 
F= E E -PS3 FS а =a P 
Е = E+E, Fg ae tog а, =", а, (4) 


Now dL dx а, + dy a, + dza, in Cartesian system. 
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2=0 p 
v=-f 75 a, + [dxa, +dya, «dza,] 
уа 
2-0 
_ _f Ps _ _Ps о. Ps[-d] 
теак ся 
2=а 
у = 259 y 
€ ^ 
The capacitance is the ratio of charge Q to voltage V, 7 
| _ О psA ЕА 
Ce wind a 2e 
Е 
Thus if, € = ££; 
A 
Се A F (6) 


Jt сап be seen that the value of capacitance depends on, 

1. The permittivity of the dielectric used. 

2. The area of cross section of the plates. 

3. The distance of separation of the plates. 

It is not dependant on the charge or the potential difference between the plates. 


5.14 Capacitance of a Co-axial Cable 


Consider a co-axial cable or co-axial capacitor as shown in the Fig. 5.17. 
Let a - Inner radius 
b = Outer radius 

The two concentric conductors аге 
separated by dielectric of permittivity ғ. 

The length of the cable is L m. 

The inner conductor carries a charge 
density +p, C/m on its surface then equal 
and opposite charge density -рі C/m exists 
on the outer conductor. 

Q= p_xL -- (1) 

Assuming cylindrical co-ordinate system, E 
will be radial from inner to outer conductor, 
and for infinite line charge it is given by, Fig. 5.17 Co-axial cable 





E = qua, ... (2) 
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É is directed from inner conductor to the outer conductor. The potential difference is 
work done in moving unit charge against E i.c. from r = b to r = a. 


To find potential difference, consider dL in radial direction whch is drà, 


у = =] асе 2а, ra, 


.. (3) 


w (4) 





5.15 Spherical Capacitor 


Ц 
Consider a spherical capacitor formed of 
two concentric spherical conducting shells of T 
radius а and b. The capacitor is shown in the 
Fig. 5.18. 


The radius of outer sphere is 'b' while FE Ж 
that of inner sphere is 'a. Thus b > a. The ^ Lt. ^ Np 
region between the two spheres is filled with 
a dielectric of permittivity = Тһе inner : 
sphere is given a positive charge + Q while i 
for the outer sphere it is - Q. r 
: 
t 





Considering Gaussian surface as a sphere ! 
radial direction and given by, 
= Q - 
E = — а, V/m .. (1 
] 4ner? 0 
The potential difference is work done in moving urit positive charge against the 


direction of E i.e. from r = b tor = a. 
К П 





у = -f E-aL-- 0. а, at Ө) 
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Now dL = dra, ... In radial direction 
r-a г-а 
У = -Í О à -dra, ш- Lar 
гь 417г сь Aer 


Е-Е 
.. 8) 


Now 


-- (4) 





5.15.1 Capacitance of Single Isolated Sphere 

Consider a single isolated sphere of radius “а, given a charge + О. It forms a 
capacitance with an outer plate which is infinitely large hence b = е, 

The capacitance of such a single isolated spherical conductor can be obtained by 
substituting b = æ in the equation (4). 
Ane 





but 1-0 


- 6) 


This is the case of а spherical conductor at а large distance from other conductors. 
Practically this fact is important in obtaining the stray capacitance of an isolated body. 


5.15.2 Isolated Sphere Coated with Dielectric 


Consider a single isolated sphere ; 
coated with а dielectric having i 
permittivity ғ,, upto radius r,. The radius 

е. 


of inner sphere is ‘а’ as shown in the [NDS „к, E 
e * . pU ow ><. % 
Бір. 5.19. It is placed іп а free space so des ond ee ` 
2 А ‚Же: П х D 
outside sphere £—£,. It carries a charge Pr ! a 2, " \ 
+ О. pe a 
ы i pc i 
So for а<г<т,,Е-ғ, а | D ; 
Xil 5 a d 
7 
and for г> тр, E= ^ 
Outer sphere 
1 at oo 
1 
: 
Fig. 5.19 
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The potential difference is work done in bringing unit positive charge from outer 
sphere г = æ to inner sphere г = a against E. This is to be splitted in two as, 
* т-а 
V = -f E-dL=- | Еа 
£ ae 
r=r] М = г-а 12 _ 
у = – | Edl- | Е-й - (6) 


r=% тегі 


Now fora <r <n, 














É = Q та, - (7) 
4n£,r^ 
Now for ц <r < о, 
= Q 2 
E = —а ... 8 
Е 4neqr? ' 9 
whilc dL = dra, ав Ei and E are in radial direction. 
гит] г=а 
У = - | Q ға, "Фа, - | - Q 78, «Яга, 
rie AMET ae åer 


ап | £o 
.Q|1(1) 1(1| 111 
i 4n £g n € a € г 





т 
9 ... (9) 
. (10) 
1 8 а mnj Ец | 
Now e^ re . (11) 
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(12) 


al 
ts 
E 
> 
8 
wt 


Now С = "TEE S Capacitance of spherical capacitor 
ІН) 
C, = 4m£Qr = Capacitance of isolated sphere 
c age Л. .. (13) 
C 


—— (14) 


GG 
Thus total capacitance can be treated to be the two capacitors C, and С, in series. 


5.16 Composite Parallel Plate Capacitor 


The composite parallel plate capacitor is one in which the space between the plates is 
filled with more than one dielectric. Consider a composite capacitor with space filled with 
two separate dielectrics for the distances d, and а,. 

This is shown in the Fig. 5.20. The Plate 1 
dielectric interface is paralel to the 
conducting plates. 

The space d, is filled with dielectric 
having permittivity ғ, while space d, is 
filled with dielectric having permittivity 
£3. 

Let О = Charge on cach plate 

Е; = Field intensity in region d, 





E = Field intensity in region 4, 
Both the intensities are uniform. | 


Plate 2 
Fig. 5.20 Composite parallel plate capacitor 


М, = Еа 
and V, - Е,4, 
where E, and E; are the magnitudes of the two intensitics. 

У = М+\, = E,d, +Е,4, (1) 


At a dielectric - dielectric interface, the normal components of flux densities are equal 
ie. Dyni =Dwz- 


Now D, = € E, and D, = €,E, 
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Substituting in equation (1), 


V z Pd +—2 d, 
= 2 


Conductors, Dielectrics and Capacitance 


.- (2) 


The magnitude of surface charge is same on each plate hence 


Ps = Dj =D, -- (3) 
Substituting in equation (2) 
2 o |% d2 
у = АЕ 0) 
-Q.Q 
Now С = vo Ta _ 4; 
Ps € & 
But О = psxA 
Б PsA A 
С = pe "uod ... (5) 
Slave) & 
1 1 
ба атут zu 
АА &A С C 
where С, = ma and C, Ei 
2 
Thus the result can be generalized for a capacitor with n dielectrics as, 
- (7) 





5.16.1 Dielectric Boundary Normal to the Plates 


Consider the composite capacitor 
in which dielectric boundary is normal 
to the conducting plates. 

The dielectric €, occupying area 
А, of the plates while the dielectric €; 
occupying area А;, as shown in the 
Fig. 521. 

The total potential across the two 
plates is V and distance between the 
plates is d. Hence magnitude of Eis, 


У 
Bos 





Fig. 5.21 Dielectric boundary normal to the 
plates 


(8) 
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At the boundary, both Е, and Е, are tangential and for dielectric - dielectric interface 
tangential components аге equal. 


А у 
Egg = Eua =E E; gr -. (9) 
Now D, = £f and D, = & E, 
рр АН; cx. pee BY ... (10) 


а 
On the plate the charge is divided into two parts. 


On area A,, the charge density is рс; =D, while on area A;, the charge density is 
Ps: =D). 








О = Qi*Q.; = fS A, +р»А, = ВА, +р,А, — (11) 
_ БУА; Е,УА, 
=a .. (12) 
&VA, ЕМА, 
.Q d d 
Now Cz ү у *— 
1 2 


С = Sp fan 2C, +С, ... (13) 


Thus if dielectric boundary is parallel to the plates, the arrangement is equivalent to 
While if the dielectric boundary is 





two capacitors in series for which C, = 1 1^ 
GG 
normal to the plates, the arrangement is equivalent to two capacitors in parallel for which 
Cog 76 +С.. 
та» Example 5.12 : Find the capacitance of a conducting sphere of 2 cm in diameter, covered 
with a layer of polyethelene with €, — 2.26 and 3 cm thick. 


Solution : The sphere is shown in the Fig. 5.22. 


а = Radius of sphere = 9 = 1 ст 


г =a + Thickness = 1 + 3 = 4 cm 


This forms two capacitors in series. 


C, - Capacitor due to spherical arrangement of 
concentric spheres 
QUARE 





Here а = 1 cm and Б =r, = 4 ст. 
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а 2 33527 pF 


i meram 


And С, = Due to isolated sphere of г, = 4 cm = 4mer 
But between this sphere of radius г, and sphere at с, the diclectric is free space ер. 
С, = 4n£yn -4nx8.854x 1077 x 4x 107? = 4.4505 pF 
1 : : 
Cy = ME n ... С, and C, in series 
GG 
GC, 
С, +С, 
3.3527 x10? x 4.4505 107 
10:12 (3.3527 + 4.4505] 








ш 1.9121 pF 


Students can use direct formula for such a case, 


mw Example 5.13 : A parallel plate capacitor with a separation of 1 cm has 29 kV applied, 
when air was the dielectric used. Assume that the dielectric strength of air as 30 kV/cm. A 
thin piece of glass with є, = 6.5 with a dielectric strength of 290 kV/cm with thickness - 
0.2 cm is inserted. Find whether glass will break or air ? 


Solution : The arrangement is shown in 
the Fig. 5.23. 
There are two capacitors formcd. 


= А 


Cur = E 


8.854х10-2 A 
0.8510? 


11067x10?A Е 





Fig. 5.23 
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C 20=,А _ 8854x107 x65A 
сара 4, 0.2x10~ 
= 2.8775х10% А Е 
Сы = Cair and Ca ass In Series 


Cair X 
x EE сы -1.0657х10:% A Е 
Cair + Coss 





Let arca of cross-section А - 1 m?. 


C, = 1.0657x10^? Е 











eq 
Total charge Q = Ce x = 1.0657 x107 ° x 29x10? 
= 30905x10* С 
Vair = e кыы ан 9259 КУ 
Ага Vae = У-У, =29 КУ--27.9259 КУ 21.074 КУ 
Ear = 4 2090395007 «349x105 V/m 
= 349x10* V/cm = 349 kV/cm 
And Epa s ee „Ши. = 537 kV/cm | 


2 
The dielectric strength of air is 30 kV/cm and Еш, is more than that hence air will 
breakdown. 
The dielectric strength of glass is 290 kV/cm and Eass is less than that hence glass 
will not breakdown. 


юш) Example 5.14 : The width of the region containing Ер in the Fig. 5.24 is 1.2 m. Find 
Ері if £g; =2.5 and the total capacitance is 60 nF. 






Conducting 


ға plates 


ЕЮ. 5.24 
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Solution : In this case, the dielectric interface is normal to the plates. Hence two capacitors 
formed are in parallel. 
Now d - 2 mm same for both the dielectrics 
A, = 12x2 = 24m? and А, =0.8х2 =1.6 т? 
tg£gA, _ 8854х10 "eg, x24 


< =: -8 
С, = 4 = = 1,062x10%e,, Е 
-І2 
€; 2 EER À > РЕ 8.854х10 х2.5х1.6 = 1.770810 F 
d 2x10? 
5 Са = С +С, = 1.7708х10% +1.062х10°* єр 
But Са = 60nF 


60x10? = 1.7708х10% +1.062x10e,, 
1062x10 єр = 42292х10% 
Ер = 3.9823 


5.17 Energy Stored іп а Capacitor 


It is seen that capacitor сап store the energy. 
Let us find the expression for the energy stored 
in a capacitor. 


Consider a parallel plate capacitor as shown 
in the Fig. 5.25. It is supplied with the voltage V. 


Let ay is the direction normal to the plates. 


Е = Ew _@) 





The energy stored is given by, 





O 
We = 21 955) 
1 = + si 
= 21 ЕЕ*Е dv but Е-Е = |Ë] 
vol 
= } j Ef av but |E] = + 
vol 
= дем; [4 but f dv = Volume = Ax d 
vol vol 
1 V^Ad 1ғА 
Seem Ld 


T 
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If the dielectric is free space then there is increase іп the stored encrgy if free space is 
replaced by other dielectric having £, 51 . 


5.17.1 Energy-Density 
As seen in earlier chapter, energy density is the energy stored per unit volume as 
volume tends to zero. 


1 z? 
Wy = ze JE dv 


We = ЕР J/m? = Energy density 


Using |D| = s|E| we can write, 





mw Example 5.15 : A pair of 200 mm long concentric cylindrical conductors of radii 50 mm 
and 100 mm, is filled with a dielectric with Е-10ғ0. A voltage is applied between the 
6 
conductors which establishes E Da. Calculate : 
а) Capacitance b) Voltage applied с) Energy stored. 


Solution : The arrangement is shown in the Fig. 5.26. 
a) The capacitor is not a function of voltage V or E, 
it depends on dielectric and physical dimensions. For 
coaxial conductors, 
с- 2neL 


0 
а 
2n(10£5 )x200x10^ 


А 100x10 
т ———— 
50x10% 





= 160.518 pF 
b) E is furction of r hence using, 


у -| Beat=- fa, “(ага, ] 


ll 


r-a 10* r-50 
-| 9 ағ--0 [mpm 
r-b 


Electromagnetic Field Theory 5-47 Conductors, Dielectrics and Capacitance 





= 106 [1п50х10* —1n100x107?] = 693.1471 kV 


c) Wp = 1с у? =15160518х107° «(693.147 x10?)? 


= 38.5606 J 


М 


Alternatively, И: = І гејр ду = КРА 








= юе | f \ 1 drdodz 


z-200-0r-a 


һә 


= 3856] 


5.18 Method of images 


The mcthod of images is introduced by Lord Kelvin in 1848. The method is suitable to 
determine V, E, D and р; due to the charges in the presence of conductors. The 
conductors carry the charge only on the surface and surface is an equipotential surface. 
The method of images helps us to find V, E, D and p, due to the charges in the presence 
of conducting planes which are cquipotential, without solving Poisson's or Laplace's 
equations. 


5.18.1 The Image Theory 

Consider a dipole field. The plane exists midway between the two charges, is a zero 
potential infinite plane. Such a plane may be represented by very thin conducting plane 
which is infinite. The conductor is an equipotential surface at a potential V = 0 and E is 
only normal to the surface. Thus if out of dipole, only positive charge is considered above 
a conducting plane then fields at all points in upper half of plane are same. In other 
words, if there is a charge above a conducting plane then same ficlds at the points above 
the plane can be obtained by replacing conducting plane by equipotential surface and an 
image of the charge at a symmetrical location below the plane. Such an image is negative 
of the original charge. 

The images of various charge distributions are shown in the Fig. 5.27 (b). Where the 
conducting plane in the Fig. 5.27 (a) is replaced by an equipotential surface with V = 0. 
The charges may be point, line or volume charges. 


The conditions to be satisfied to apply the method of images are, 
1. The image charges must be located in the conducting region. 


2. The image charges must be located such that on the conducting surface the 
potential is zero or constant. 
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-PL Фр, “PL Фр, 











е н З, е Б; Ез; 43. 
*Q Tout *Q | s ы 
Perfectly conducting plane V = 0 Equipotential [surfac V =| 0 
МОРИЗО (за раан ессе НЫНЕ БЕ "АВ 
| б Image 1 Image 2 | Image 3 
. RS 
*Q «р „ al 
ыы? 
PL *py 
1 
(а) Charge distributions above (b) Images of the charges according 
conducting plane to image theory 


Fig. 5.27 Basics of method of images 


The first condition is to satisfy Poisson's equation, while the other to satisfy the 
boundary conditions. 


5.18.2 Method of Images for Point Charges 


Consider a perfect conducting plane in xy plane, infinite in nature. The point charge 
* Q is located at z - h, above the plane. It is required to obtain Е at any point above the 
plane. Then replace the plane by the equipotential surface and get the image of О, below 
the plane. The image charge is - Q, located at z = – h. The original charge and plane аге 
shown in the Fig. 5.28 (a) while the image is shown in the Fig. 5.28 (b). 


z Р(х,у,2) 2 P(x.y.z) 
е R -> 
Е Б, -- 
Е= 7 Quum / 
(бо) ^ 
2 
7 
\=0 / R2 v-0 





(a) Original charge and conducting plane (b) Method of images 


Fig. 5.28 
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Let us obtain Е at P (x, y, z) using method of images. 


Е = E «E where Ei due to + О, Ez due to- О 
о - -Q _ 
= —* īp +———_84 
ARER? ™ AmeQR2 № 
Now № = (x-0) a, +(y-0)ā, &(z-h)à, 


Ёз (да, +(у)а, *(z-h)a, 
ац = oa ee ere 
| || Jx *y* +(2-1)- 


And Rz = (x-0)a, +(у-0а, *[z-(-h)]a, 


К. ха, +уа, +(2+һ)а, 
ак. = Г г 
|R| fx? +y? +(z+h)? 


g- Q [Ка +уа,+(-Ва,] [xa, *y a, +(2+һ)а,] 
(x? +y? +(z—-h)?) 2 (х? +y? +(z+h)?)3/2 





It can be seen that if z = 0 then E has only the Z component. This confirms that E is 
always normal to the conducting surface. 
Let us obtain potential at P (x, y, z). =- 


The potential due to the point charge is given by, 


"E. 
y= 4тео R 





I ponite 
4ne, К 4ле, К, 


тазы Е 
R = | |е x? +y? +(z-h)? 
| Rz l-4 x? «y? +(z+h)? 


Vp Vi + V» = 


R2 


1 


аа EE PRIN 
P 480 | fx? «y? (г-Һ)2)/2 p? ey? (аа hy?) 
At z = 0, Ур = 0 V which confirms that surface of the conductor is cquipotential 
surface with V = 0. 
Similarly other parameters such as р =D, which is ЕЕ and Ey is E with 2-0, can 
be obtained. The total charge induced on the conducting surface also can be obtained from 
Gauss's law. 
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- 


шш) Example 5.16: A point charge of 25 nC located in free space at P (2, - 3, 5) and а 
perfectly conducting plane at z = 2. Find а) V at (3, 2, 4) b) E at (3, 2 4) с) pg at 
(3,2,2). Use method of images. 


Solution : The plane and point P are 
shown in the Fig. 5.29. 9P(2.-3.5) 

If the perpendicular is dropped from P 
on 2 = 2 plane at M then M is (2, - 3, 2) 
hence perpendicular distance of P from 
2-2 is 3. Now P is mirror image of P 
about z = 2 plane. 

So co-ordinates of P'(2,— 3,—1) as the 
distance of P’ from z = 2 must be 3. The 
charge at P' is — 25 nC. 


a) V at (3, 2, 4) 


au p ae Fig. 5.29 
ARERI 4ne oR, 


J (3—2)? +[2-(-3) +[4-5]? =5.1961 
4 (3-2)? +[2-(-3)]? +[4—(—1)]? 27.1414 


25х10 [Г 1 1 
ута ANE E sania |01773 id 





A 
n 


к, 


b) Eat (3, 2, 4) 
Q - " Оз - 


Е = ЕЕ, = 
ARER? 8! ARER 








R = (3-24, *[2-(-3]a, +(4-5)ā, =a, +54, -à, 
[| = 41252 +1? = 427 
Кі = (3-2а, +[2-(-3)]а, *[4-(-1)]a, =a, +55, +53, 


| | = \/1?+52+5? = 51 


= _ 25х10 | R R2 № К 
= tre. $5215 | ИП 224.693 За 
о КЕ | К | Кү R 
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_ 224.6081 7.12 x 10? а, + 0.035 а,-712х107 а, 
~2.745x10~ a, - 0.0137 а, -0.0137 a,] 


0.9833, +47852, -4678а, V/m 
c) ps at (3, 2, 2) 

To find pg, let us calculate E first at (3, 2, 2). 

Q о, = 


= Е +E: = ----Ш.. âp tà 
4ne,R2 М аптек: ™ 


wil 


Now Ri = (3-2aà, +[2-(-3)a, +(2-5)а, =a, +5а 
Б: = (3-2) а, +[2-(-3)la, +[2-(-1)]a, =a, «5а, 
Substituting | Ri | , | Rz | in the equation of E we get, 
Е = -6.51 а, V/m 
= в Е=- 57.64 а, pC/m? 
But ps = |Бч|-|Б|-57.64 pC/m? 


ol 


But as D is directed іп -а, direction, ру must be negative, 
ру = -57.64 pC/m? 


Examples with Solutions 


neb Example 5.17 : A capacitor with two dielectrics is as follows : 
Plate area 100 ст’, Dielectric 1 thickness = 3 mm, €, = 3, Dielectric 
2 thickness = 2 mm, є, = 2. If a potential of 100 V is applied across the plates find the 
energy stored in each dielectric and potential gradient in each dielectric. 
_ А £,A 


Solution : ec. aee d 


And C, and C, are in series. 


£g£yA _ 8854x107? x 3x100x107 





С, = 
1^. d 3x10? 
- 8854x107! F 
, _ Eg£pgA _ 8854x101? x2x100x10 * 


= 8854x107! Е 
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Е = с, C; E -11 

os Се = CC. = 4427x10 F | 
_ Q 

Now Се = y 


= О = Ceg У = 4427x107! x100 = 4.427x10°C 
The charge Q remains same for С, and C}. 


Ci у hence V4 = 50 V 


While Сот 2 hence V, = 50 V 
2 


The energy stored in each dielectric is, 


ТА 
Wa = Wp = = С.М = ©? = 0.1106 и} 


The potential gradients are, 
V 50 


E 1. = ———~ = 16.667 kV/m 
1 ^ d 3x10? 
"Dc. MS 
and E; = а, = 2х103 = 25 kV/m 


m Example 5.18 : The interface between two dielectrics is defined by x = O plane For 
dielectric 1, x > 0, ер, = 4 while the dielectric 2, х < 0, ер, = 3. If the electric flux density 
in region 1 is given by D, =24, +За, +43, С/т?, find D. 


Solution : The arrangement is shown in the Fig. 5.31. 
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The normal direction to x - 0 plane is à, hence out of D, the component of a, is 
normal component of D,. 
Du = 2a, 
Da = за, +44, 


From the boundary conditions, 





Ом = Dye | 

0% = 2а, 
And Dani n Е1 Ер 
Dunz £3 fn 


= = 4 = zs 
Dinz = Dui [5] = 4а, +5.333а, 


Б, = Dy; «D, = 24, +44, +5.333 а, C/m? 


ма» Example 5.19 : А copper conductor having а 0.8 mm diameter and length 2 cm carries а 
current of 20 A. Find the electric field intensity, the voltage drop and resistance for 2 cm 
length. Assume conductivity of copper as 5.8 х107 S/m. 


Solution: d = 0.8 mm, L=2cm, [=20А 
- I 
ІЛ = 5 





20 
2108х10-2 


= 39.788 х106 A/m? 


Мом/ ІЛ = ЧЕ 
= I 6 
| Ej = [I 32:788x10° 686 ула 
с 5.8х10 
Апа У = EL = 0.686х2х10-? =0.0137 V 
_ V 00137 4 
T^ 20 -6.86x10* Q 


imp Example 5.20 : A conducting sphere of radius 5 cm has a total charge of 1 uC. The 
sphere is surrounded by an inhomogeneous dielectric sphere 5 <т S10 ст т which relative 
permittivity varies as £, = 0.1/r. A second conducting spherical surface is at r - 10cm. 
Calculate the potential difference and capacitance between the conductors. 
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Solution : The arrangement is shown in the Fig. 5.32. 
Ав ғ, “1 , the standard formula for spherical 


capacitor cannot be used. 


In spherical conductor E at a radial distance r is 
given by, 

















= Q . 
Е - a, Vim 
Anger? " / 
У = -| Еа 
r-5cm 
= - Q z 4, dra, Note £— ££ 
r= 10 ст ЖЕТ 
r= 0.05 0.05 
= = 1 dr = 2 | 10 
WÉp ел ЕБ REQ tor Г 
10Q 909, 0.05 
7 “але, {in "irl; =- 4 к=о н 95) сін 
= 62.298 kV 
Q 1x10* 
And С = 5 =—— = 16.051 pF 
У 62.298x 10 У 


пә» Example 5.21 : The relative permittivity of dielectric іп а parallel plate capacitor varies 
linearly from 4 to 8. If distance of separation of plates is 1 cm and area of cross section of 
plates is 12 ст?, find the capacitance. 


Solution : The arrangement is shown in the Fig. 5.33. 


The е, varies linearily from 4 to 8, along g,74 5258 
x direction. The equation for linear behaviour / 


is, 
а AIL 


At x=0, £ ЗЕ = 4 


4-0 | ЧО fF B 
C=4 етан 
- At x= 0.01, £, =e, = 8 vl aid | 
8 = 001К+4 х=0 x=1 cm 
= 0.01 cm 
Fig. 5.33 
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K - 400 

ғ, = 400х+4 ... (1) 
Now let plate at x = 0 carries positive charge. 
+рѕ a 


-.. due to plate at x = 0 


ml 
N 
m 





And E, = Ps (-а,) ... due to plate at x = 0.01 


mi 
! 
© 
+ 
mil 

N 
i 
72 
«Л 
м 
ж 


-.. between the plates 


and Е = £g£, -£g [400 x 4] ... from equation (1) 


0 0 
Ps Ps 1 
У = - ——— —— dx=- dx 
xz 0.01 £o( х+4) £o ET 


ps [In400 х+4 y 
“-Ө 400 


- ae; "| 
—р5 (— 0.6931) 
400х 8.854х10712 

= 195715x10$p. V 
And О = pg A 





C= Ос. йш... ... А = 12 ст? 
V 195715x105 ps 


12x10 
195.715х106 


6.1313 рЕ 


таў» Example 5.22: А spherical condenser has a capacity of 54 pF. It consists of two 
concentric spheres differing in radii by 4 cm and having air as dielectric. Find their radii. 


Solution: С = 54 pF and b-a=4cm, ғ,-1 
The spherical capacitor has a capacitance, 
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С = ———~ where b»a 


4тх 8.854x10-” (ab) 


54x10" = 
(Ь-а)х10? 
but b-a-4cm, 107? as b - a in cm 
ab - 19413x 107? | 
Now b = 4x10? +a .. From b - a = 4 ст 
д а(4х102+а) = 19413x107 


a? +0.04 a -0.019413 = 0 


" | 
2:500/5000 2000009). азары 


2 


.. Neglecting negative value 


And b 4x10? +a = 0.1607 m 


imb Example 5.23 : Let A = 120 ст?, d = 5 mm and єр = 12 for a parallel plate capacitor - 
a) Calculate the capacitance. 
b) After connecting a 40 V battery across the capacitor, calculate E, D, Q and the total 
stored energy. 
с) The source is now removed and the dielectric is carefully withdrawn from between the 
plates. Again calculate E, D, Q and the energy. 
d) What is voltage between the plates. 


ЕА _ 8.854x 10-2 x12x120x10* 


Solution : a) С = d 551025 = 255 рЕ 
b) с- 9 
О = СУ = 255x10? x40 = 102 nC 
Е = Уш. ару 
а 5x10^ 
D = ғЕ = єєр Е = 0.85 pC/m? 
МЕ = jov? -1x255x107? x (40)? = 0.204 pJ 
c) Though source and dielectric is removed, Q on the surface remains same. 
О = 102 nC 
D = р; =Q „102x10? _ 0.85 pC/m? 


A 120x107 
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Now E = B = 96 kV/m ... Now £- £p. 


and as V is now not same across the plates, calculate Wy. as, 


2 








= ісу:-1с|9| i -9 
We = 5СУ -24|2) i m As V= 
1 2 
ме = 5 
апа С = 5А = 21.249 рЕ ave Ses 
| _ 1 (02х10)? _ 
te We 7 2 2124951072 48 
d) у - 8. 10.2x10? aan 
С 21.249х107° 
1 


wb Example 5.24: A 4 mF capacitor is charged by connecting it across 100 V/d.c. The 
supply is disconnected and another uncharged 2 mF capacitor is connected across it. If 
leakage charge is negligible, determine the potential between the plates. 


Solution : The arrangement is shown in the Fig. 5.34. 


= 2 Veq = Voltage 
between 
the pletes eng 


Fig. 5.34 
Initially when C, is charged to 100 V 4.с., the energy stored is, 
E - 5 С, V? = x4x 10-3100? = 20] 


This energy must remain same while voltage across the two must Бе same ав У. So 
total energy in the new arrangement is, 


1 2 1 2 
20 = 1х4х10-3 V2 +15 10-3х\2 
= 2% х eq +5Х = 
27-2 
Vea ш 6666.6667 
Уа = 81.6496 V ... Potential between the plates 
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"mp Example 5.25 : Find the capacitance of the system shown, if length of the plate is L т. 
[UPTU : 2002-03] 





ЕЮ. 5.35 


Solution : The equivalent arrangement is two capacitors connected in parallel, as shown in 
the Fig. 5.36. 


For C, A, = XL 








ep ЕЕ msg 





For Cj, А, = axl 











NE 
с. = Аз #25 
Fig. 5.36 27 -4-5-%4 
Е ИЛ, EWL А 
i Сы = Gt, = 2 4-1 2 d ... Parallel capacitors 
Я Gc arte +Е,) ... Required capacitance 


mp Example 5.26 : Find the capacitance of the system shown if length of the plate is L т. 





Fig. 5.37 
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Solution : Area А - WxL is common to both the capaciters. The equivalent arrangement 
is two capacitors in series as shown in the Fig. 5.38. 


£&A қ £,A 
С = mE while С, = -2- 
where A = WxL 





| The equivalent capacitance of the 
&A 


C 
А Е | : c =- GG . d 


“4 C +С, &А БА 
а а 
Fig. 5.38 





Е,А 
а 





А 
ға 8162 


€ +E, 





... Required capacitance 





m Example 5.27 : Find the total current in a circular conductor of radius 4 тт if the 
current density varies according to J = (10% / r) А/т?. 
Solution : Тһе current is given by, 
I = %)-45 
5 

Assuming J given in a, direction, dS = rdr dò а, 

_ = 4 

7-45 = 10 xrdrdo- 10% dr dọ 


2n 4x107? 28 
| 10° 446-1048 ы 


0-0 г=0 


=ч 
Ш 


= 10!x4x107?x2xm = 801A 


шщ» Example 5.28 : The electric field intensity in polystyrene (е, = 2.55) filling the space 
between the plates of a parallel plate capacitor is 10 kV/m. The distance between the plates is 
1.5 mm. Calculate : i) The surface charge density of free charge on the plates ii) The 


potential difference between the plates. [ОРТО : 2006-07, 5 Marks] 
Solution : e, = 2.55, Е = 10 kV/m, а = 1.5 mm 
i) D = £ £, E = 8.854 x 10-12 x 255 x 10 x 10° 


22577 x 10 ^ C/m? - 
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D = 22577 x 1077 Chm” nor 


Ps = 
V V 
ii E = — ie 10х10----- 
i) асе 155105 
У = 15V 3 


іне) Example 5.29 : The "alectric field infensity at a point on the surface of a conductor is ~ 
өтеп by | | 
Е = 02а, – 0.3 а, —02a, V/m. Find the. surface charge density at that point. 
[ОРТО : 2006-07, 5 Marks] 
Solution : Е = 0.2а, – 03a, – 02a, V/m 
Let the surface of the conductor is the interface between air and thc conductor. 


Dy - еі; where Ey =E 


Dy = 8.854 х 10 4 (02a, -034, –028,] 


It 


1.7708 а x,~ 2.6562 ay - 1.7708 а, pC/m* MEER 
Ps = Dy = 177085, - 2.6562 а, - 1.7708 а, pC/m? у 
Ps at that point = 4 (1.7708)? + (2.6562)? +(1.7708)? 
= 3.6506 pC/m? 


тж)» Example 5.30 : Given the potential V = 10 G + xy) and a point P(2, — 1, 3) on а 
conductor to free space boundary. find V, E, D at point P. [UPTU : 2007-08, 5 Marks] 


Solution : V = 10 (х2 + xy, P(2, 1, 3) 


i) V = 10[2 + (2) (- ] = 10 [4-2] = 20 V . 
: TES әу, (OV. ӘУ. 
ч) Боз -vv = -| 5а, о „| " 
= – [(20x + 10 y) a, + 10x a, +0а,] 
Ep = - (20 х2 10) а, + 10 x 2a,] =-30а, -20а, Vim 
ii) D = e E= 8854 x 107 [- 30a, – 20 à,] 


- 0.2656 à, – 0.1771 а, nC/m? 
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Review Questions 


f$ е м 9 оғы омы 


м за зі зы р ыыы 
NAGASE б 


Derive the relation between І and J. 

Derive the relation between J and p,. 

State and explain continuity equation of current in integral form and point form. 
Fxplain the classification of materials based on energy band theory. 


. Explain the properties of conductor. 
. Derive the Ohm's law in point form. 
. Obtain the expression for resistance of a conductor. 


What is relaxation time ? Derive expression for it. 


. Explain the polarization in dielectric materials. 


Explain the properties of dielectric materials. 


. Explain and derive the boundary conditions for a conductor free space interface. 


Explain and derive the boundary conditions for a dielectric - dielectric interface. 
Explain the law of refraction at dielectric-dielectric interface. 

Explain the capacitance and derive its basic expression. 

Derive the expression for capacitance of parallel plate capacitor. 

Derive the expression for capacitance of co-axial cable. 

Derive the expression for capacitance of spherical capacitor. 


. Derive the expression for capacitance of isolated sphere. я 


Derive the expression for capacitance of isolated sphere coated with dielectric. 


. Derive the expression for capacitance of composite parallel plate capacitor. 


. Explain the method of images. 
1 Find thé current density and E for an aluminium having drift velocity of electrons 5.3 х107 m/s, 
conductivity 3.82 x10’ S/m and u, = 0.0014 m?/V-s. [Ans. : 1.45 x 10 A/ m?, 0.379 Vim] 
. A conductor of uniform cross section and 150 m long has a voltage drop of 1.3 V and a current 
density of 4.65 x10 A / m?. What is the conductivity of the material in the conductor ? 

[Ans. : 5.37 x10" S/m] 


. A potential field is given by У =150(x? – y?). The point P(4,—2,1) lies on the boundary of the 


conductor and free space. At P, obtain the magnitudes of 
а) У МЕ 
c) Еу d) Еа 
е0 атм f Ps. 
[Ans. : 1800 V, 1341.64 V/m, 1341.64 V/m, 0 V/m, 11.87 nC/m?, 11.87 nC/ur^] 


. Given J =10'sinOa, A / m? in spherical system, find current passing the spherical shell of 


r -002 m. [Ans. : 39.5 A] 


. Find the angle by which the direction of E changes, as it crosses the boundary between two 


dielectrics with dielectric constants 4 and 5. The incident angle is 50° with the normal. 
[Ans. : Ө, = 56.1273°, change by 6,1273°] 
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27. Find the capacitance of а parallel plate capacitor, if the plates are of area 1.5 т?, the distance 
between the plates is 2 mm, potential gradient is 10° V/m and pg as 2.5 wC/m’. 
[Ans. : 18.75 nF] 
[Hint : Potential gradient is E = УМ and Q =p, xA] 
. Find the capacitance of a parallel plate capacitor 
a) When the plates are of area 1 т?, distance between the plates 1 mm, voltage gradient is 10? V/m 
and the pg = 2n C/m^. 
b) When the stored energy is 5 m] and the voltage across the plates is 5 V. 
[Ans. : 20 nF, 0.41 F} 
. An electric field strength 1.2 V/m is entering а dielectric medium of ер — 4 from uir. The 
orientation of Е т air is 65° with respect to boundary. Determine the orientation of E in the 
dielectric and its strength in the dielectric. [Ans. : 0, = 7035? with normal, 0.7308 V/m] 
30. What is method of imges ? What conditions are to be satisfied to apply the method of images ? 
31. Explain the method of images for point charges. 


University Questions 


. Discuss the method of images to plain boundaries prolems. [UPTU: 2002-03, 2003-04, 5 Marks] 
. What is understood by boundary conditions in static electric field ? Why are the equipotential 
surfaces perpendiculat to the electric flux lines ? [UPTU: 2002-03, 5 Marks] 
. Discuss physically why 
i) The electric field is entirely perpendicular on the surface of perfect conductor. 
ii) The surface of a perfect conductor is an equipotential surface. | [UPTU: 2003-04, 5 Marks] 
. Discuss the boundary condition for electric field. [UPTU : 2003-04, 10 Marks] 
. Explain convection current" and conduction current. Derive ohm's law in point form. 
[UPTU : 2005-06, 5 Marks] 
. The electric field intensity іп polystyrene (в, = 2.55) filling the space between the plates of a 
parallel plate capacitor is 10 kV/m.The distance beween the plates is 1.5 mm. Calculate : i) Тһе 
surface charge density of free charge on the plates ii) The potential difference between the plates. 
[UPTU : 2006-07, 5 Marks] 
7. Derive dielectric - dielectric boundary conditions. ГОРТО : 2006-07, 5 Marks] 


8. The electric field intensity at a point on the surface of a conductor is given by 
Е = 02а, – 0.3 а, 02a, V/m. Find the surface charge density at that point. 
[UPTU : 2006-07, 5 Marks] 
9. State and prove continuity equation. [UPTU : 2007-08, 5 Marks] 


10. Given the potentis] V = 10 oÊ + xy) and а point Р(2, - 1, 3) оп a conductor to free space 
boundary find V, É, D at point P. [UPTU : 2007-08, 5 Marks] 
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11. The Fig. 5.39 shows a capacitor consisting of two parallel, conducting plates separated by a 
distance d. The space between the plates contains two adjacent dielectrics, one with permittivity c, 
and surface area А and another with =, and А. Find total capacitance C, C = Cy + С). 


LV 


Fig. 5.39 


[UPTU. : 2007-08, 5 Marks] 


. Use Fig. 5.39 and find the electric fields E, and E, in two dielectric layers. 
[UPTU : 2007-08, 5 Marks] 


. Show that the capacitance of a parallel plate capacitor is given by C = = where с is the 


permittivity of the dielectric іп between the plates, A is the surface-area of the plates, and d is the 

distance between the plates of the capacitor. [UPTU : 2008-09, 4 Marks] 
. Derive an expression for the capacitance per unit length of a coaxial cable with permittivity € 

inner diameter d and outer diameter D. [UPTU : 2008-09, 6 Marks] 
. Define the following terms with suitable examples : [UPTU : 2008-09, 10 Marks] 

i) The dielectric material 

ii) The conductors 

iii) The homogeneous medium 

io) The linear medium 

v) The isotropic medium 





OOO 


(5-64) 


Poisson's апа Laplace's Equation 





6.1 Introduction 


In earlier chapters, the Е and D in the given region are obtained using Coulomb's law 
and Gauss's law. Using these laws is casy, if thc charge distribution or potential 
throughout the region is known. Practically it is not possible in many situations, to know 
the charge distribution or potential variation throughout the region. Practically charge and 
potential may be known at some boundaries of the region, only. From those values it is 
necessary to obtain potential and E throughout the region. Such electrostatic problems are 
called boundary value problems. To solve such problems, Poisson's and Laplace's 
equations must be known. This chapter derives the Poisson's and Laplace's equations and 
explains its use in few practical situations. 

6.2 Poisson's and Laplace's Equations 


From the Gauss's law in the point form, Poisson's equation can bc derived. Consider 
the Gauss's law in the point form as, 


VD = р, ... (1) 
where D = Flux density and p, = Volume charge density 


It is known that for a homogeneous, isotropic and linear medium, flux density and 
electric field intensity are directly proportional. Thus, 


D = cE ... (2) 
VecE = p, ... (3) 
From the gradient relationship, 
Е = -VV ... (4) 
Substituting (4) іп (3), 
Vee(-VV) = р, ... (5) 
Taking —€ outside as constant, 


-e[V ‚У У] = р, 


(6 - 1) 
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VeVV = -Px ... (6) 


Now У «У operation is called 'del squared' operation and denoted аз V?. 


2y = Pv 
viv. Р -O 


This equation (7) is called Poisson's equation. 
If in a certain region, volume charge density is zero (p, -0), which is true for 
dielectric medium then the Poisson's equation takes the form, 


(For charge free region) 


‚ This is special case of Poisson's equation and is called Laplace's equation. The V? 
operation is called the Laplacian of V. 
Key Point: Note that if p, =0, still in that region point charges, line charges and surface 
charges may exist at singular locations. 


The equation (7) is for homogeneous medium for which Е is constant. But if € is not 
constant and the medium is inhomogeneous, then cquation (5) must be used as Poisson's 
equation for inhomogeneous medium. 


6.2.1 V? Operation in Different Co-ordinate Systems 

The potential V can be expressed in any of the three co-ordinate systems as 
У(х,у,2),У(т,ф.2) or V(r,@.¢). Depending upon it, the V? operation required for 
Laplace's equation must be used. 

In Cartesian co-ordinate system, 


9V 5 ,9У% Na 
Ox х ду y oz z 


_ afav), ILN] afav 
ry Sy | 4%) 


VV = 


(8) 


дх 


_ PV Qv OV. 
2 + 


22-0 
ду? 922 





The equation (9) is Laplace's equation in cartesian form. 


In cylindrical co-ordinate system, 
2y . 19( әуу 1(eV) V _ 
мае Tux эр] 92:79 _— (9) 


Тһе equation (10) is Laplace's equation in cylindrical form. 
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In spherical co-ordinate system, 
Ta" Зе) 1 (s s) 1 IM on 


— | ee — es 
Т Or | ато 00 r?sin^0 дф? ” (00) 





The equation (11) is Laplace's equation in spherical form. 


6.3 Uniqueness Theorem 


The boundary value problems can be solved by number of methods such as analytical, 
graphical, experimental etc. Thus there is a question that, is the solution of Laplace's 
equation solved by any mcthod, unique ? The answer to this question is the uniqueness 
theorem, which is proved by contradiction method. 


Assume that the Laplace's equation has two solutions say V, and V5, both are function 
of the co-ordinates of the system used. These solutions must satisfy Laplace's equation. So 
we can write, 


V7v, = 0 and V?V,- 0 ... (1) 


Both the solutions must satisfy the boundary conditions as well. At the boundary, úw 
potentials at different points are same due to equipotential surface then, 


Vy = V . (2) 
Let the difference between the two solutions is Vy. 
Va = У № ... (3) 
Using Laplace's equation for the difference Уц, 
V? Va = У2(У,-М,)-0 ... (4) 
V7v,-V- Vv, = 0 ... (5) 


On the boundary V, =0 from the equations (2) and (3). 
Now the divergence theorem states that, 

J V-A dv = { А. 45 еки ... (6) 

vol 6 
Let А -V4 V V, and from vector algebra, 

V*(aB) = a(V-B)+B-(Va) 
Now use this for У «(V4 V Vy) with a =V; and V У, =B. 
У (УУ Va) = V4(V*V V4)*V Va *(V Va) 


But V.V = V? hence, 

V e(Va V Va) = VaV? Va «V V,*V Va .. (7) 
Using equation (4), 

V e(Va V Va) = УМУ Va -- (8) 
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To usc this in equation (6), let А =V} V Va hence 
V e VaV Va = У.А = УУ, УУ, 
[УУ-У Va а = $ УаУУ4-45 -. (9) 


vol 5 


But V4 =0 on boundary, hence right hand side of equation (9) is zero. 

s [УМУМ dv = 0 ... (10) 
vol 

This is volume integral to be evaluated on the volume enclosed by the boundary. 

It is known that, С. C= | С|?, 

s | Iv val? dv = 0 as V V, is vector. -. (11) 
vol 

Now integration сап be zero under two conditions, 

i) The quantity under integral sign is zero. 

ii) The quantity is positive in some regions and negative in other regions by equal 

amount and hence zero. 


But square term can not be negative in any region hence, quantity under integral must 
be zero. 


И 
о 


|V Val” 
ie. VV = 0 ... (12) 


As the gradient of V, - V,—V, is zero means V4 -V, is constant and not changing 
with апу co-ordinates. But considering boundary it can be proved that 
У, - V, = constant = zero. 

У, = V, . (13) 

This proves that both the solutions are equal and cannot be different. 

Thus Uniqueness Theorem can be stated as : 


If the solution of Laplace's equation satisfies the boundary condition then that solution 
is unique, by whatever method it is obtained. 


The solution of Laplace's equation gives the field which is unique, satisfying the same 
boundary conditions, in a given region. 


6.4 Procedure for Solving Laplace's Equation 


The procedure to solve a problem involving Laplace's equation can be generalized as, 


Step 1 : Solve the Laplace's equation using the method of integration. Assume 
constants of integration as per the requirement. 
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Step 2 : Determine the constants applying the boundary conditions given or known for 
the region. The solution obtained in step 1 with constants obtained using boundary 
conditions is an unique solution. 


Step 3 : Then E can be obtained for the potential field V obtained, using gradient 
operation -V V. 


Step 4 : For homogeneous medium, D can be obtained аз ЕЕ. 


Step 5 : At the surface, ps - Dy hence once D is known, the normal component Dy to 
the surface is known. Hence the charge induced on the conductor surface can be obtained 
as Q= -| pds. 

Step 6 : Once the charge induced Q is known and potential V is known then the 
capacitance C of the system can be obtained. 

Шр, #0 then similar procedure can be adopted to solve the Poisson's equation. 
mmb Example 6.1: Determine whether or not the following potential fields satisfy the Laplace's 

eguation : 
а) V=x? -y? +22 b)V=rcoso+z c)V=rcos0+o [UPTU : 2003-04] 
Solution: a) V = x? -у? +2? 
V OV v 0: 


„92у = + 


at ay? 211524 az -y а] pe -y? +22] +55 а? z [€ -у2+22] 


9 9 9 
ш zely E215; [22] =2 -2+2 =2 


So У2Уж0 

Hence field V does not satisfy Laplace's equation. 
b) У = reoso+z 

In cylindrical co-ordinate system, 


ry a 12(,2V), (әу) әу 
NOS Е lox 





H = 2 [rcos$7]-cosó 

% z 35 [ссозф+]=-гэйш © 

X = 2 [reoso+z]=1 
= LE = = 2 [rcose]a- =1 созд 
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1|9?V 110 . rcosó coso 
М J = 23 -тзіне)|-- га =- P 











2 дӧ: 
92\ ut 
a ae Шар 
V? y = 1 сов 99.0 0 


So this field satisfies Laplace's equation. 
c) V = rcos 0*6 


In spherical system, 


1 9( ,9V 1 9 ду 1 2v 
ey [29v 1. ye ТӘНЕ y 
r? a | г? БЕТТІ іш 5) r? sin? 6 207 





дУ 29 
r? зү = тур [г с050+4]=г? (cos) 
2 „ду ‚2 
біп 0-2 = sin 0.4, [r cos0+¢]= sin 0[-rsin 0]- -rsin? Ө 
1 ov 1 1 
sss = 55 04 1]-0 
r?sin?@ 902 r?sin?8 2; Eos tap. r? sin? Ө 2505 
ү2у = èir cos6] +— ЛЕ) rsin? Ө) 
ш M 3 l [r 2sin Өсоз Ө]= 2 cos 6-2 cos 6 
r 6 r r 
= 0 


So this field satisfies Laplace's equation. 


таў» Example 6.2 : Verify that the potential field given below satisfies the Laplace's equation. 
V 22x!-3y? +z? 

Solution : Given field is in cartesian system, 

V ƏV ƏV 


ша уулаас е 
dx? dy? dz? 


-3[pe- -3y? es —[2х1- зу? ee) p? -3y? +2? | 


- 9 " = 
= КЕЛЕТ [22] 2 4-642 -0 


As V?V = 0, the field satisfies the Laplace's equation. 
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$ Example 6.3 : The region between two concentric right circular cylinders contains а 
uniform charge density p. Solve the Poisson's equation for the potential in the region. 


Solution : The cylinders are shown in the Fig. 6.1. 





Fig. 6.1 


Select the cylindrical co-ordinate system. In co-axial cable like structure, the electric 
field intensity E is in radial direction from inner to outer cylinder. 

Hence Е and V both are functions of only г and not of фала z. 
344 is existing while М апа = are zero. 


According to Poisson's equation, 


V?V = -Е, here p, =p given 
1 9( 90V p 
----|Т = -- 
rór| or € 


Integrating both sides, 
ov _ pr, pr? 
Pape Жакы лы 
where C, - Constant of integration 
oY oo tue 
Or е2 г 


Integrating both sides, 


У = -È 5 412 [inr]« C; 
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where C, - Constant of integration 


| pr? | 
У = тете In(r)4 C; 


Knowing the boundary conditions, С, and C; can be obtained. 
200 £g 
r24 


i) Use Poisson's equation, to find V as a function of r, if it is assumed that r?E, — 0 as 
r — 0 and V > 045 г — œ. Use spherical co-ordinate system. 


ii) Find potential V as a function of r using Gauss's law and line integral. 


Solution : i) Poisson's equation states that, 


ma Example 6.4 : In a free space, p, = 


V2v = -Px .. as free space €= £o 
0 
200= 200 
2 0 
уу Teo pA 
о 


of Ө and ф. 


Integrate, г? 4 - -| 200 r^ 94 dr C, 


oV 0.6 
rv - A6 = 333.33 г06 +C; .- (1) 


As E is the function of г only we сап write, 


Е = -УУ 2200 a, =Е,а, 
дт 
дУ 
апа Е, - “Эт ove (2) 
-r° E, = - 33333 г06 «C, ... (3) 
But as r0, гг E, 20  ... (given) 
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0 = 0 +С, 
С = 0 ... (4) 


V 
Using in equation (1), г? ы = — 333.33 г0ё 


A — 333.33 г- !* 
дг 
Integrate, | У = - 333.33 | г-Ч 4г«с, 


-04 
= - 33333 "+c, =833325 





(- 0.4) 2 ET с ... (5) 
Use У->0 as r= œ 
0 833.325 4C, =0+С 
(s)? 2 2 
C; = 0 .- (6) 
833.325 
У = У 
(г) 


ii) Let us verify this using Gauss's law. 


V.D = p, 

У е0 E = р; 
.g _ Ру _ +20060 200 
У.Е = fo rg rH 


where E=E,a, and no other component exist. 


Consider the radial component of E in spherical co-ordinate system and hence 
divergence of E is, 
) 200 


r?* 


dO EE 
: 

pod 
0.6 





Integrate, г? E, - 200 +С, = 333.33 r5 +С, 


But r? E, 90 as r0 hence C, =0 
г2 Е, = 333.33 108 
Е = а, = 333.33 r^ ^a, V/m 
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Now V 


-Í E-dL where dL=drā, in radial direction 
У = -| 333.33 r7! a, • dra, =-333.33 | ro аг 


_ 833.33 


г 04 


г-94 
- 333.33 zga +C +С, 


But У = 0 аѕ г — œ hence С, -0 


This is same as obtained above using Poisson's equation. 


6.5 Calculating Capacitance using Laplace's Equation 


As mentioned earlier, the Laplace's equation can be used to find the capacitance under 
various conditions. Let us discuss few examples of calculating capacitance using Laplace's 
equation. 


wab Example 6.5 : Solve the Laplace's equation for the potential field in the homogeneous 
region between the two concentric conducting spheres with radii a and b, such that b >a if 
potential V = О at r = b and V - Vg at r ға. And find the capacitance between the two 
concentric spheres. [UPTU : 2002-03] 


Solution : The concentric conductors are shown in the 
Fig. 62. 
` At r = b, V = 0 hence the outer sphere is shown at 
zero potential. 
The field intensity E will be only in radial direction 
hence V is changing only in radial direction as the radial 


distance г, and not the function of 0 and ф. - 
V=0, r-b 


According to Laplace's equation, 
Fig. 6.2 
ҮЗУ = 0 
У 
т" Эт) = 0 ... as У is function of r only 
9(:9У 
| Fr |) ys 
ду 
Integrate, г? р = | 0+С, -С, ... (1) 
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ӘУ G 





= - -2 
or po 
-2 с, r` 
Integrate, V= ja г dr+C, = 1 +С, 
С 
У = #6; ... (2) 
Use the boundary conditions, | 
V=0 at r=b апа V=V, at r=a 
C 
0 ш - +С, апа № =- +С, 


Subtracting the two equations, 
--а4-а 
S) 


1 1 
“Vo = Gi] 


С, = 











Electromagnetic Field Theory 6-12 Poisson's and Laplace's Equation 3 


As per the boundary conditions between conductor and dielectric, the D is always 
normal to the surface hence Dy. 


ps = ЖЕ», - 555 — C/m? 


i Тү» 
(2-5) 


Total charge оп the surface of sphere of radius г 
£ Vg 


l Е 
(is) 


Now Q 


X Surface area of sphere of radius r 


Now C 9 wherc V - Potential between two spheres 


V = Vo = Potential difference between two spheres 





This is the capacitance of a spherical capacitor. 


та» Example 6.6 : Use Laplace's equation to find the capacitance per unit length of a co-axial 
cable of inner radius ‘a’ m and outer radius 'b' m. Assume V Vy at r = a and V = 0 at 
r=b. | 


Solution : Тһе co-axial cable is shown іп the Fig. 6.3. 





Fig. 6.3 


Consider cylindrical co-ordinate system. The ficld intensity E is in radial direction from 
inner to outer cylinder hence V is a function of r only and not the function of $ and z. 
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Using Laplace's equation, | 
үзу = 0 
Сл АРГ V = КЮ ont 
TOT Dor = КА = ЦІ) only 
af ƏV 
(3| : 
ov 
Integrate, тү = Гоға-а ... (1) 
ау G 
or r 
с 
Integrate, V= | —*C = C [ir] C; ... (2) 


Using boundary conditions, V = 0 at r = b and V - V, atr =a, 
C, іп(Ы) «С, апа Vo =С, In(a) * C; 


C, {In(b)—In(a)}=C, | „(2 } 


0 


Subtracting, -Vo 


С 








апа 





mil 
u 
I 
а 
< 
І 
| 
Ы 


Now 
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= -Vo E Voe _ 
D = = ——2— a, = ба, C/m? 


(t) і "2 


Now D is existing normal to the surface as per the boundary conditions. 





Ps exists on entire surface area of inner cylinder. 


О = pgx Surface area of inner cylinder 
= ААА ee, ш 

b b 

rin — in| — 

a a 


The potential difference between the two cylinders is Vj). Thus V = Vp. 





Examples with Solutions 


тә» Example 6.7 : Two parallel conducting discs are separated by distance 5 mm at z = 0 and 
2 = 5 тт. If V = 0 at z = 0 and = 100 V at z = 5 mm, find the charge densities on the 
discs. 


Solution : The discs are shown in the Fig. 6.4. 


7 
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Consider cylindrical co-ordinates. The potential V 
is the function of z alone and is independent of r 


and 0. \ = 100 








УЗУ = 0 =0 .. Laplace's equation 
97 
қ ду 
Integrating, т J 042+С, =G, у 
Integrating, У = | C,dz+C, «С? +С, x 
Atz-0,V-0V and atz = 0.005 m, V = 100 dicm 
у А 
0 = С, (0) +С, thus C; -0 
and 100 = C,x0.005+C, thus C, = 20x10? 
V = 20x10?z V 
Now и ЗУ =- È [20x10?7]a 
oz * oz Ё 


= -20х103а, V/m 
D = г E- 8.854 х 10-2 х20х102а,--1.77х107а, C/m? 
- The D acts іп the normal direction as per the boundary conditions. Thus D = Dn. 
~1.7708x 107 a, 
| Ом | =1.7708x 107 C/m? = 177.08 nC/m? 


Dn 


Ps 


This is the magnitude of surface charge densities on the discs. So ps = £177.08 nC/m?, 
positive on upper plate and negative on lower plate. 


me Exampie 6.8: Two large parallel conducting plates at x = - 1 cm and x = 3 cm are at 
the potentials V, and V, respectively. The region between the plates is filled with the 
dielectric carbon-di-oxide with £, =1. Potential at x = — 0.5 cm is 70 V while at = 1.5 cm 
it is 450 V. Calculate V, and У, and E between the plates. 
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Solution: Тһе plates are shown in the Fig. 6.5, which are parallel to y-z plane. 


z 





Fig. 6.5 


The potential is changing with respect to x only and is independent of y and z. 


Integrating, T j 0 dx 4 C, =C; 


Integrating, V = | Gdx+C=Cx+C, 
Atx=-05cm, V=70V and ах = 15cm, У = 450 У 

70 = -05х102 C+C, and 450 = «15x10? С, +C, 
Subtracting, —380 = -0.5х10-? C, -1.5х10-2С, 

-380 = —2х10-2С, hence C, = 19000 

C, = 165 

У = 19000 х + 165 V 
V, = (Vatx--1cm)- -19000х1х10-? + 165 

= -25V 

and Vy = (V atx=3cm )= 19000x 3x10? +165 =735 V 


Е = -уу= У 3, = - 190003, V/m 
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wb Example 6.9 : Find V at P (2, 1, 3) for the field of two co-axial conducting cones, with 
V = 50 V at 0-30? and V = 20 V at 0=50°. 


Solution : V is a function of Ө only and not the function of r and ф. 


1 df. aV) 
EIE 


0 


= [0de« c =C, 


C 


=~ = = C, cosec@ 


V?V = 
2 sin eV 
90 90 
Integrating, 
2 Q9V 
sin 6 36 
ду 
99 
Integrating, V 


At 62307, V = 50 V 


50 


іс. 50 = - 13169 С, «С, 


30 
С 


Subtracting, 


V 


For P (2, 1, 3), 


9 = 


біп 0 
= |С, созвес0 40+ C; 
6 
= Cn tan; +С, 
and at 02509 V = 20V 


2 


30? o 
- С, In tan 5e and 20 = C, нал 397 


50 |< 


and 20 = – 0.7629 C, +С, 
– 0.5539 C, 
- 54.152, 


- 21.3125 


с, = 


2 


x=2,y=1,z=3 


36.6692° 


36.6992° 
2 





— 54.152 inf tan | -21.3125 


38.4489 V 


2 


~ 54.152 in tan 3 |-213125 ү Е 


Laplace's equation 


. Use 0 in degrees. 
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шә) Example 6.10: If V = 2 V at x = 1 тт and V = 0 at x = 0 and volume charge density 
р. is -10° Е, Cin? constant throughout the region between x = 0 to x = 1 mm, calculate 
V at x = 0.5 mm and E, at x = 1 mm in free space. 


Solution : Asp, is not zero, use Poisson's equation. 


У?У = 


.. ЕхЕр as free space. 


x 
As V is the function of x only and not of y and z, 


зу = 


Integrating, ov 


Integrating, У 


aV 
ox? 





= 10$ 


[10° dx 4 C, =10° x+C, 


106 x? 
2 





[(105x« €) ax « С, = + Cx C, 


Atx=0,V=0V hence, 0=0+0+C,, С, =0 
Atx =1mm=1x10“mV=2V 


2 = 


C, = 
У = 


6 
10 (1103)! «C (110) 


1500 
0.5х 108 х? +1500х V 


At x = 0.5 mm = 0.5х10 m, 


У = 


From V, Е = 


0.5x 10° [0.5103]? +1500x(0.5x 10) =0.875 V 


m 
-УУ- Tx а, 


- 2 [osx 106 x? +1500 x]a, 


[-1x 10° x-1500]a, 


= -1х106 х-1500 V/m 


Atx = 1mm =1x107 m, 


E, = 


—1х 10° x 1x 104 —1500 =- 2500 V/m 


mmb Example 6.11 : Two long metal plates of width 1 m each, held at an angle of 10° by an 
insulated hinge (plates are electrically separated). Using Laplace's equation, determine 


potential function. 
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Solution : The plates are shown in the Fig. 6.6. 


Insulated 
hinge 


Plate 2 
Va = ММ 





$2 = 10° 
Fig. 6.6 
Consider cylindrical co-ordinate system. 
фу = 0 for plate 1 
фә = «= 10° for plate 2 


The potential is a function of ф only and constant with г and 2. Hence Laplace's 
equation in cylindrical sytem is, 





Lov. 0 
г 94? 
Integrating, x = [0de«C, = C 
Integrating, У = JC, do+C, = С, 0* С, ... (1) 
At фу = 0° У; = ОУ іе. 0 = C4 х0 + С», so С) =0 
i У = Сф 
Now У = Vgato- 02-0 
= Vo 
С, = a 
У = Yoo V 
о 
For o = 10°, V - die V е. $ must be in degrees. 
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жә) Example 6.12 : Given the volume charge density р, --2х107 ғ, /х C/m? in free space, 
let У =0 at x = O and V = 2 V at x = 2.5 тт. Find V at x = 1 mm. 


Solution : Asp, #0, use Poisson's equation 


-2х107 e, Ух 
уу = -Ру ВЕ ааа ..£-f£g as free space 
£ £o 
: : т, 9?V 
Now V is a function of x alone, hence V VT 
x 
2 
ЗУ = 2x1 xi? 
ox? 
7 3/2 
Integrating, x = pue =13.33х 106х!5 +С, 
2 
Integrating, У = f [13.33x 106 x!5 + С, ] dx C; 
[13.33x 106 x25] 
= --- 5-ға x*C, 
У = 5.33х10%х25 € C, x «C; 


Atx-0, У = 0 hence 0=0+0+C,, C; -0 
At x = 2.5 mm, У = 2 V hence 


2 = 533x105(25x107?)"* «C, (25х10-3) 


С, - 13375 
У = 5.33x10° x?? 413375 x V 
Atx-1mmz1x10^? m, 2/5 


У = 533x105 (1х10-*)°° «13375 (1x10?) 
- 0.30229 V 


wb Example 6.13 : A capacitor of two large horizontal parallel plates has an internal 
separation 'd' between plates. A dielectric slab of relative permittivity ©, and thickness a is 
placed on the lower plate of capacitor. Neglect edge effects. If the potential difference between 
the plates is Фф, show that the electric-field intensity E, in the dielectric is 


Е = and capacitance C of the arrangement will be : 


-Е,4-а(ғ,-1) 
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ВСА ре s 
4 а а | where А > Area of the plate. 
( -- je 5 ; 
[UPTU : 2005-06, 10 Marks] 
Solution : Assume that the plates are placed parallel to х-у plane as shown in the Fig. 6.7. 


z z-d 
V=o 










Upper plate 


Lower plate 


Fig. 6.7 
The space between the plates is filled with two dielectrics, 
1. For thickness 'a' with Е, 
2. For thickness 'd — a’ with air €, 
Using Laplace's equation in cartesian form 
2 2 2 
gye eVe IN Е 
ox? ду? oz? 
But У = f(z) only and not the functions of x and y. 
2 t 
PV Lg 
92 


[0+А=А 5 


Integrating, ы 
Integrating, У = [А42+В= Az + B 


Let the potential for z < a, Vy = Aqz + By .z «a ...(1) 
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6-22 


Let the potential for z > a, У = Аз + B, 


Atz=0, У-0 hence 


Atz=d, V= hence В, = ф- Ad 


At z=a, Vi 
Ауа 


А, 


У; 


Aga + B, = A, a + ф- Ада 


а 


Poisson's and Laplace's Equation 


za ...(2) 
...From equation (1) 


...From equation (2) 


2443) 


At the boundary, at 2 - a there аге two perfect diclectrics giving, 


Dui = Ок ie £&jEw; = £E 
where £j = £gf£, and Е) = £p 
=, Екі = Eno 
av, _ dV; 
г dz dz 
d d 
Е; dz [Aiz] = de (А2 + B] 
=; Ay E А; 
Solving equations (3) and (4), 
Az _ Apla-d)+o 
en < a 
aA, = А;ғ,(а- d) ғе,ф 


г. Аҙ [a— ға + e,d) 


А, 


B; 


ш £,0 


a(1—e€,)+e,d 


a(l—,)+e,d ^ ' 


£, 0 


_ £, фа 
aae red 


а(1-ғ,)ф--фе,4-с,фа 


а(1-ғ,)ғе,а 


а(1 —=,)ф 


а(1-=,)+=,. d 


ф у, 


~ a(i-e,) +e, d ~ 


...(4) 


> 


а(1-=,)+=,Я 


є, Ф a(1-£,)0 


а(1-=,) +=, d 
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mi 
І 


209% . o Z 
“VME 9: Saied 8 














% 

© a(e,-1)-e,d а ... Proved 
ot =А c А 

С, = — and G da 

Two capacitors are in serics, 
Е.А ЕЛ 
с = OQ a ee £2 A ?(e,) 
“СС, | 


Е ғыл = £gA[e, (d -a) +a] 


І 
m 
1 
e 
c 
> 
m 
o 
> 


Е, 
ЕЧ-а)+а = 4 БЕЛЕ ...Proved 


та» Example 6.14 : Two conducting cones (0=п/10 and 0-m/6) of infinite extent are 
separated by an infinitesimal gap г = 0. If V (Ө-л/10) = 0 and V (б=т / 6) = 50 V. Find 
V and E between the cones. 


[UPTU : 2006-07, 5 Marks] 
Solution : The two cones are shown in the Fig. 6.8. 





Fig. 6.8 
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The potential is constant with г and фага is the function of Ө only. 
So Laplace's equation reduces to, 


MN a [sino SS | = 0 Е 


г2ѕіп 0 dO dé 
Integrating, sin 0 A = fo+a =A ...(1) 
Integrating EM - x. 40 + B = | А cosec0+B 


< 
il 


Aln [={$ | +В 2 


Роге = 2, W-0V 





10 
b= АЯ БЕ ] +В 1е0=-1.8427 А + В 249 
Еог 0, = V4250V 
x/6 А 
50 = Aln|tan 5119 В іе. 50 = – 1.3169 А + В ...(4) 


Solving equations (3) and (4), А = 95.09319, B = 175.2282 





и 
| 
че 
о. 
$ =. 
о 
e 
5 
D 
К] 
Е 
Le ad 
„С 
“ “кіт 
— 
+ 
3 
8 
мә) 
—— 
ы 
© 





1 1 2f/8)_ 1] - 
а= 95.09319 х х ѕес (5) аз 


Ө 
95.09319 cos 2 | 1 с 
= - х х ав 
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_ 95.09319 " 1 а 
‚ (98 9) °° 
2sin (2) cos( 5 | 


а, Vim 





_ 95.09319 _ 
rsinO 





ша) Example 6.15 : Determine E in spherical co-ordinates from Poisson's equation, assuming 
a uniform charge density p. [UPTU : 2006-07, 5 Marks] 


Solution : The Poisson's equation for charge density p is, 
viv = Ev 
€ 


In spherical co-ordinates, 


19 29У \, 1 д sin e2V. xcd IV Pv 
r2 or or | r?sing.. 90 99 | т25іп20 90: = 





The charge density is uniform abd is 4 function of r only. 


1.0(.90V| _ р, 
zal %| x ...Other terms are neglected 





2 = 3 
Integrating г? B - J-> +А = ры +A 


; oV Ц-о. 
Integrating [Эт = 52-а" ? Jar «n 








2 
у = -P Ав 
= QV _ 2 9 | -Руг _А га 
dx дг а e бє г Ble 


.. Where A = Constant 





imp Example 6.16 : Let V = 2хуѓг3 and е-ғ,. Given point is Р(1, 3, – 1). Find V at point 
P. Also find out if V satisfies Laplace's equation. [UPTU : 2007-08, 5 Marks! 


Solution : V -2 xyz 
Ур = 2x1x (3? x - 1) = - 18V 
Тһе Laplace's equation is V?V = 0 
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9v Qv QV Әә 


д 9 
555 + a + x^ Эх 2У°®°1+ уху 1+ „16х21 


= 0+ 12 xz? + 12 xyz 


As V?V #0, the given V does not satisfy Laplace's cquation. 


Review Questions 


о м бу л ж WN MM, 


. Derive Poisson's and Laplace's equations. 

. State the applications of Poisson's and Laplace's equations. 

. State and prove Uniqueness theorem. 

. Write а note on product solution of Laplace's equation. 

. Obtain the capacitance of parallel plate capacitor using Laplace's equation. 

. Obtain the capacitance of spherical plate capacitor using Laplace's equation. 

. Obtain the capacitance of co-axinl cable capacitor using Laplace's equation. 

. In cylindrical co-odinates, У = 75 У at r = 5 mm and V = 0 at r = 60 mm. 


Find the voltage at г = 130 mm, if the potential depends only on г. [Ans. : — 23.3366 V] 


. Long concentric and right conducting cylinders т free space, at ғ = 5 mm and г = 25 mm іп 


cylindrical co-ordinates, have voltages 0 and V, respectively. 
If E=-8.28x10 a, V/m at г = 15 mm, find V, and р; on the outer conductor by using 
Laplace's equation. [Ans. : V, = 199.89 V, 44 nC/ni?] 


. Find the potential V at the point P (2, 3, 4) for the field of two co-axial conducting cylinders, 


given V = 60 Vatr=3 mand V=10Vatr=5m. 
[Hint : Find V as a function of ғ. Then for P (2, 3, 4), r = fx? +y? using cartesian to 
cylindrical conversion] [Ans. : V = — 97.8 In r + 167.53 V, 42 V] 


. Find the potential at P (1, 2, 3) for the field of two infinite radial conducting plates, given 


V = 40 V at o=15° and У = 15V at ọ = 40° [Ans. : — 8.4426 V] 


. Find the potential between two co-axial cones using Laplace's equation with У = V, at 0-0 


6, 


ің tans -In| tant 


1 
Inf tan | tn tan 


and V = 0 at 6—- 6,. 
[Ans.: V V, 


. Find V at 02 20° for the field between two conducting cones with V = 0 V at Ө = 30° and 


V = 100 V at 0 = 10°. Also calculate Ө for a voltage to be 50 У. {Ans. : 37.4 V, 0 = 17.417] 


. Two semi-infinite conducting planes à = 0 and =F are separated by an infinitesimal insulating 


gap. If V = 0 V for 6 0 and V = 100 V, for 9-100У, find V and Е in the region between the 
planes. [Ans.:V = 99% V, B= 60% vim 
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15. Find a solution to Laplace's equation subject to the boundary conditions V = 100 V at 


z = 0.01 and V = – 33 V at z 0.02. [Ans. : V =- 1.33 x10* z + 2.33 x10? V] 


University Questions 


1. 


Consider two concentric spheres of radii а and b, а < b. The outer sphere is kept at a potential V, 
and the inner sphere at zero potential. Solve Laplace's equation in spherical co-ordinates to find the 
potential and electric field in the region between the two spheres. [UPTU : 2002-03, 5 Marks] 


. Derive Poisson's equation and discuss its application is electrostatics. 


[UPTU : 2003-04(A), 5 Marks] 


. Discuss the solution of Poisson's and Laplace's equation in one dimension. 


UPTU : 2003-04(B), 10 Marks] 


. A capacitor of two large horizontal parallel plates has an internal separation 'd' between plates. А 


dielectric slab of relative permittivity c, and thickness a is placed on the lower plate of capacitor. 
Neglect edge effects. If the potential difference between the plates is ф, show that the electric - field 


intensity E, in the dielectric is Г = and capacitance C of the arrangement will be : 


o9 
—£, d 4 a(e, -1) 


а 
1-7 


4 


= 
) л | where A - Area of the plate. 


[UPTU : 2005-06, 10 Marks] 


. Calcualle the potential at any pomt between two grounded semi-infinite parallel electrodes 


separated by a distance 'b' and a plane electrode at potential У. {UPTU : 2005-06, 10 Marks] 


~ Two conducting cones (021/10 and O=x/6) of infintie extent are separated by an 


infinitesimal gap r = 0. [f V(0- 1/10) = 0 and V (0- x / 6 = 50 V. Find V and E between 
the cones. 
[UPTU : 2006-07, 5 Marks] 


. Determine Е іп spherical co-ordinates from Poisson's equation, assuming a uniform charge 


density p. [UPTU : 2006-07, 5 Marks] 


. Write down Poisson's and Laplace equation in cylindrical co-ordinates system. Let V = жуа, апа 


===», Given point is P(1, 3, —1). Find V at point P. Also find out if V satisfies Laplace's 
equation. (UPTU : 2007-08, 5 Marks) 
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Magnetostatics 





7.1 Introduction 


Uptill now static electrostatic fields are discussed. The electrostatic field exists due to 
the static charges i.e. charges at rest. The magnetic field exists due to a permanent magnet, 
which is a natural magnet. But in electromagnetic engineering a link between electric and 
magnetic field is required to be studied. Such a link is absent with magnetic field due to a 
natural magnet. 


The scientist Oersted has discovered the rclation between electric and magnetic fields 
in 1820. Scientist Oersted stated that when the charges аге in motion, they are surrounded 
by a magnetic field. The charges in motion ie. flow of charges constitutes an clectric 
current. Thus a current carrying conductor is always surrounded by a magnetic field. If 
such a current flow is steady ie. time invariant then the magnetic field produced is a 
steady magnetic ficld which is also a time invariant. The direct current (d.c.) is a steady 
flow of current hence magnetic field produced by a conductor carrying a d.c. current is a 
static steady magnetic field. The study of steady magnetic field, existing in a given space, 
produced due to the flow of direct current through a conductor is called magnetostatics. 
The various other concepts like e.m.f. induced, force experienced by a conductor, motoring 
action, transformer action etc are dependent on the magnetostatics. Hence the study of 
steady magnetic field ie. magnetostatics plays an important role in the engineering 
electromagnetics. This chapter explains the steady magnetic ficld in free space due to the 
conductor carrying a direct current. 


7.2 Magnetic Field and its Properties 


Before beginning the study of steady magnetic fields, let us study the basic properties 
of the magnetic field. To understand these properties, consider a permanent magnet. It has 
two poles, north (N) and south (S) The region around a magnet within which the 
influence of the magnet can be experienced is called magnetic field. Thc existence of such 
a ficld can be experienced with the help of compass necdle. Such a ficld is represented by 
imaginary lines around the magnet which are called magnetic lines of force. These are 
introduced by the scientist Michael Faraday. The direction of such lines is always from М 
pole to $ pole, external to the magnet as shown in the Fig. 7.1. These lines of force are also 
called magnetic lines of flux or magnetic flux lines. 


(7-1) 
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Magnetic lines An important difference between electric 
rere flux lines and magnetic flux lines can be 
observed here. In case of electric flux, the flux 
lines originate from an isolated positive charge 
мена 5 and diverge to terminate at infinity. While for 
a negative charge, electric flux lines converge 
on a charge, starting from infinity. But in case 
of magnetic flux, the poles exist in pairs only. 


Fig. 7.1 Permanent magnet and Key Point: An isolated magnetic pole cannot 
magnetic lines of force exist. 





Closed path 


Hence every magnetic flux line starting from north pole must end at south pole and 
complete the path from south to north internal to the magnet. 


Key Point: Thus magnetic flux lines exist in the form of closed loop. 


This is true whether the field is duc to permanent magnei or due to conductor 
carrying direct current. 


7.2.1 Magnetic Field duc to Current Carrying Conductor 


Direct When a straight conductor carries a direct 
jouent current, it produces a magnetic ficld around 
it, all along its length. The lines of force in 
such a case are in the form of concentric 
cirdes in the planes at right angles to the 
conductor. This is shown in the Fig. 72. The 
direction of such magnetic flux can be 
experienced using a compass needle. The 
direction of concentric circles around, 
depends on the direction of current through 
the conductor. As long as direction of current 
is constant and current is time independent, 


-«— Conductor 





conductor magnetic lines of force are also constant, 

Fig. 7.2 Magnetic field due to conductor static and time independent, giving a steady 

carrying direct current magnetic field in the space around the 
conductor. 


А right hand thumb rule is used to determine the direction of magnetic field around а 
conductor carrying a direct current. И states that, hold the current carrying conductor in 
the right hand such that the thumb pointing in the direction of current and parallel to the 
conductor, then curled fingers point in the direction of the magnetic lines of flux around it. 
The Fig. 7.3 explains the rule. 


Practically the current carrying conductor is represented by a small circle i.e. top view 
of straight conductor while the direction of current through it is indicated by a 'cross' or a 
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V Current 
Flux 
Fig. 7.3 Right hand thumb rule 


‘dot’. The cross indicates that the current direction is going into the plane of the paper 
away from the observer. The dot indicates that the current direction is coming out of the 
plane of the paper coming towards the observer. Using right hand thumb rule, the 
direction of magnetic flux around such a conductor is either clockwise or anticlockwise as 
shown in the Fig. 7.4. 

Current 


carrying 
conductor 


P- 


(Clockwise) 





(Anticlockwise) 


(a) өлен gang into the (b) Current coming out of 
plane of paper the plane of paper 
Fig. 7.4 

Another method of identifying the direction of magnetic flux around a conductor is 
right handed screw rule. It states that, imagine a right handed screw to be along the 
conductor carrying current with its axis parallel to the conductor and tip pointing in the 
direction of the current flow. Then the direction of magnetic field is given by the direction 
in which the screw must be turned so as to advance in the direction of the current flow. 
The Fig. 7.5 illustrates this rule. 


Screw Screw 


| Direction of 
rotation i.e. 
flux 






" Ң 


Advancement 


| 





Fig. 7.5 Right handed screw rule 
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Thus the magnetic lines of force i.e. magnetic flux lines always form a closed loop and 
exist in the form of concentric circles, around a current carrying conductor. The total 
number of magnetic lines of force is called a magnetic flux denoted as ф. It is measured in 
weber (Wb). One weber means 10? lines of force. 


7.2.2 Magnetic Field Intensity 


The quantitative measure of strongness or weakness of the magnetic field is given by 
magnetic field intensity or magnetic field strength. The magnetic field intensity at any 
point in the magnetic field is defined as the force experienced by a unit north pole of one 
weber strength, when placed at that point. The magnetic flux lines are measured in webers 
(Wb) while magnetic field intensity is measured in newtons/weber (N/Wb) or amperes 
per metre (A/m) or ampere-turns/metre (AT/m). It is denoted as H. It is a vector 
quantity. This is similar to the clectric ficld intensity E in electrostatics. 


7.2.8 Magnetic Flux Density 

The total magnetic lines of force i.c. magnetic flux crossing a unit area in a plane at 
right angles to the direction of flux is called magnetic flux density. It is denoted as B and 
is a vector quantity. It is measured in weber per square metre. (Wb/m?) which is also 
called Tesla (T). This is similar to the electric flux density D in clectrostatics. 


7.24 Relation between B and H 

In electrostatics, E and D are related to each other through permittivity € of the region. 
In magnetostatics, the B and H are rclated to each other through the property of the 
region in which current carrying conductor is placed. It is called permeability denoted as 
и. It is the ability or ease with which the current carrying conductor forces the magnetic 
flux through the region around it. For a free space, the permeability is denoted as ро and 
its value is 4лх1077. Аз = is measured іп F/m, the permeability и is measured in henries 
рег metre (H/m). For any other region, a relative permeability is specified as р, and 
HM =неон,. 

The B and H are related as, Е 


B = nH = ра, Н 
For free space, В = poH 


For all nonmagnetic media, ц, =1 while for magnetic materials р, is greater than unity. 


7.3 Biot-Savart Law 


Consider a conductor carrying a direct current I and a steady magnetic field produced 
around it. The Biot-Savart law allows us to obtain the differential magnetic field intensity 
dH, produced at a point P, due to a differential current clement IdL. The current carrying 
conductor is shown in the Fig. 7.6. 


Mose’, 
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2. Gers 
Idk z^ 
чө 
> 
Ts 
uy Ys 
f R dH 
"n 
H 
ү 
Current 
carrying 
conductor 
Fig. 7.6 


7-5 Magnetostatics 


Consider a differential length dL hence 
the differential current element is IdL. This is 
very small part of the current carrying 
conductor. The point P is at a distance R from 
the differential current element. The 0 is the 
angle between the differential current element 
and the line joining point P to the 
differential current clement. 


The Biot-Savart law statcs that, 

The magnetic field intensity dH produced 
at a point P due to a differential current 
clement IdL is, 


1. Proportional to the product of the current 1 and differential length dL. 
2. Тһе sine of the angle between the element and the line joining point P to the 


clement. 


3. And inversely proportional to the square of the distance К between point P and the 


clement. 


Mathematically, the Biot-Savart law can be stated as, 





dH te on -@) 
dH = аш» ~ (2) 
where k = Constant of proportionality 
In SI units, k= uz 
dh = UA .. 3) 
Let us express this equation in vector form. 
Let dL - Magnitude of vector length dL and 
^ ак = Unit vector іп the direction from differential current | 
element to point P } Е 
; Then from rule of cross product, 
хан = dL]aj|sin Ө = dL sin 0 „|а| = 1 
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Replacing in equation (3), 





Ho IdLxàg 


б, 
| 


A/m (4) 


AnR? 


... (5) 





The equations (4) and (5) is the mathematical form of Biot-Savart law. 


According to the direction of cross product, the direction of dH is normal to the plane 
containing two vectors and in that normal direction which is along the progress of right 
handed screw, turned from dL through the smaller angle 0 towards the line joining 
element to the point P. Thus thc direction of dH is normal to the plane of paper. For the 
casc considered, according to right handed screw rule, the direction of dH is going into 
the plane of the paper. 


The entire conductor is made up of all such differential elements. Hence to obtain total 
magnctic field intensity H, the above equation (4) takes the integral form as, 


- (6) 


The closed line integral is required to ensure that 
all the current elements are considered. This is 
because current can flow only in the closed path, 
provided by the closed circuit. If the current element 
is considered at point 1 and point P at point 2, as 
shown in the Fig. 7.7 then, 





dH, = T 
4nR2, e 
where I, = Current flowing through dL, at point 1 
dL; = Differential vector length at point 1 
аһу = Unit vector in the direction from element at point 1 
to the point P at point 2 
-. (8) 





This is called integral form of Biot-Savart law. 
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7.3.1 Biot-Savart Law Interms of Distributed Sources 


Consider a surface carrying a uniform 
current over its surface as shown in the 
Fig. 7.8. Then the surface current density is 
denoted as K and measured in amperes per 
metre (A/m). Thus for uniform current 
b е density, the current І in апу width b is 
ШЕ given by І - Kb, where width b is 
perpendicular to the direction of current 
Fig. 7.8 Surface current density flow. 
Thus if dS is the differential surface area considered of a surface having current 
density K then, 
IdL = Kds ... (9) 
If the current density in a volume of а given conductor is J measured т A / m? then 
for a differential volume dv we can write, 
таг = J dv ... (10) 
Hence the Biot-Savart law can be expressed for surface current considering К dS while 
for volume current considering ) dv. 


... (11) 


and -.. (12) 





The Biot-Savart law is also called Ampere's law for the current element. Ісі us study 
now the various applications of Biot-Savart law. 


mab Example 7.1 : Find the incremental field strength at P, due to the current element of 
2n@, и Am at Р. The co-ordinates of P, and P, are (4,0, 0) and (0, 3, 0) respectively. 
Solution : The two points P, and Р, alongwith the аё, current element at I, are shown 
in the Fig. 7.9. 
According to the Biot-Savart law, 
z un 1а хақ; 


dH, --- 
? 4nR%, 


Қ, = (0-4)a, +(3-0)а, +08, 


EN 

2 
-4a, 438, 4а, +3а, 
|. 44649 00 5 





КЕЗ 


Electromagnetic Field Theory 7-8 Magnetostatics 


d a a 








i 
L3 M t | 2n 
dL Хань =| 0 0 2x|--;x2nàá,-221à,- — (За, «43,] 
|-5 $ 
А “за, «4à,] 
dH, = ———— —,-— --4x10? [3a, «4a,] һА/т 
Ks Ў 


4nx(5) 
= -12а, -16а, nA/m 


7.4 H due to Infinitely Long Straight Conductor 


Consider an infinitely long 
straight conductor, along z-axis. 
The current passing through the 
conductor is a direct current of 1 
Amp. Тһе field intensity H at a 
point P is to be calculated, which 
is at a dislance 'r' from thc z-axis. 
This is shown in the Fig. 7.10. 


Consider small differential 
element at point 1, along the 
z-axis, at a distance z from origin. 


- IdL- Idza, ... (1) 





Fig. 7.10 Н due to infinitely long straight conductor 
The distance vector joining point 1 to point 2 is R, and can be written as, 








К, = - 2а, +га, ... (2) 
= Қ, ra,-za, 
а ш----ш--- — ... (3) 
R12 ІЗ 22-21 
а, а, а, 
-dbXag;-|0 0 dz|-rqza, 
r 0 -zj . | 
Fig. 7.11 1 


While obtaining cross product, |R| is neglected for convenience and must be 
considered for further calculations. 


Irdza, 


vat 


! 


І dL x ар = "e (4) 
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According to Biot-Savart law, dH at point 2 is, 





dH older 0 Tree. 
4x Rf An r? +22 (Ji? +22)? 
Irdza, 


d eur = ~ 6) 


4n(r? +2) 
Thus total field intensity Н can be obtained Бу integrating dH over the cntire length of 
the conductor. 


.— (6) 


Put z-rtanO, z?-r?tan?0 


and 42 = г ес? 0 40, z--e, 0=-” and z= че, 0=+5 





2 
D ni? Irrsec? б40а, 
H = РР ЕРЕГЕТТЕН 
в: An(r trotan 9) 
др Ir? sec? 040а, 2 2 
Zu — 
Ө--п/2 Әлеке 
п/2 к/2 
© 1 і 
Б | dz 555 аба, E | cos 040 a, 
n 0=-п/2 
T EUR [sin oJ, ü, nl [sn 5-sin(-F а, 
I 21 
= ттр 1-04 = Fe e" 
H= 8, А 
Wan и .- (7) 


... (8) 





The following observations are important about H : 

1. The magnitude of magnetic ficld intensity H is not a function of 6 or z. It is 
inversely proportional to г which is the perpendicular distance of the point from the 
conductor. 

2. The direction of H is tangential i.e. circumferential along a,. This direction is going 
into the plane of the paper at point P. 

3. The streamlines i.c. magnetic flux lines are in the form of concentric circles around 
the conductor. Thus if conductor is viewed from the top with Т coming out of the paper 
towards observer, then the streamlines are anticlockwise. 
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7.5 H due to Straight Conductor of Finite Length 


Consider a conductor of finite length 
placed along z-axis, as shown in the 
Fig. 7.12. 


It carres a direct current I. The 





Finite perpendicular distance of point P from 
baa z-axis is r as shown in the Fig. 7.12. The 
VUE conductor is placed such that its one end 
is at z=z, while other at z =z. 
Consider a differential element dL 
along z-axis, at a distance z from origin. 
dL - dz à, ... (1) 
p The unit vector in the direction 
x^ joining differential element to point P is 
аку; and can be expressed as shown in 
the Fig. 7.13. 
: _ Rp —2а, +га, 
и? = Я eS 
| (сауа) 
га,-та, 
= —————— oe (2) 
т? +22 
29 dL x ан = rdz a. ooo (3) 
dL 
h This is same as obtained in the earlier section for 
FN infinitely long conductor. 
MR e dxa Irdza, @ 
1 12 oe ar = Әле РРА 
cm b^ x 2 i Уг? +22 
‘ x According to Biot-Savart law, dH at point P is, 
t d—R—— ан = ЧЕХ авы 
га, à 4nRZ 
Fig. 7.13 is кага ! 
Andr? +22 (Jr? +27)? . 
Irdza, 


= — ЛЗР ... (5) 


an(r? +22)? 


The total H at P due to conductor of finite length can be obtained by integrating dH 
over 7 = 4, О z-z,. 


etg AX 
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z Irdza, 


2 
Н = Ган 177% .. (6) 
1 д An(r? +22)? 2 
Use z=rtano, 22 =г2 tan’? а 
dz = г sec? oda 
For 2 = z,, 2 -гГіло)  .. к 
| From the Fig. 7.12. 
For z = z;, 22 = ап а. .. 
€, = tan (2, /г) and 0, =@п7 (2, / г) .. (7) 
Ha f Іггѕес? a doa, -f Idaa, 
а 4n[r2+r? ап2 0]? a 4n(seco)r 
_ I Г dai os i ope ares 
- arr cosa аа, = дар Bin eL; а, 
“1 
1 : А = 
ST [sin о, -sina |4, A/m .. (8) 
.. (9) 





7.5.1 Sign Convention for a, and с. 


If both the ends of conductor are above point P, then a, and o. are positive. If both 
the ends of conductor are below point P, then both o, and о, are negative. While if one 
end of the conductor is above P and other below then ©; is negative and 0, positive. This 
is shown in the Fig. 7.14. 





2 2 
| E | 
NERONE ЕЗ 
i 1 
! | 
1 ' 
! 
(а) Both a, a, positive (b) Both a4, о; negative (c) а negative, a, positive 


Fig. 7.14 


MES, 


Electromagnetic Field Theory 7-12 Magnetostatics 
———————————————————————————————————————————ÓÁM— к мл лл əке лыми ткш 


The result given by equation (8) can be used directly to obtain H caused by current 
filaments which are arranged as the sequence of straight lines. 


Very important note : While using this result, if segment carrying current I is not 
along z axis then the direction of H can not be a,. It depends on in which plane segment 


carrying current is placed. The magnitude of H is qarisin 0; -sin а, | but direction is 


always normal to the plane containing the source and to be decided by right handed 
screw rule. PE 


7.6 H at the Centre of a Circular Conductor 


Consider the current carrying 
conductor arranged in a circular form as 
Point 2 shown in the Fig. 7.15. 

The H at the centre of the circular 
Conductorin ]oop is to be obtained. The conductor 
Tron apace carries the direct current I. 


Consider the differential length dL at 
a point 1. 





The direction of dL at a point 1 is 
4 tangential to the circular conductor at 
Fig. 7.15 point 1. 


Let 0 = Angle between I dL and авто 


ак» = Unit vector in the direction of R 
К = Distance vector joining differential current element at 
point 1 to point P at point 2 which is centre of circle. 
Using the definition of cross product, 
Іа хак = 1 |90 |а| sin@ay = I dL sin 04y ... (1) 


ах = Unit vector normal to the plane containing dL and аң); 
i.e. normal to the plane in which the circular 
conductor is lying 
According to Biot-Savart law, the differential magnetic field intensity dH at point P is, 
Idbxag, I dLsin vay 
4nRi 4nR? 





dH - ... R = Ry = Radius 
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Hence total magnetic field intensity H at point P can be obtained by integrating dH 
around the circular closed path. 





= IdLsin ба, Ісіп ба 
Н = фан = =———™ $ dL (a 
$ Pu БЕТІН 4т к? j 2 
But фа. = Circumference of the circle = 21 К ... (3) 
321 
= Isin@2nRay  IsinO _ 
a age RN -% 


Ав IdL is tangential to the circle and Ку is the radius, angle 0 must be 90°. 
Isin 90° 


an .. 5) 





2R 
if the circular loop is placed in xy plane 


mI 
z 
| 


£ 


Now B = poH ... for free space 


The flux density В at centre of the circular conductor carrying direct current I, placed 
in a free space is given by, 


ам Wb/ m? ... (6) 


Consider а circular loop 
carrying a direct current I, placed in 
xy plane, with z-axis as its axis as 
shown in the Fig. 7.16. The magnetic 
field intensity H at point P is to be 
obtained. The point P is at a distance 
2 from the plane of the circular loop, 
along it's axis. 

The radius of the circular loop is 
r. Consider the differential length dL 
of the circular loop as shown in the 
Fig. 7.16. 


In the cylindrical co-ordinate 
system, 


aL Point 1* 





? dL = dr à, +гафа, +dza, 
Fig. 7.16 
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But dL is in the planc for which г is constant and z - 0 — constant planc. The IdL 1s 
tangential at point 1 in a, direction. 


IdL = Irdoa, - (1) 


The unit vector аку, is in the direction along the line joining differential current 
element to the point P. 








акро = гг” ШЫ (2) 
[Fu] 
From the Fig. 7.17, it can be observed that, 
Rp = -ra, +28, . from 1 to 2 
|R;| = (7 +(2)? 24r? +2? 
-га, +7а 
а =“ .. (3) 
R12 Erin +z? 
а, а, а, 
Point 1 Now а хав, =|0 гаф 0 | = зт doa, +r? doa, 
Рід. 7.17 т; а 


Note that while calculating cross product [R;;| is neglected for convenience, which must 
be considered in further calculations. ovS 


According to Biot-Savart law, the differential field strength dH at point P is given by, 


dH - Idixag, _ l[zrd6à, +г2афа, | is 
4n Ri Andr? ez? (уг? +27)? 7 


Note that [R] neglected while obtaining the cross product is considered іп АН. 


The total H is to be obtained by integrating dH over the circular loop i.e. for ¢=0 to 
2r. у 


Note : It can be observed that though dH consists of two components a, and а,, due 


to radial symmetry all а, components are going to cancel each other. бо H exists only 
along the axis in a, direction. Let us prove this mathematically. 


«о 4л(12 +22)" 


I |F zrdó _ Ж“ г?а, аф 
= ы І Bs t І | ~ (6) 


e-o (г?+2 e-o (г? +22)? 


= 
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Consider first integral to prove that its value is zero due to radial symmetry. 
2л zrdó za 1 zrdó 


hs (т? (ym о (=? + "M («y^ 


The unit vector a, is expressed in rectangular co-ordinate system as 


(созда, +sin фа, ] 


cos Фа, + эп фа,. 
?n 

Now | совфаф - [sin eL. =sin 2x-sin 0 2 0 
o-0 
2n 

And І біп фф = [-cos ep" z-cos2 n- [-cos0]- -141 -0 
4-0 

7 2гаф _ 


-0 
RA (r? +??? 


г 


This proves that H at P can not have any radial component. 
= I íd _ Ir?a 
H = Fr І 23/22: 2 i 372 
Ф-0 (г? Tz ) ЕТЕ +7 ) 6-0 
Ira,[d; _  Ir?2za, 


4n(r? +22)°? an( +22)? 


where г = Radius of the circular loop 
2 = Distance of point P along the axis 


Note : If point P is shifted at the centre of the circular loop i.e. z = 0, we get the result 
obtained in earlier section. 





where à, is the unit vector normal to xy plane in which the circular loop is lying. 


wb Example 7.2: A current filament carries a current of 10 A in the а, direction on the 
z-axis. Find the magnetic field intensity Н at point Р (1,2,3) due to this filament if it 
extends from, 
a)z--etoc b)z-0lo5m c)z=5 tow, 
Express answers in cartesian co-ordinates. 
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Solution : The arrangements are shown in the Fig. 7.18. 





Н = 


! 


Now r 





(b) (c) 
Fig. 7.18 

Case a : It is infinitely long straight conductor. 

I 


2%, P(L23, 1=10А 
ух? +y? =J1 +4 245 m 
10 





-ā, = 07117a, А 
21х46 4% АА 


To find x component, take dot product with а,. 


H, = 


Similarly Н, - 


Hea, = 0.7117 а, •8, =- 07117 sin ф 
Hea, = 07117 4,3, = + 07117 cos 0 


л 2. =tan i-e ... For point P 


- 0.6365 a, + 0.3183 a, A/m 


Case b : It is а finite length conductor with 7) =0 and z, = 5 m. 


r= 


о = 


a, = 


Ух +у? -.4%4-45ш 


tan” = = 53.3° 


^ 


but negative as that end is below point P. 
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I 





Now Hm [sin œ, -sin o, ] à, 
= —!0  [sin4181*-sin(-533*)]a, = 0.5225 à 
4лх./5 | р. ы 


H, = Hea, = 0.5225 (a, «a, ) = 0.5225 (-sin €) 


апа H, = Hea, = 0.5225 (a, -а,) = 0.5225 (cosq) 
6 = tan У чап A 2 = 63.43° ... For point P 
H, = - 04673, Н, = 0.2337 
Н = - 0.4673 а, + 0.2337 а, Alm 


Case c : It is a conductor from z = 5 {0 z = о. 


үс +у? =/1+4 =/5 m 


r 


a, = tn 22 an“! 2, = 41.81? 


а; tan^! = = 90° 
Both a, and ©) are positive as above point Р. 


33 I : . : 
Bua. [sin a, -sin о, а, 


AE [sin 90 -sin 41.81)а, = 0.1186 а, 


H, = Hea, = 01186 (а,-а,) = 0.1186 (-віп $) 


апа H, = Hea, = 0.1186 (a, *3,) = 0.1186 (cos) 
ф = tant Узап a5 = 63.43° ... For point P 
H, = -01%, H, = 0.053 
H = -0106à, + 0.053 à, A/m 


тиў Example 7.3 : Find the magnetic flux density at the centre 'O' of a square of sides equal 
to 5 m and carrying 10 amperes of current. 


Solution : The squarc is placed in the xy planc as shown in the Fig. 7.19. 


` 
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Point 2 Р 
Ra N 
dx 
y 
x 
Fig. 7.19 
Consider differential element dx along AB of the square. 
dL = аха, 
The R, joining differential element to point P is, 
Қ, = -ха, -уа, 
[Ra] = үх +у? 
z -ха,-уа 
ы. ЖШ» ут» й 
x" ty 
а, ay, a, 
ахак, = [ах 0 0|=-удха, 
-х -y 0 
According to Biot-Savart law, 
za  IdLxa I(-y dx)a, = 
dH = eii - SECUN ЖЕНЕ ... Considering | к, | 
4лКі An x? +y? (fx? +у?)? 
10x (- 2.5) аха 
= а Е ... y = 2.5 for segment АВ 
4n(x? +257) 
-25  -25dxa, 9 -25 dxa, 


Н = ————ÀÀ— =2 


3/2 3/2 


a225 4n (x? +25?) х<254л(х2 +2.5?) 
Put x -25tan8, dx=25 зес?0 40 


l 
Limits, x = 2.5, 0=45° and x=0, 0=0° 
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аз к .5 зес20 40а o 
H 25х2 | 25 sec Ө4ба, 7 -0.6366 | ds 
T oes (25) (1-26): eas SEC 


0 
--06%6 | сов0403, = – 0.6366 [sin Ө]. a, = — 0.6366 [0-sin 45°Ja, 
0-45 
= 04501 а, A/m 
This Н is due to the segment AB of the square. АП sides will produce same H at point 
P. 


Ньы = 4H-4x 0.4501 а, = 1.88, A/m 


Alternative method : Consider 
one side of a square as shown in the 
Fig. 7.20, in xy plane. Consider 
segment BC, which is finite length of 
the conductor. As B is above Р, а, is 
negative and @, is positive. 


25 
= -1 f _ лсо 
Q9, = tan 25 459, but 
о; ——45? 
©) = +45° 





Fig. 7.20 


[sin (45°) - sin (-45°)] 


HI = сазайын —sin & EM 
| ^ Алг 2 ! 4nx2.5 


= 0.4501 А/т 


Important note : As BC segment is not along 
z-axis while using formula derived earlier do not 
use direction as a,. Remember that H direction is 
normal to the plane containing the source. In this 
case, square is in xy plane normal to which is a, 
hence direction of H is a,, as shown in the 
Fig. 7.21 by right handed screw rule. 

Coming out of z Н = 0.4501 a, A/m 
paper in a, direction e 
2. Hoa =4H= 1.8 а, Alm 





Fig. 7.21 


Moe’, 


Electromagnetic Field Theory 7-20 Magnetostatics 


ma Example 7.4 : Find the magnetic field intensity at point P for the circuit shown in the 









Fig. 7.22. 
' 20 m 1 
o) 
TED H | бетісігсіе 
10m ----- 
Radius 5 m 
кд 1=10А RENDER 
Fig. 7.22 
Solution : Consider the various sections of the loop. 
e 
Going 
into the 
paper 
<. 
Fig. 7.23 
Section I : From the Fig. 7.23, 
а) = tan < Š =14036° N 
5 Б; 
OQ, = tan! 20 =14.036° but a, = - 14.036° 


_ But o, is negative as point А is below P. If the loop is placed in xy plane, direction of 
H at P is going into the paper, normal to xy plane according to right hand thumb rule. 
This is -à, direction. 


I Р Я = 
Н, = Ta (sin в -sin a, ) Га. ] 


тез [sin 14036-sin(- 14.036) ][-a, ]= - 00193 8, А/ш 
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Section II : Consider section BC as shown in the Fig. 7.24. 


rz20m 





Going into 
the paper 


Fig. 7.24 


From the Fig. 7.24, о, =0° as point C and P are colinear. 


4 20 


= о 
5 75.96 


04 = tan 

But од is negative as point B is below P, 0) =—75.96° The direction of H at P is 

going into the paper according to the right hand thumb rule ie. -a, as the circuit is 
placed in xy plane. 


H, 


i.v. : E 
тт bina -sin o, Са,) 
4 их5 10 Б [sin 0%--віл(-75.96%)|(-а,) = – 0.1544 а, A/m. 


Section III : The semicircular loop CDE as shown in the Fig. 7.25. 
The Hi at the centre of a circular loop is given by, 
+ ЖЕ 


Н - OR ам ... (Refer section 7.6) 
c Hence for a semicircular section 
CDE, 
Curied 
To.) 
P 1 = Ж), _ 10, . 
Р D 3) Hy ----(-а,)- Gea.) 
Going (thumb) =-05a, A/m 
into the paper 
Ц 
Fig. 7.25 


Section IV : The section EA is exactly similar to the section II BC and hence Н, due to 
EA is equal in magnitude and direction at P, to that of Н,. 


H, = Н, = - 0,1544 а, A/m 
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Hence the total H at P is, 


Н = H, +H, +H, +H, =-[0.0193+0.1544+0.5+0.1544]а, 


- 0.8281 a, A/m 


7.8 Ampere's Circuital Law 


In electrostatics, the Gauss's law is useful to obtain the E in case of complex problems. 
Similarly in the magnetostatics, the complex problems can be solved using a law called 
Ampere's circuital law or Ampere's work law. 

The Ampere's circuital law states that, 

The line integral of magnetic field intensity H around a closed path is exactly equal to 
the direct current enclosed by that path. 


The mathematical representation of Ampere's circuital law is, 


The law is very helpful to determine H when the current distribution is symmetrical. 


7.8.1 Proof of Ampere's Circuital Law 

Consider a long straight conductor carrying direct current I placed along z axis as 
shown in the Fig. 7.26. Consider a closed circular path of radius r which encloses the 
straight conductor carrying direct current I. The point P is at a perpendicular distance r 
from the conductor. Consider dL at point P which is in а, direction, tangential to circular 
path at point P. 


dL- г doa, . (2) 
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While H obtained at point P, from Biot-Savart law duc to infinitely long conductor is, 


H z 2:2» sae (3) 
Н.. = RNC .гафа 
= 2nr 8% $ 
= gordo =d 3,:3,-1 
зг:%-3;% — aeae = 


1. Т. = = 2n = — 
4 Н.а = J 2,46 77 о 2n 


= I = Current carried by conductor 
This proves that the integral! H*dL along the closed path gives the direct current 
enclosed by that closed path. 


Key Point: The path enclosing the direct current I need not be a circular and it may be 


any irregular shape. The law does not depend on the shape of the path but the path must 
enclose the direct current once. This path selected is called Amperian path similar to the 
Gaussian surface used while applying Gauss's law. 


7.8.2 Steps to Apply Ampere's Circuital Law 

Follow the steps given to apply Ampere's circuital law : 

Step 1 : Consider a closed path preferrably symmetrical such that it encloses the 
direct current I once. This is Amperian path. 

Step 2 : Consider differential length dL depending upon the co-ordinate system used. 


Step 3 : Identify the symmetry and find in which direction H exists according to the 
co-ordinate system used. 


Step 4 : Find Н ·аї, the dot product. Make sure that dL and H in same direction. 


Step 5 : Find the integral of H*dL around the closed path assumed. And equate it to 
current I enclosed by the path. 


Solving this for the Н we get the required magnetic field intensity due to the direct 
current I. 





To apply Ampere's circuital law the following conditions must be satisfied, 
1. The H is either tangential or normal to the path, at each point of the closed path. 
2. The magnitude of H must be same at all points of the path where H is tangential. 


Thus identifying symmetry and identifying the components of H present, plays an 
important role while applying the Ampcre's circuital law. 
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7.9 Applications of Ampere's Circuital Law 


Let us steady the various cases and the application of Ampere’s circuital law to obtain 
H. 


7.9.1 H due to Infinitely Long Straight Conductor 


Consider ап infinitely long straight 
conductor placed along z-axis, carrying a direct 
current I as shown in the Fig. 7.27. Consider 
the Amperian closed path, enclosing the 
conductor as shown in the Fig. 7.27. Consider 
point P on the closed path at which H is to be 
obtained. The radius of the path is r and hence 
P is at a perpendicular distance r from the 
conductor. 


The magnitude of H depends on r and the 
direction is always tangential to the closed 
path ie. a,. So H has only component in à, 
direction say H,. 





Fig. 7.27 


Consider elementary length dL at point P and in cylindrical co-ordinates it is r doin a, 
direction. 
H = Н,а, and dL =гафаь 
H*dL = Н,а, •гафа, =H, rd 


According to Ampere's circuital law, 


$ H*dL = І "n 
2n 
J He rdo =I 
o=0 
2n 
Ньг | dq = I 
o=0 = 
A 
Ньг(2 = I 
I 
Hy = эт 


Hence H at point P is given by, 


n A D ы 
H - H,a, = —_ 4, A/m 
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7.9.2 H due to a Co-axial Cable 


Consider a co-axial cable as shown in the Fig. 7.28. Its inner conductor is solid with 
radius a, carrying direct current 1. The outer conductor is in the form of concentric 
cylinder whose inner radius is b and outer radius is c. This cable is placed along z axis. 
The current I is uniformly distributed in the inner conductor. While — I is uniformly 


distributed in the outer conductor. 
А 


Cross-sectional view 





Fig. 7.28 Co-axial cable 


The space between inner and outer conductor is filled with dielectric say air. The 
calculation of H is divided corresponding to various regions of the cable. 


Region 1 : Within the inner conductor, r « a. Consider a closed path having radius 
r « a. Hence it encloses only part of the conductor as shown in the Fig. 7.29. 


Inner 
conductor 


Path 


Fig. 7.29 
The area of cross-section enclosed is nr? m?. 


The total current flowing is I through the area ла?. Hence the current enclosed by the 
closed path is, 2 


I 0) 
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The H is again only in а, direction and depends only оп г. 
H = На, 
So consider dL in the а, direction which is г d$. 











dL = гафа, 
H*dL = H,à,-rdóa, =H, гаф ... 0) 
According to Ampere's circuital law, 
$ H*dL = I’ ... Current enclosed 
2 
H, rdo = L1 
$ ot dQ a? 
2x r? 
f Herdo = 4 1 
4-0 а 
H,r[2r] = — 1 
r? r 
H, - = I 
7 2лга? 2ла? 
1 Ir _ 
7 Zna?’ га 


„тг < a within conductor 


Region 2 : Within a < r < b consider a circular path which encloses the inner 
conductor carrying direct current L This is the case of infinitely long conductor along 
z-axis. Hence H in this region is, 


sz: -—-а, A/m ..(a«r«b) 


Region 3 : Within outer conductor, b < r < c 


Consider the closed path as shown in the 
Fig. 7.30. The current enclosed by the closed path is 
only the part of the current — 1, іп the outer 
conductor. The total current — I is flowing through 
the cross section л (с2 -Ь2) while the closed path 
encloses the cross section x (г? —b?). 

Hence the current enclosed by the closed path of 
outer conductor is, 


EQ EP, р 
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Key Point: Note that the closed path also encloses the inner conductor hence the current I 
flowing though it. 





Г = Т= Current in inner conductor enclosed -- (4) 

Total current enclosed by the closed path is, 

2.2 
Тек = Г+Г= UTR 1+1 

[o 

нады Ба Бата (5) 
(c? -b?) c? -b? т 
According to Ampere's circuital law, 
$ Нат = 1, 


Now H is again in a, direction only and is a function of r only. 
H = H,a, and dL =rdoa, 
H-dE = H,a,- гафа, =H, rdo 
?n 
J Herdo = т... 


e-0 


H,r[2n] = |5 d 





c? -b? 


bDb«r«c 





Region 4 : Outside the cable, г > c. 


Consider the closed path with r > c such that it encloses both the conductors i.e. both 
currents + I and - I. 


Thus the total current enclosed is, 
I = +1-1=0А 


enc 


$ H-dL = 0 ... Ampere's circuital law 


H = 0 A/m „тс 


The magnetic field does not exist outside the cable. The variation of Н against г is 
shown in the Fig. 7.31. 
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Co-axial cable 


0 b е 
Region (52d қ | E Е. Region 4 


Region2 ^ Region 3 


Fig. 7.31 Variation of H against r in co-axial cable 


7.9.3 H due to Infinite Sheet of Current 
Consider an infinite shect of current in the z = 0 plane. The surface current density is 
K. The current is flowing in positive y direction hence K-K, а,. This is shown in the 
Fig. 7.32. 
iA 
Consider a closed path 1-2-3-4 as shown in the Fig. 7.32. The width of the path is b 
while the height is a. It is perpendicular to the direction of current hence in xz plane. 


2 


Closed path 





Fig. 7.32 
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The current flowing across the distance b is given by КЬ 
I = Kb .- (6) 


Consider the magnetic lines of force due to the current in a y direction, according to 
right hand thumb rule. These are shown in the Fig. 7.33. 


Н, components 


o | cancelling each 


olher 








Position 1 


[—P 
Current direction 


(a) (b) 
Fig. 7.33 


In Fig. 7.33 (b), it is clear that in between two very closely spaced conductors, the 
components of Н in z direction are oppositely directed (-H, for position 1 and +H, for 
position 2 between the two positions). All such components cancel each other and hence H 
can not have any component in z direction. 


As current is flowing in y direction, H can not have component in y direction. 
So H has only component in x direction. 
H = H, a, .. for z > 0 ... (7 (a) 
= -H, а, ..forz«0 .- (7 (b) 
Applying Ampere's circuit law, 
$ Head = 1 ... (8) 
Evaluate the integral along the path 1-2-3-4-1. 
For path 1-2, dL = dza,, 
For path 3-4, dL = dzà, 
But H is in x direction while à, *a, - 0. 
Hence along the paths 1-2 and 3-4, the integral $ Н“«І.-0. 
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positive x to negative x hence effective sign of the integral is positive. 


H= 


Consider path 2-3 along which dL = dx a,. 


^) omy y 


3 3 
H*dL = f (-H,a,)+(dxa,) =H, Í dx = bH, 
2 2 
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The path 2-3 is lying іп 2 < 0 region for which Н is -Н,а,. And limits from 2 to 3, 


Consider path 4-1 along which dL = dx а, and it is in the region 7 > 0 hence 


Il, ï,- 
| H*dL 
4 
$ H-dL 


Equating this to I, 


= | (н, аа, dx = bH, 
: 1 


= ЫН, «ЫН, =2bH, 


in equation (6), 


... (9) 


2bH, = Kb 
H, = 5K, ~- (10) 
Hence, H = 5 K a, for 2>0 .. (11 (а)) 
= -2Қ,4, for 2<0 (11 (Ы) 
In general, for an infinite shect of current density К A/m we can write, 
Н = 5 Кха, ... (12) 
where ак = Unit vector normal from the current sheet to the point 


at which H is to be obtaincd. 


ші» Example 7.5 : Obtain the expression for H in all the regions if a cylindrical conductor 
carries a direct current I and its radius is 'R' m. Plot the variation of H against the 
distance r from the centre of the conductor. 


Solution : 


Region 1 : Within thc conductor, r « R. 


[UPTU : 2003-2004] 


Let the cylindrical conductor of radius R, carries a uniform direct current of I 
A. It is placed along z-axis and has infinite length. H is to be obtained considering two 
regions. 


Consider the closed path of radius r within the conductor as shown in the Fig. 7.34. 
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As current I flows uniformly, it 
flows across the cross-sectional area of 
xR?. 

While the closed path encloses only 
part of the current which passes across 
the cross-sectional area of кг”. 


Hence current enclosed by the 
path, 





I ps pto ... (1) 


H has only à, component and it is the function of r only hence, 


Н = Н,а, апа dL-rdóa, ina, direction 








HedL = Ньа, * rdoa, =H, rdo (2) 
According to Ampere's circuital law, 
ф На = lox 
2x г? 
J Herdo = 1-5 
2-0 R 
r? 
H,r(27) = Dx 
Гас? Іг 
Н» 7 зат? тл? 
Hack A/m . forr<R 
2nR? 


Inside the conductor Н е г and on the surface г = R hence Н becomes, 





а, on the surface of conductor 


_ 1 
= 2лК 
Region 2: Outside the conductor, г > К. 


The conductor is infinite length along z-axis carrying direct current I hence using the 
earlier result, 


rz: 1 
| Н = >а, for r>R 


So outside the conductor, Н =t, 


| Ca vr 
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The graphical variation of H against г measured from centre of the conductor is shown 
in the Fig. 7.35. 


Conductor 






on the surface 


Fig. 7.35 


таў» Example 7.6 : The plane у = 1 carries current density К=40а, A/m. Find Н at 
A (0,0,0) and B(1,5,2) 


Solution : Тһе sheet is located at y = 1 on which К is in а, direction. The sheet is 
infinite and is shown in the Fig. 7.36. 
The H will be in x direction. 

a) Point A (0,0,0) 


z 





ам =-а, normal to current sheet at P 
Point А 
1 H = $ KX än 
= 1 [40a, x-a, | 
Now а,Ха, = -а, 
Н = 5 [+40]a, -202, Alm 


b) Point В (1,5,-2) 
о айы PACA Jic 5 for B. 
normal : sheet at point B 
Kxay = 5 1 [402, ха, | =-20а, A/m 


ақ 
H 


z 
2 
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ump Example 7.7 : In the region 0 < г < 0.5 m, in cylindrical co-ordinates, the current 
density is, 
J =45 еа, А/ т? 
Апа | =0 elsewhere. Use Amperes circuital law to find Н. 


Solution : The current from current density is given by, 


І = %)-45 
dS = гаг афа, normal toa, аѕ ј is та, 
I = | J 4562, *rdr doa, 
0-дг-0 


п г 
4.5 ] | re? dr аф 


Ф-0г:0 
Using integration by parts, 


4.5 Г 41| e аг- | 1 | e? ага 
$ 9-0 


r 





45 e» ЕЕ -| шы ar} 


1 
© 
а 
—— 
ч 
116 
b 
Қ 
| = 
о, 
э 
—„—/ 
^ 


н 
o 
а 





-ге 1 ж.1 9n 2r _„-2 
| 274° +7 = {1-2re -е РА 


Бог г = 0.5, I = 7.068 [1 - 0.3678 - 0.3678] = 1.8676 А 
Consider a closed path with г>0.5 such that the enclosed current I is 1.8676 A. 


According to Ampere's circuital law, 
 é$Hedb-I 


| 
меч 
ті 
" 
Ек 
ө 
7 
ө 
в. 
гі 
| 
м 
а. 
O 
М 
o 


2 
[ H, rdo = 


0-0 


2nrH, = 1.8676 








н. - 18676 _ 0.2972 
è  2mr г 
0.2972 _ 


H = ——-a, Алп Юг r205m 


^ 
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wa Example 7.8 : А 'z' directed current distribution is given by, 
J -(r? +иг) for rsa. 
Find B at any point т >п using Ampere's circuital law. 


Solution : As current density is given, 











I = $J-dS, J isina, direction 
dS - г dr doa, 
2n г 
Г = ] І (г? +иг) r dr dó 
$-0 т-0 
= 2л P 3 2 d = r* ur? : 
= [95 Е *ur?] г= 20 wu 3 
г= 0 9 
r* ur? 
ш ЕЕ 3 ДА 
a* ua? 
Forr-a, Т = E 3 j^ 


Consider a closed path with г >a which is Атрепап path. 


H = H,a, while dL=rdo а, 
According to Ampere's circuital law, 
$ Н:аг = I As path has r 2a, it encloses total I. 


2n 4 3 
a ua 
J= таф = др 3 | 





2nrH, = = [4а* +3 иа ?] 


Н, = D; [4a*+3ua*] 


H = — [4a*+3ua*]a, A/m 





Assuming permeability of medium as р 


= ті .08. 
в = uH = SORE [sa +4 ша? а Wb/m? 
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7.10 Curl 


In electrostatics, the Gauss's law is 
applied to the differential volume 
element to develope the concept of 
divergence. Similarly in magnetostatics, 
the Ampere's circuit law is to be applied 
to the differential surface element to 
develope the concept of a curl 

Consider the differential surface 
element having sides Ax and Ay plane, 
as shown in the Fig. 7.37. The unknown 
current has produced H at the centre of 
Fig. 7.37 Differential surface element this incremental closed path. 


The total magnetic field intensity at the point P which is centre of the small rectangle 





is, 
Н = На, +Нуа, «На, ... (1) 
While the total current density is given by, 
J = Ла, +J а, +], а, ... (2) 
To apply Ampere's circuit law to this closed path, let us evaluate the closed line 
integral of H about this path in the direction abcda. According to right hand thumb rule 
the current is in à, direction. 
Along path a-b, H-H, а, and dL= Ay ay 
Н:аї = H, a,-Ay à, = Н, Ay -- (3) 


The intensity H, along a-b can be expressed interms of H „ existing at P and the rate 
of change of H, in the x direction with x. The distance in x direction of a-b from point P 
is (А x/2). Hence Н • dL along a-b can be expressed as, 


oH 

а А 

(Н-аг) , = |н, y eee (4) 
For path b-c, H is in —a, direction hence -Н, à, and dL = Аха, . 


H*dL = -H, Ax ~. (5) 


Now H, can be expressed interms of Н at point P and rate of change of H, in y 
direction with y. 





The distance of Бс from P is A y/2. 
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25 Ay 9H 
(H-dL) = TX x^ ... (6 


For path c-d, His in -а, direction hence -H, ay and dL = Ауа,. 
На. = -H, Ay .. (7) 


But Н, can be expressed interms of Ну and rate of change of Н, in negative x 
direction. The distance of cd from point P is (Ах/2) in negative x direction. 


Hy * Hy 772 Ox 
lo 5 Ax 9H, 
(Н . aL) , = Ан, 779 Ox. ду ... (8) 


For the path d-a, H is in + à, direction hence H, а, апа dL = Ax a,. 
H*dL = H, Ax .- (9) 


But Н, can be expressed interms of Но and rate of change of H, in negative y 
direction. The distance of da from point P is (4y/2) in negative y direction. 
































H, = Hyg -2 ^s 
(Н-аг),, = [ms | Ax ... (10) 
Total H * dL can be obtained by adding the equation (4), (6), (8) and (10). 
H*dL = Hy ay + oY 5 -н„ SOY = 
-H Ay+ a дін У +Hyo ax~ Sy e 
$ Н-аг = Ах "Ex 3| _ (11) 


According to Ampere's circuital law, this integral must be current enclosed by the 
differential element. оң 


Current enclosed = Current density normal to closed path x Area of the closed path 


I J, Ахду -- (12) 


enc 


where J. Current density in а, direction as the current enclosed 


is їп а, direction. 
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From equations (11) and (12) we can write, 


$ Hed ән, ән, 


Ax Ay Ox ду 











=}, _ (13) 


This givcs accurate result as the closed path shrinks to a point i.e. Ах Ау area tends to 
zero. 


$H:dL ән, _ан, 
} lim = = — =), 
^хлу-0 Ax Ay Ox ду 





... (14) 


This equation gives relation between closed line integral of H per unit area and the 
current per unit area ie. current density. To have equality sign between the two, the 
surface area of closed path must shrink to zero. 


Considering incremental closed path in yz plane we get the current density normal to 
it ie. in x direction considering incremental closed path in zx plane we get the current 
density normal to it i.e. in y direction. So we can write, 

" Нас ән, 9H, 

Ауа cad Ay Az т “ay 9: 


jH:dL ән, ән, 
and ag ce a Az АХ д> OK -1у ~ (16) 





=), w (15) 





In general we can write, 


5 H- at 
lim - = Jw ... (17) 


А5ы-0 45, 





where } = Current density normal to the surface AS. 


The term on left hand side of the equation is called curl Н. Тһе AS, is area enclosed 
by the closed line integral. 


The total J now can be obtained by adding (14), (15) and (16). 


J -)2.*7,2,*),2, 
_ ән, 9H,]. „Эн, эн, 1. OH, ән, | _ 
J dy oz |*'|3z ox [51| 9х ду |4 


[h= cad Н=УХН | ~. (18) 


The curl H is indicated by V x H which is cross product of operator 'del' and H. 











Тһе equation (18) is called the point form of Ampere's circuital law. 
cu] Н = VxH =] 
This is опе of the Maxwell's equations. 


Key Point: Тһе curl is not refering to апу co-ordinate system though it is developed using 
cartesian co-ordinate system. 


^ 
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7.10.1 Curl in Various Co-ordinate Systems 


As the curl of H i.e. УХН is a cross product it can be expressed in determinant form 
in various co-ordinate systems. 


1. Cartesian co-ordinate system : 


а, 4; а, 
УХН = 9 2 eV 

9х ду 92| — 

н, H, H,|€H 

















 [eH, 9H,] (ән, ән,1 (ӘН, ән, |_ 
.|9У 92 ax 59; 7 9х |» "| 9х ду |44 


2. Cylindrical co-ordinate system - 


r га, а, 
тт 119 9 9 
VAM ог. 50-92 
H, rH, Н, 
“Пән, 9H,]. (ән, ән, la SsuD 1 m 
= |179ф oz |" 92 де r T 


Key Point: Note that in 2) m) т is constant as differentiation is with respect to z 


ән, pM р : 
hence it becomes г ---- rr . But in m—— ~ the r can not be taken out of differentiation, as 


differentiation is with respect to r. 


3. Spherical co-ordinate system : 
tag гѕіп ба, 
1 9 9 
r?sin@|or 90 2% 
Н, rH, гвілӨН, 


ncc de ӘН, sin ань]. 1| 1 ан, _a(r Hy) |. 
тѕіпӨ 90 79% т|віп0 дф or ав 


а, 
УХН = д 





1[9(rH,) ән,1- 
«i ðr X 360 | ** 


7.10.2 Properties of Curl 
The various properties of curl are, 
1. The curl of a vector is a vector quantity. 
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2.Ух(А+В) -VXA +VXB 
3. УХУХА -У(У-А)-У?А 
4. The divergence of a curl is zero. 
У.(УхА)-0 
5. The curl of a scalar makes по sense 
Уха = No sense if o is scalar. 
6. The curl of gradient of a vector is zero. 
УХУУ = 0 
7. VXAxB = A(V-B)-B(v-A)«(B-V)A-(A-V)B 


7.10.3 Physical Significance of a Curl 


The curl is a closed line integral per unit area as the area shrinks to a point. It gives 
the circulation per unit area i.e. circulation density of a vector about a point at which the 
area is going to shrink. Thus curl of a vector at a point quantifies the circulation of a 
vector around that point. In general if there is no rotation, there is no curl while large 
angular velocities means greater values of curl. The curl also gives the direction, which is 
along the axis through a point at which curl is defined. 


The magnetic field lines produced by the current carrying conductor are rotating in the 
form of concentric circles around the conductor. Thus there exists a curl of magnetic field 
intensity which we have defined as УхН. The direction of curl is along the axis about 
which rotation of a vector field exists and the proper direction is to be obtained by right 
handed screw rule. If the direction of rotation of vector field about a point reverses, the 
sign of the curl also reverses. 

The water velocity in a river which increases linearily towards the surface, the 
magnetic field lines due to current carrying conductor, the body rotating about a fixed axis 
are few examples of a curl. 


Key Point: Thus if curl of a vector field exists then the field is called rotational. 
For irrotational vector field, the curl vanishes i.e. curl is zero. 


Another physical interpretation of a curl is about a rigid body rotating about a fixed 
axis with uniform angular velocity. Thus if v is its linear velocity then its angular velocity 
(о) is half the curl of its linear velocity. The curl v represents the net rotation of a body 
about the axis. 


жа) Example 7.9 : АН due to a current source is given by, 
H «Гусов(ох)| а, +(у+е* ) п.. Describe the current density over the yz plane. 


Solution : From the point form of Ampere's circuital Jaw, 
УХН = J 


wee’, 


Electromagnetic Field Theory 7 -40 Magnetostatics 


In the cartesian system, 


3 o4 
9 92 
ycos(ax) 0 у-е 


[569]. [em Am. а, [уан а, 


= (1)а, + (0-e*)à, +(-cosax) a, 


х 
= д 


< 


On yz plane, x = 0 
“ Jon yz plane = à, -e°a, -соз ба, 
= а, -a,-a, A/m? 


mb Example 7.10 : Given the general vector, А =(sin 20) a, in cylindrical co-ordinates. Find 
curl of A at (2,1 / 4,0). 


Solution : In cylindrical co-ordinates V XA is given by, 


ыш А д(гА 
vxx - [12222]. а OAs], T aA.) 1 2 s, 





92 г г дг 


Now A,=0, A,-sin20 and А,-0 


Ur a [ola ‚ [0-0]a, ies. JR 





д? or 


5026; _ sin 20 а 


ui EE z 


[0-0]a, +0а. + 





< 
X 
» 
Ш 

mi 


^ 
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шар Example 7.11 : Given that the general vector А is, Н = 2.5 йе +5 а, in spherical 
co-ordinates. Find the curl of H at (2,1 /6,0). 


Solution : In the spherical co-ordinates, curl H is given by, 











= 1 (Әзіөн, ән]. .1| 1 ән, 3(rH,)| | 
VxH = as] 96 EE 36 ^ or аө 
`1[д(гн„) ән,]_ 
zl т ^ 90 |?* 


Now Н,-0, Н, = 25, Н,-5 


1 [a5sine s] -a [o-262)] "M 1 |20290) =. 


м VxH= ато | 50 3$ дт Эт 








1 NN | acl = 
= Tao Б cos 0-0] a, +215] ав Ta [2.5] а, 


5 2 Ж „5 _ 
= т соғба, = аз E а 
к к о 
4252) г=2, 8-2, ф-0 
ИЕ Е Ce Б: 
УХН = 2 <0 са, 72%» +— а 
= 433a,-25a,4125a, 


7.11 Stoke's Theorem 


Analogous to the divergence theorem in electrostatics, there exists Stoke's theorem in 
magnetostatics. The Stoke's theorem relates the line integral to a surface integral. Basically 
it is a mathematical theorem which is to be applied in magncetostatics. 


The Stoke's theorem states that, 


"The line integral of a vector А around a closed path L is equal to the integral of curl 
of A over the open surface S enclosed by the closed path L". 


The theorem is applicable only when А and V ХА are continuous on the surface S. 


! 45| 5 
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7.11.1 Proof of Stoke's Theorem 
Consider a surface S which is splitted into number of incremental surfaces. Each 
incremental surface is having area AS as shown in the Fig. 7.38 (a). 





(а) (b) 
Fig. 7.38 Stoke's theorem 


Applying definition of the curl to any of these incremental surfaces we can write, 


крен $ H *dL,s 
(ух) = 2——® (1) 
where N - Normal to AS according to right hand rule 


а. = Perimeter of the incremental surface A S 


Now the curl of H in the normal direction is the dot product of curl of H with ay 
where а, is unit vector, normal to the surface AS, according to right hand rule. 


(Ухн), = (УхН)-а, ... Using in (1) we get, 
фн-а = (VXH)-ay 45 
$ Hed gc = (VxH)-aS ... (2) 


To obtain total curl for every incremental surface, add the closed line integrals for each 
AS. From the Fig. 7.38 (b), it can be seen that at a common boundary between the two 
incremental surfaces, the line integral is getting cancelled as the boundary is getting traced 
in two opposite directions. 

This happens for all the interior boundaries. Only at the outside boundary cancellation 
docs not exist. Hence summation of all closed line integrals for each and every AS ends up 
in a single closed line integral to be obtained for the outer boundary of the total surface S. 
Hence the equation (3) becomes, 

FH - f xmas -O 


where dL = Perimeter of the total surface S 
Thus line integral can be expressed as a surface integral which proves the Stoke's 
theorem. | 
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Key Point: The Stoke's theorem is applicable for the open surface enclosed by the given 
closed path. Any volume is a closed surface and hence application of Stoke's theorem to a 
closed surface which encloses certain volume, produces zero answer. 


map Example 7.12 : Prove that divergence of a curl of a vector is zero, using Stoke's theorem. 


Solution : Consider a vector À. 


The curl of А is УХА and its divergence is V *(VXA). Now УХА is a vector while 
divergence of a vector is a scalar say о. 


У-(УхА) = о ~ (1) 
Let us evaluate integral of both sides over а volume 
e | V-(VxA)dv= | м dv ~ (2) 
vol vol 
Applying divergence theorem, the left hand side can be converted to a surface integral. 
x | V «(VXA) dv =| (у хА)-4$ ... (3) 
vol 5 


where the S is closed surface enclosing the given volume. 
f (УхА)-45 = fo dv - (4) 
5 vol 


Now if Stoke's theorem is applied, it can be seen that surface S on left hand side of 
equation (4) is enclosing given volume and is not the open surface. The Stoke's theorem 
applied to closed surface produces zero answer. 


fa dv = 0 ... (5) 


vol 


This is true for differential volume also. 


adv = 0 . (6) 
Вш dv * 0 as it is a differential volume. 
* = 0 . (7) 
From equation (1), 
V+(VxA) = 0 ... (8) 


This proves that the divergence of curl of a vector is zero. 


та» Example 7.13 : Evaluate both sides of Ше Stoke's theorem for the field 
Н -6хуа,-3у? а, A/m and the rectangular path around the region, 2<x <5, —1<у51, 
z = 0. Let the positive direction of dS be а,. 
Solution : According to Stoke's theorem, 
{на = | (vxH)-as 
L s 
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Let us evaluate left hand sidc. The integral to bc evaluated on a perimeter of a closed 
path shown in the Fig. 7.39. The direction is a-b-c-d-a such that normal to it is positive à, 
according to right hand rule. 





= 9 [5-4 = 63у 


Now y =-1 for path ab, | Н-аї = 63(-1)--63 
ab 


1 d 3 
Similarly | Неа = | -3y? у= žy --[v?]!, --fi -C]- -2 





be у--і 


> 
x^ 


2 
| H*dL ву (у) = [4-25] =- 63у 
cd 5 


H 
нь 


But у = 1 Юг path cd hence | HedL = - 63 
са 


-1 
H-dL = | -3y? ду=- [узр =-[(-1)° -(1)°]1=-[-1-1]=+2 
да y 
$ Н-аг = -63-2-63+2=-126 А 


Now evaluate right hand side. 
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x ay z 
z 9 9 9 
бху -3y? 0 


a, [0-0] «a, [0-0] «a, [0—6x] a, --бха, 
| (VxB)-dS = | (-6xa,)- (dx dya,) 
5 5 


dS = dx дуа, normal to direction а, 


[ (vxn)-as | Г -xax dy =-6| >] У 
2 


5 у=-1 х-2 


= -$ 125-41 -(-1]=-3х21х2 =-126 A 


Thus both the sides аге samc, hence Stoke's theorem is verified. 


7.12 Magnetic Flux and Flux Density 


The magnetic flux density В is analogous to the electric flux density D. The relation 
between B and H is already mentioned, which is through the property of medium called 
permeability и. The relation is given by, 


-@) 
For the free space, и =н «4лх107 H/m hence, 
Б = poH for free space ... (2) 


The magnetic flux density has units Wb/m? and hence it can be defined as the flux in 
webers passing through unit area in a plane at right angles to the direction flux. 


If the flux passing through the unit area is not exactly at right angles to the plane 
consisting the area but making some angle with the plane then the flux $ crossing the area 
is given by, 


ф- | B*dS  webers (Wb) ЕС 


wherc $ = Magnetic flux in webers 


Magnetic flux density in Wb/ m? or Tesla (T) 
48 = Open surface through which flux is passing. 
Now consider a closed surface which is defining a certain volume. The magnetic flux 


lines are always exist in the form of closed loop. Thus for a closed surface the number of 
magnetic flux lines entering must be equal to the number of magnetic flux lines leaving. 


` 
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The single magnetic pole can not exists like a single isolated electric charge. No magnetic 
flux can reside in a closed surface. Hence the integral B*dS evaluated over a closed 
surface is always zero. 


peres = 0 КА (4) 


This is called law of conservation of magnetic flux or Gauss's law in integral form 
for magnetic fields. 


Applying divergence theorem to equation (4), 
$B:d$ = | V-Bdv=0 ... (5) 
5 


where dv = Volume enclosed Бу the closed surface. 


But as dv is not zero, we can write, 


The divergence of magnetic flux density is always zero. This is called Gauss's law in 
differential form for magnetic fields. This is another Maxwell's equation. 


7.12.1 Maxwell's Equations for Static Electromagnetic Fields 
Let us summarize the Maxwell's equations for static electric and magnetic fields. 


Maxwell's equations in differential or point form 


Gauss's law 


Conservation of electric field 


Ampere's circuital law 


Single magnetic pole can not exist i.e. 
conservation of magnetic flux 


Table 7.1 
The Maxwell's equations in integral form can be summarized as, 








Table 7.2 
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7.12.2 Application of Flux Density and Flux to Co-axial Cable 


Let us obtain the flux between the conductors of a co-axial cable using the concepts of 
flux density and the flux. 


The co-axial cable is shown in the Fig. 7.40, such that its axis is along the z-axis. 





1 7 
52 
І 
1 
(а) Со-ажа! cable (b) Cross-sectional view 
Fig. 7.40 


The radius of the inner conductor is 'a' while the inner radius of the outer conductor is 
'b'. It carries a direct current I which is uniformly distributed in the inner conductor. The 
outer conductor carries same current I in opposite direction to that carried by the inner 
conductor. 
As derived in the section 7.9.2, H in the region a « r « b is given by, 
т: І. 
H = 1% A/m ..а<г<Ь 
We аге interested in the flux in the region a < г < b. The cable is filled with the air as 
dielectric with р =p о. 


B=, H-tols 2 
В = HoH = 5а, Wb/m -а<г<Ь 


Let d be the length of the conductors. The magnetic flux contained between the 
conductors in a length d is the magnetic flux crossing the radial plane from г = a to r = b 
and for z = 0 to z = d. 


The magnetic is given by, 
Ф = |В-45 
5 


` 
` 
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The dS normal to the à, direction is dr dz. 


48 - drdza, 
mead Hol. қ 
ф = | BedS=| ;— а. * 4ғ dzd, 
| | 2nr 
b 
I 
Hol ar dz = 527 [a] [тт _ | oF sig 


r 
2кг г 


2-Orsa 


! 
— t 
— 

t 

} 

L 


Q Bold p ol 
1555 [In b-In a] 


ф = Hg in| | Wb 








2л 


; тт. 2.39х106 x TP А 
ма» Example 7.14 : A radial field, П ==- cos 64, A/m exists in free space. Find the 


magnetic flux crossing the surface defined by 0 <ф< п / 4 and 0 <z <1 m. 


Solution : Тһе portion of the cylinder is shown in the Fig. 7.41. The flux crossing the 
given surfacc is given by, 


45 normal to a, direction is, 


dS = r dé dz à, 
-é-[uoH-d$ B-p, H 
5 
6 
= Но joe cos фа, *rdódzà, 


5 
1 л/4 
= ро | | 2.39x 10° сов odo dz 


z=00=0 


= 239 x 106 ро [sin 6] 5^ [z]) 





Fig. 7.41 


ф = 239х106х4лх107х [ли o] 1-0) 


2.1236 Wb 
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mab Example 7.15 : In cylindrical co-ordinates B-(2.0/r)a, Tesla. Determine the magnetic 
flux 6 crossing the plane surface defined by 0.5 <r < 2.5 m and 0 Sz <2m. 


Solution : The surface is shown in the Fig. 7.42. 
The flux crossing the surface is given by, 





$ = | В-45 
$ 
The dS normal to à, direction is dr dz. 
2=20 -. dS = dr dz à, 
o = | 208, агаа, 
5 
о " 2 
Же = | f 20 dr dz 
4%0ғх05 
біп 8, direction = 2.0 [Ir "Б [45 


= 2.0 [In 2.5 - In 0.5] [2 - 0] 


Fig. 7.42 
= 64377 Wb 


шаў» Example 7.16 : Find the flux passing the portion of the plane 6— 1/4 defined by 
0.01 « r « 0.05m and 0 «z «2m. A current filament of 2.5 A is along the z-axis in the a, 
direction, in free space. 

Solution : The arrangement is shown in the Fig. 7.43. 


Due to current carrying conductor 
in free space along z-axis, H is given 





by, 
x: D... — 
H = 2%» 
-25 x 
21: ° 
EM = А 
-7 
B m uo H = 4лх107 x 0.3978 3 
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The flux crossing the surface is given by, 
ф = | B-d$ 
5 


Now dS = drdza, normaltoa, direction 





$ = j Т шалы a, “ drdza, 


z=0r=0.01 
» | T 5x107 


dr dz = 5x107 [и ro [2% 





z=0 r= 0.01 


- 0.05 
= 5x107 In [22] [2] = 1.6094 u Wb 
7.13 Magnetic Scalar and Vector Potentials 


In electrostatics, it is seen that there exists a scalar electric potential V which is related 
to the electric field intensity E as Е--УУ. 


Is there any scalar potential in magnetostatics related to magnetic field intensity H ? 
In case of magnetic fields there are two types of potentials which can be defined : 

1. The scalar magnetic potential denoted as Vm- 

2. The vector magnetic potential denoted as А. 


To define scalar and vector magnetic potentials, let us use two vector identities which 
are listed as the properties of curl, earlier. 


VxVV = 0, V = Scalar (1) 
Ve(VxA) = 0, A = Vector ... (2) 
Every Scalar V and Vector A must satisfy these identities. 


7.13.1 Scalar Magnetic Potential 
If V,, is the scalar magnetic potential then it must satisfy the equation (1), 


VxVV, = 0 .. 8) 
But the scalar magnetic potential is related to the magnetic field intensity Н as, 
Н = -VV,, ... (4) 
Using in equation (3), 
Vx(-H) - 0 ie VxH=0 ... (5) 
0 


But VxH =J іе. Ј = ... (6) 
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Thus scalar magnetic potential V,, can be defined for source free region where J ie. 

current density is zero. 
Н = -V Va only for J = 0 .- (7) 


Similar to the relation between E and electric scalar potential, magnetic scalar potential 
can be expressed interms of H as, 





7.13.2 Laplace's Equation for Scalar Magnetic Potential 
It is known that as monopole of magnetic field is non existing, 


$5.45 - 0 ... (8) 

Using Divergence theorem, 
$8-4S = о-ва =0 ... (9) 

vol 
V°B = 0 . (10) 
V-A) = 0 but ро #0 -- (11) 
У.Н = 0 | -. (12) 

Ve(-VV,,) = 0 ..using H=-VV,, 

VIV = 0 Юг J=0 ... (13) 


This is Laplace's equation for scalar magnetic potential. This is similar to the Laplace's 
equation for scalar electric potential V ?V = 0. 


7.13.3 Vector Magnetic Potential 
The vector magnetic potential is denoted as А and measured in Wb/m. It has to 
satisfy equation (2) that divergence of a curl of a vector is always zero. 
V*(VxA) = 0 ... А = Vector magnetic potential 


But У“В-0 ... From equation (10) 


Thus curl of vector magnetic potential is the flux density. 
Now VxH = J 


ух В. 


j ... В =u H 
Ho J Ho 
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VxB = и] ... В = УхА 
ҰхУхА = nj -.. (15) 
Using vector identity to express left hand side we can write, 


V(V* A)-V?À = ну] 


2201 р 1 XX VIX 
— V У = Ух. -V “A РА 
J = 19 УХА - [vv A-VA] (16) 


Thus if vector magnetic potential is known then current density ) can be obtained. For 
defining А the current density need not Бе zero. 


7.13.4 Poisson's Equation for Magnetic Field 
In a vector algebra, a vector can be fully defined if its curl and divergence are defined. 
For a vector magnetic potential А, its curl is defined as V x A = B which is known. 


But to completely define A its divergence must be known. Assume that V • А, the 
divergence of À is zero. This is consistent with some other conditions to be studicd later in 
time varying magnetic fields. Using in equation (16), 


1- pr 
йт еді 


This is the Poisson's equation for magnetostatic fields. 


7.13.5 A due to Differential Current Element 


Consider the differential element di carrying current 1. Then according to Biot-Savart 
law the vector magnetic potential À at a distance R from the differential current element is 
given by, 


> I dL 
A = ELI Wb/m -. (18) 


For the distributed current sources, IdL can be replaced by К dS where К is surface 
current density. 


-- (19 
( ) 





The line integral becomes a surface integral. If the volume current density ) is given іп 
A/m? then 1 dL can be replaced by ) dv where dv is differential volume element. 


... (20) 





` 
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It can be noted that, 
1. The zero reference for А is at infinity. 
2. No finite current can produce the contributions as К о. 
шщ» Example 7.17 : іп cylindrical co-ordinates А -50r? а, Wb/m is a vector magnetic 


potential, in a certain region of free space. Find, Н, В, ] and using J find total current I 
crossing the surface 0 <r <1, 0S6 s2n and z = 0. 
Solution : Vector magnetic potential, А -50r? a, Wb/m 


Now, B = VxA 
_ |1 дА, дА, 5 4 9A, OA, m d 1( ӘтА,) _ дА, 
=i a coz pega е Petr a Oe Ыр 
Now А,-0, А,-0, А,-50г? 
B = f doja, 4 UE 2h ott 110-048, 
































г do or 
В = -100ra, Мт? 
H = Lm Alm 
Ho Но 
Now J = VxH 
Iw Hose С, бн ый 
Ho 
S 2 
o( 1901 | 4 100 | 
түл Е Ho = tna 1 0 ЛЕ 
VxH = |0 x a, *[0 Оа, +- E 0|а, 
к . ,1f 100 E 200 .. 2 
= [0-0]a, +04, zd [2r] а, EE А/т 
j = -200 | 
Но * 
) nd = 
Now I= [7-45 where dS = r dr doa, 


= | (-19, •гагафа, = Г | -rardo 


6-0r-0 o=0r-0 


^ 
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-200[r? T uas. -200[1 
- ЕС ӘНЕ 


- 500x 105 А 


So current is 500 МА and negative sign indicates the direction of current. 


Examples with Solutions 


тиф) Example 7.18 : Find out the magnetic vector potential in the vicinity of a very long 
straight wire carrying a current 1. Hence find magnetic field density and magnetic field 
strength. [UPTU : 2002-03, 10 Marks] 
Solution : Consider an infinitely long filament carrying direct current I placed along 
z-axis as shown in the Fig. 7.44. 





Fig. 7.44 
The magnetic field intensity due to such filament is given by, 
I . 


H а, 


= Jnr 
If it is placed in free space, B- ui, H 
в Mol - 


= ба 
2nr ° 


Assuming cylindrical co-ordinate system, 





В = VxA : 
^ ug 5 = 19A, 9Л, + 9A, 9A, = 41 «XrA,) 9A, _ 
ее [р 98 oz |2 [905 дт т Эт ae j 
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= Hol 3 qug. eod 
B = УхА 
= os, «|o (52 10-08, 
MTS 
= mr? 
и - B _ Hd = 
о Hom +: 
= i ... Magnetic field strength 


> Example 7.19 : А flat perfectly conducting surface т xy plane is situated т а magnetic 
field, 
Н = 3соѕхӣ, +2 cos xii, A/m for 220 
-0)ғ2<0 
Find the current density on the conductor surface. 
Solution : From the point form of Ampere's circuit law, 
VxH = J = current density 














x “у z 
= 9 9 9). Я 
J = Эх dy dz in cartesian form 
H, H, H, 
_ Ген, 225 = ,[9H. 93H, 4| 8H; ӘН, 
ду 92 д2 Ох гта ду а, 
Егот Н, H, = З соѕ х, Ну = 2 cos x, Н, = 0 
1L д= cos x|- |[93cosx |. ðz cosx O3cos x]. 
r= ieee а, oz |89 ax ду |" 
= -cos ха, +0а, +0а, = —cos ха, A/m? 4 
Thus, ў = -cos ха, A/m? .. For zz 
= 0 Alm? ..Forz «0 


nab Example 7.20 : A current sheet К = 10 a, A/m lies in the x = 4 m plane and a second 
« ShetK- -8a, A/m is at x = – 5 m plane. Find Н in all the regions. 
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mea Example 7.21 : A circular conductor of 1 cm radius has an internal magnetic field given 
by 


Н - zs sinar- совага, А/т 
ШҰ! а 


T 


Where а = — 
2% 


and то = radius of conductor. 


Calculate the total current through the conductor. 


Solution : Consider the conductor as shown in the Fig. 7.46 along z-axis. Consider a 
closed path of radius r. The current enclosed by the path is part of the total current. The 
total current I is uniformly distributed in area nr while the closed path encloses the area 


- onr? "Pe? 
Tene = І--ұ--; 
Try Io 
11. г 
Now Ну = -|—sinar-— сов аг 
Tla2 a 


dL = гаф ina, direction 


According to Ampere's circuit law, 














$ü-ab = 1... 
2n 2 
4-0 fo 
2 
2nH, r = Lt 
ro 
Ir? Ir 
н, = 2 27 2 
пгго 200 
111 . r Ir 
-|.; Sin ar-— соѕаг| = z 
rla a 2710 
т Қ 
But а = 2% es. given 


1 LIES. sin 5 M БЕРДІ =. cos nr dr. 
rin Y 2 ro n 21 2л rd 
Zro 2ro 


But if the closed path selected, has to enclose the total current I, then r = r,. 
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1 кен кете %_ cos T = ll 
Го 2 үх 2| 2x5 
(x) (=) 
Now cos -0 and го =1 cm =1x10 m 
1 i-i. 5 
gor [4092x10?] = saa 


I = 2nx4.052x10> =2.5464x10 А 


n= Example 7.22 : if a particular field is given by, 
Е-(х«2ужада, +фх-Зу-2)й, +(4х+су+22)а, 
then find the constants a, b and c such that the field is irrotational. 
Solution : 


Key Point: The vector field is irrotational if its curl is zero. 


VxF - 0 ... For F to be irrotational 


Now УхЕ = 











_ [2.95]. [в 951. [% әк], _, 
= | Oy д2|* |32 7Әх|»" 9х ду (= 


Әк, ОЖ, JE, OF, % ОЕ 








ду Oz oz д2 9х dy 





And Е, =х+2у+а2, F,-bx-3y-z, Е, =4x+cy+2z 





or, ФЕ, : 

dy 92 = с-1= 0 іе. с = 1 
дЕ, OF, — "S : " 
PE rc а-4-0 ie.a-4 
oF, әк, : 

a Oy 0280 ie.bz2 


Thus а = 4, b= 2 and c = 1 to have F irrotational. 


A E^, 
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-3 
while H, = шашы; A/m 


So at = 1.5 cm, 


= 14x107 _ 
1.5x1072 


H = H, +H, = 
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a, =0.933 a, A/m 


At r = 2.5 cm, second sheet also gets enclosed for which, 


= ~ 0.03141 А 
According to Ampere's circuital law, 
$ H*dL = I 


2n 
fH, гаф = Len 


%-0 
H, = Tene = 20-0141 
% 2nr 2nr 
= -5x10^ _ 
Hs = —  —a, А/ш 


So at r = 2.5 cm, 


= 0364, Алп 


К, = -250х10*а, A/m 
Тк = Kjx2nmr,--250x10? x2nx2x107 


... Та = 2 ст for sheet 


№ 


mm Example 7.26 : Evaluate both sides of Stoke's theorem for the field Н =10sinOa, and the 
surface r = 3, 050590°, 0<ф<90°. Let the surface have the à, direction. 


Solution : According to Stoke's theorem, 


$ H-dL = $ (VxH)-d5 
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In spherical system, 
dL = dra, +r 40а, +r sin 0d$ a, 
The closed path forming its perimeter eP \ Path3 ф= 90° 
is composed of three circular arcs. The ore 
first path 1 is г = 3, ф=0, 0<0<90° as T | dL="d6ay 
shown in the Fig. 7.47. The second path 2 гова, 
is r = 3, 0-907 0 <ф<90° while the path 
3is г = 3, ф=90° 0<0<90% For all the р Жо m 
three arcs r- 3m. 
Let us evaluate $ H*dL over these 2 
three paths. x 
` Ф = 90° 





< $ Н-аГ= | Ньг40+ | н, г sinddg+ f Herdo 
Pathi Path2 Path 3 
Now, Н, =0, Н, =0, Н, -105іп Ө ... Given Н 
Thus only second line integral cxists. 


л/2 
J 10sin Өгвіп 040-10 r sin? 6 [9] ^ .. Path 2 
$-0 


$ H-dL 


10x 3x [sin 90°] xz Lr = 3 m, 02:90? for path 2 


47.1238 A 
Now evaluate second side of Stoke's theorem. 
V x Н in spherical co-ordinates is, 

zl. 2% Е Н, sin es Ц 1 Ән, 9 Эт? 


99 9$ |а: *т 
«d 9(rH,) д se 


r 


or 90 


^ rsinO sn® дф or 149 


As H, =0, Нь =0, H, -10sin0 





zr: 1 д ѕіп20 | 1[ 9(rl0sn8] 1 m 
16 ER] r por 3010-0184 
1 _ 1 t 
= тпп610х2віп 8cos0]a, +=[-10sin 0]a, 
= -10 sin207, -10 sin Oz, 
rsin@ r 


while dS = г? sind 46 афа, ... ав given in à, direction 
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10 
r sin8 


/2 n/2 
| (Ухн)-45 1 1 10 rsin 20 46 do 
8 0-0 6-0 


(VxH)-dS = sin 20 г? sin@ 46 do „а, *а, =1 





-cos20]? 
= 0 5 | [e]? 
0 


-cost coi] 





„r=3m 





= хт» $5 


1.11 nx 
ш 10x35 bez = 47.1238 А 


... Thus Stoke's theorem is vcrified. 


ma Example 7.27 : A conductor in the form of regular polygon of 'n' sides inscribed in а 
circle of radius R. Show that the expression for magnetic flux density is B рой: tan (s Jas 





2nR n 
the centre, where I is the current. Show also when ‘п’ is indefinitely increased then the 
expression reduces to pater, 


Solution : Consider a polygon of n sides inscribed in a circle of radius R, as shown in 
the Fig. 7.48. It carries a current I. 


n sided 





Fig. 7.48 


Let the polygon is placed in the xy plane. Consider the side AB of polygon. The angle 
subtended by cach side at the centre is say Ө. The PM is perpendicular to AB. Thus 


Z BPM = 2 АМР = 2. 
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Now as the sides are n, the angle 0 can be written as, 


2nradians 360° 
n ^ n 





© 


(1) 


360° 1809 л 
аа rad a (2) 


міт 








Using the formula for H due to finite length conductor, [Hael at centre P is given by, 


тт I г. : 
[На] = in [sin a, -sin a, | ... (3) 
where a, = -$ as point A is below P 
ө : à 
0 = 5 as point B is above P 








.- Sin (- 0) =—sin Ө 


Е: 
S 
t 
4 
FE 

S 
m 
ЕД 
5 

кі 
3/8 
о 
! 
e, 
5 
} 
кі 
% 
шеш 





— 1 ME: I 
[Нл | TO TE sin zum =] еттегі 
Г. 
= Zar sin " ove (4) 
Now r = I (MP) = Perpendicular distance of P from AB 
ө x 
z Rcos 2” К соз (=) ^. (5) 
TE I . K 
[н] = sin — 
2пКсоѕ Е 
n 
I л 
= 3zR PR ove (6) 
But there are n such sides hence, 
3 N I л _ n x 
[Ны = ХЕ fan = 2nR tan. ave (7) 


As the polygon is in free space, ІҢ =H [H] , 
[В| = = tan Ы Wb/m? ... Proved 


п 
Ав п — о, 2570 
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(a) Finite length, Ө varies from 02 to 0, (b) Very long solenold, 0 varies from 0 to x 


Fig. 7.50 

Now [ан| due to circular conductor, at a point P which is at a distance 2 from the 
conductor on the axis is given by, 

Ia? (М/ |) dz 


|ан| = ——— A ... Refer equation (7) of section (7.7) 
2(а? +22) 
where a - Radius of the solenoid 
D = Current in the turns МЛ 


Hence total H at a point P on axis can be obtained by summing H due to all such 
elementary rings spreaded from one end of solenoid to other. i.e. within the 0 from 0, to 
0,- 

From the geometry of the Fig. 7.50 


tan = 2 ie. z = a cot 0 


` 
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_ Та? jæ 
"ms THp] 2(a? +a? cot? 9) ^ 

Now ^ d а(- cosec? 0) 48 .. | cot@=— соѕес20 
ІҢ| - 1 шағы ба - 1+ cot? Ө-совес?0 


à 2a? (1 +со e) 55 





12 m — —sin 0460 


NI? 1 NI °? 
| 659% = 21 
ө; $i 


ш -M [coso]? = ЭТ сов0,-сов6 | 
Ің| - P сов0, -сов0,| АТ/т 
The direction of H is to be obtained using right hand thumb rule. 
[В| = u[R|- ET. совө, -созо, | Wb/m? 
If the solenoid is having large length then Ө, «180? and 0, =0°. 
[ңі = ы | сов0%- сов(180%))- 27 (2) 


- м АТ/т 


Review Questions 


. State and explain Biot-Savart law. 

How Biot-Savart law can be applied to the distributed forces ? 

. Using Biot-Savart law, find ЇЇ due to infinitely long straight conductor. 

. Using Biot-Savart law, find H due to conductor of finite length. 

. Using Biot-Savart law, find ЇЇ at the centre of a circular conductor. 

. Using Biot-Savart law, find Н on axis of circular loop. ^." 

. State and explain Ampere's circuital law. 

. Using Ampere's circuital law, find H due to infinitely long straight conductor. 
. Using Ampere's circuital law, find H due to a co-axial cable carrying current I. 
. Using Ampere's circuital law, find Н due to infinite sheet of current. 

. Derive the expression for a curl, applying Ampere's стсий law to an incremental surface 
element. 


1 
2. 
3 
4 
5. 
6 
7. 
8 
9. 


ы ы 
m © 
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. State the point form of Ampere's circuital law and explain it. 

. Explain the physical significance of a curl. 

, State and prove the Stoke's theorem. 

. State the relation between magnetic flux and flux density. Also explain Gauss's law in integral and 
differential form for the magnetic fields. 

. Derive the expression for the flux in a co-axial cable. 

. Explain the concept of scalar and vector magnetic potentials. 

. Derive the Laplace's and Poisson's equations for the magnetic ficlds. 

. Find the field intensity at a point on the axis, 5 m from the centre of a circular loop carrying 
current of 50 A with area 100 cui? [Ans. 6.36 x10 “а, A/m] 

. The conducting triangular loop is shown in the Fig. 7.51, carries a current of 10 A. Find H at 
(0, 0, 6) due to side 1 of the loop. [Ans. : — 49.257 a, mA/m] 


. А circuit carrying a direct current of 5 А forms a regular hexagon inscribed in a circle of radius 
1 m. Calculate the magnetic flux density at the centre of the hexagon. Assume the medium to be 
the free space. [Ans. : 3.4644 а, pWb/m?] 

- A circular loop located on x^ + y^ =9, z = 0 carries a direct current of 10 A along à,. Determine 
H at point (0, 0, 5) and (0, 0, — 5). [Ans. : 0.227 a, for both] 

. The magnetic field intensity H is given by, 

H =-y(x7+y’)a, +x(x?+y?)a, A/m in z = 0 plane 
for -5 <x 55 and -5 Sy S5 т. Calculate the current passing through the z = 0 plane in the a, 
direction inside the rectangle-1<x<land-2<y<2. [Ans. : 53.33 A] 


. A current carrying conductor is in the form x? + у? =r? at z = 0 plane carrying current I іп а, 
direction. Find the expression for H at 
а) (00,0 6)(0,0,h) с) (0, 0, – Һ) 
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25. Find the flux crossing the plane surface defined by 0.5 <r <2 mand 0 sz s3mif 


b(a |r 


[Ans. : 16.64 Wb] 

. The planes z = 0 and 2 = 6 carry current К =-20а, A/m and К = 202, A/m respectively. 
Determine Н at а) (1, 1, 1) b) (0, – 3, 10). [Ans.:20 а,,0 A/m] 

. Evaluate both sides of the Stoke's theorem for the field H = 6 xy а, - 3y^n, A/m and the 
rectangular path around the strip, 1 «x $3, -2<у<2, 2 = 0. Let the positive direction of dS 
be a,. [Ans. : - 96 A] 

. Given the vector magnetic potential as, 

r? 


A= — а. ИБ in cylindrical system. 


Calculate the flux crossing the surface 05 1<у<2 т, 0<2<5 т. [Ans. : 3.75 Wb] 


. If the vector magnetic potential is given by, 


20 
2 


[Ans. : 


ау? ez (23,-v2.) Wb/m?] 


. If A-r$z a. calculate curl of A at the point (2, 30°, 3). [Ans.: ЗА, — 1571à,] 
. Find J at (3, 2, 1) if H = хуга, + xyz n, A/m. lAns.: 63, + ба, - a, A/m?] 
. The H = 0.1 y^ a, + 04ха, A/m іп a region. Determine the current flow through the path a-b-c-d 
when a (5, 4, 1), b (5, 6, 1), c (0, 6, 1) and d (0, 4, 1). [Ans. : - 75 A] 
. Find H at the centre of a square loop of side 'L' in xy plane at the origin as centre, carrying 
current 1 [Hint : Refer Ex. 7.3] [Ang : 22 li 1 
STD: 
. Evaluate both sides of the Stoke's theorem for the portion of a sphere specified by 
r=4,0<0<0.1n, 0550.31. Given that the field Н is, 


Н =6rsinoa, +18rsin@cosoa, A/m. ` 
Assume dS in the direction of й,. 


[Hint : Refer Ex. 7.26 | [Ans. : 22.2 А] 


University Questions 


1. What is Stokes' theorem ? State and prove it. (ОРТО : 2002-03, 5 Marks] 
. How is magnetic flux density related to the magnetic vector potential ? Find out the magnetic 


vector potential in the vicinity of a very long straight wire carrying a current I. Hence find the 
magnetic field strength. [UPTU: 2002-03, 10 Marks] 
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3. Verify that within a long conductor carrying a current L the magnetic field strength at a distance 
r from the center of the wire is gwen by 
Ir 
2nR? 
where R is the radius the wire. The current density is constant across the cross-section of the 
conductor. [UPTU: 2003-04(A), 10 Marks] 


. A current sheet with surface current density К is given by К = k-a Ат. 1 where К is a constant 


coincides with the xz plane as shown in Fig. 7.52. Find a general relation for flux density. 


y 


a b 


0000000000000000 


Fig. 7.52 


[UPTU : 2005-06, 10 Marks} 
- Define Biot Savart law and Ampere's law A long, straight conductor cross-section with radius ‘a’ 


Ir 


2na? 
(r « a). Find J in both the region. [UPTU : 2006-07, 10 Marks] 
. State and explain Ampere's circuital law in integral form. [UPTU : 2008-09, 4 Marks] 


7. Define and explain the terms magnetic force, magnetic flux density and magnetic permeability and 
the units in which each of these quantities is measured in the MKS unit. 
[UPTU : 2008-09, 10 Marks] 


has a magnetic field strength H : 


Je with in the conductor (г <a) and ЇЇ (65) for 





саса 


КЕЗ 


Magnetic Forces, 


Materials and Inductance 





8.1 introduction 


In the last chapter, we have studicd various basic concepts іп magncetostatics. We have 
discussed Biot-Savart law, Ampere's circuital law and the concepts of magnetic flux, flux 
density, scalar and vector potentials. 


In this chapter, we shall study the magnetic forces. We shall discuss the concepts of 
the magnetic torque, magnetic dipole moment. We shall study the behaviour of different 
magnetic materials on thc basis of quantum theory and the magnetization along with the 
concept of permeability. Similar to the boundary conditions in electrostatic fields, we shall 
study the boundary conditions for the magnetostatic fields. Under the magnetic circuits, 
we shall discuss the similarities and dis-similarities between the electric and magnetic 
circuits. 


8.2 Force on a Moving Point Charge 


According to the discussion in the previous chapters, a static electric field E exerts а 
force on a static or moving charge Q. Thus according to Coulomb's law, the force Fe 
exerted on an electric charge can be obtained. The force is related to the electric field 


intensity E as, 
Fe=QEN (1) 


For a positive charge, the force exerted on it is іп the direction of E. This force is also 
refered as electric force (Fe ). 

Now consider that a charge is placed in a steady magnetic field. It experiences a force 
only if it is moving. Then a magnetic force (Fm ) exerted on a charge Q, moving with a 
velocity біп a steady magnetic field B is given by, 


The magnitude of the magnetic force Fm is directly proportional to the magnitudes of 
О, 5 and B and also the sinc of the angle between v and В. The direction of Fm is 
perpendicular to the plane containing 5 and B both, as shown in the Fig. 8.1. 


(8 - 1) 
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Fn = 06 x B) 


Plane 
containing 
vand B 





a, : Normal to the plane 


Fig. 8.1 Magnetic force on a moving charge in magnetic field 


From equation (1) it is clear that the electric force F. is independent of the velocity of 
the moving charge. In other words, the electric force exerted on the moving charge by the 
electric field is independent of the direction in which the charge is moving. Thus the 
electric force performs work on the charge. On the other hand, the magnetic force Fm is 
dependent on the velocity of the moving charge. But Fm cannot perform work on a 
moving charge as it is at right angle to the direction of motion of charge. (F° d L=0)}. 


The total force on a moving charge in the presence of both electric and magnetic fields 


is given by, 
F= Ее + Fm =Q(E+0 ХВ) N ... (3) 


Above equation is called Lorentz Force Equation which relates mechanical force to the 
electrical force. If the mass of the charge is m, then we can write, 


do 


= та = т -~g =О(Е+5 xB) М -- (4) 





neb Example 8.1 А point charge of Q = - 1.2 C has velocity 5=(5а, +2а, За. ) m/s. Find 
the magnitude of the force exerted on the charge if, 
a) Е=-18а, +5а, —10а. V/m, 
b) B= -44, +44, +34, T, 
c) Both are present simultaneous. 
Solution : a) The electric force exerted by E on charge Q is given by, 


Е. = ОЕ 


- 1.2 [-18a, +54, -10a, | 


2163,-6a, +124, М 
Thus the magnitude of the electric force is given by 


[Fel = (21.6)? +(-6)* +(12)? = 25.4275 N 
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b) The magnetic force exerted by B on charge Q $ given by, 
= -12 [(5a, + 2a, -3a, )x(-42, +4а, + 3a, )] 


(-6а,-24а, %36а,)х(-4а, +4а, +3а,) 


y 


a, а, а, 


-6 -24 3 
-4 4 3 


= [72 - 144] а, - [- 18 + 144] а, + [- 24 - 9.6] а, 
= (-21.6 а, + 362, - 33.6 а, ) М 
Thus, the magnitude of the magnetic force is given by 


[Fm] = \(-21.6)* +(+ 3.6)? +(-33.6)? = 40.1058 М 


c) The total force exerted by both the fields (E and B) on a charge is given by, 
Е = Е + м = О(Е+ ох В) =ОЕ+ ОохВ 
[(21.6a,-6a, +12 а,„)+(—216 а„ + 36 а, - 336 а, ) | 


1 


(02, -24а,-216а,) N 
Thus, the magnitude of the total force exerted is given by 


ІҢ = (0)? «(724 +(-21.6)* = 217329 N 


8.3 Force on a Differential Current Element 


The force exerted on a differential element of charge dO moving in a steady magnetic 
field is given by, 


dF = АОӘХВЫ ... (1) 


The current density J can be expressed interms of velocity of a volume charge density 
as, 


] = р, 5 - (2) 


But the differential element of charge can be expressed in terms of the volume charge 
density as, 


dQ - p, dv -- (3) 
Substituting value of dQ in equation (1), 


` 
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dF = p, dvo x B 
Expressing dF interms of J using equation (2), we can write, 
dF = jx B dv .. (4) 


But we have already studied in previous chapters, the relationship between current 
element as, 


jdv = KdS-1 dE 


Then thc force exerted on a surface current density is given by, 


dF - Kx B dS ... (5) 
Similarly the force exerted on a differential current element is given by, 
dF = (IdLx в) w+ (6) 
Integrating equation (4) over a volume, the force is given by, 
Е- | J x B dv - (7) 
vol 


Integrating equation (5) over either open or closed surface, we get, 


Е = | Kx B ds ... (8) 
S 


Similarly integrating equation (6) over a closed path, we get, 


If a conductor is straight and the field B is uniform along it, then integrating equation 
(6) we get simple expression for the force as, 


ЕЕТЕХ В — (10) 


The magnitude of the force is given by, 


F-ILB sino w (11) 


Actually the magnetic field exerts a magnetic force on the electrons which constitutes 
the current I. But these electrons are part of the conductor, this magnetic force gets 
transfered to the conductor lattice. Now this transfered force can perform work on a 
conductor as a whole. 


mab Example 8.2 : A conductor бт long, lies along z-direction with a current of 2A in a, 
direction. Find the force experienced by conductor if B = 0.08 а, (T). 


Solution : A force exerted on current carrying conductor in a magnetic field is given by 
Е = IdLxB 
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Е = 2(6a,) х (0.08а,) 
12a, X 008 a, 
- 096 a, N wa, Xa, =a 


| "mi 


y 


8.4 Force between Differential Current Elements 


While discussing the electrostatic fields, we have studied that a point charge exerts a 

force on another point charge, separated by 
distance R. If these charges are of same type 
(Le. both positive or negative), then they 
repel each other. But when two charges are 1, 1, A А 

FF F F 

> ч _ > 

(а) (b) 


of different type (i.e. one positive and other 
negative), then they attract each other. 


Now consider that two current carrying 
conductors are placed parallel to each other. 
Each of this conductor produces its own flux Fig. 8.2 Force between two parallel 
around it. So when such two conductors are current carrying conductors 
placed closed to each other, there exists a 
force due to the interaction of two fluxes. The 
force between such parallel current carrying 
conductors depends on the directions of the 
two currents. If the directions of both the 
currents are same, then the conductors 
experience a force of attraction as shown in 
the Fig. 8.2 (a). And if the directions of two 
currents are opposite to each other, then the 
conductors experience a force of repulsion as 
shown in the Fig. 82 (b). 





. Fig. 8.3 Force between two 
Let us now consider two current current elements 


elements I, dL1 and 1,412 as shown in the 
Fig. 8.3. Note that the directions of І, and I; are same. 


Both the current elements produce their own magnetic fields. As the currents are 
flowing in the same direction through the elements, the force d(dFi) exerted on element 
Г Та due to the magnetic field АВ? produced by other element 1,012 is the force of 
attraction. 

From the equation of force the force exerted on a differential current element is given 
by, 

d(dFi) = һап xdBz ... (1) 

According to Biot-Savart's law, the magnetic field produced by current element I;d L2 

is given by, for free space, 


КЕЗ 
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z = I,dL2 ха 

dB; = dH» = канаке =. we (2 

2 Ho adh2 =н | ілкі ) 


Substituting value of dBz in equation (1), we can write, 
Idi х(1412 Хар, ) 


d(dFt) = po c 
21 


.. (3) 
The equation (3) represents force between two current elements. It is very much 

similar to Coulomb's law. By integrating d(d Е,) twice, the total force Fi on current 

element 1 due to current element 2 is given by, 

dia x(dL; хар ) 

ыы M ... (4) 


пена рр 





Ly L2 


Exactly following same steps, we can calculate the force Ег exerted on the current 
element 2 due to the magnetic field Ві produced by the current element 1. Thus, 


... (5) 





Actually equation (5) is obtained from equation (4) by interchanging the subscripts 1 
and 2. By using back-cab rule for expanding vector triple product, we сап show that 


Ез = -Е | ... (6) 
Thus, above condition indicates that both the forces F1 and F2 obey Newton's third 
law that for every action there is equal and opposite reaction. 
For the two current carrying conductors of length / each, the force exerted is given by 


uh bl 


Ре 214 - (7) 


where I, апа 1, are the currents flowing through conductor 1 and conductor 2 and d 
is the distance of separation between two conductors. 


If the two currents flow in same directions, the current carrying conductors attract 
each other. While if, the two currents flow in opposite direction to each other, the current 
carrying conductors repel each other. 


mb Example 8.3 : A current element, I, AL, =105 а. Ат is located at Р, (1,0,0) while a 
second element, 1; AL, = 10% (06а, -2 а, +3а.) Am is at P, (-1,0,0), both in free 
space. Find the vector force exerted on 1, ALz by 1, АГа. 


Solution : The magnetic field intensity at point P, due to I,AL1 can be obtained using 
Biot-Savart's law as follows. 
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For the side BC, the lever arm extends from origin to the midpoint of the side BC. 
Thus the lever arm for side BC is given by, 


- 1 = 
R = 24 ах .--(6) 


Hence torque оп side 2 is given by, 


dT; = хар, 


ах ахх1 dy [Во ах -Box az] 


«ахау IB, ау -. (7) 


For side CD, the torque contribution is exactly same as that by side AB. The torque on 
side 3 is given by, 
1 


dT; = 75 


dx dy 1B,, ax ..-(8) 


Similarly for DA, the torque contribution is exactly same as that by side BC. The 
torque on side 4 is thus given by, 


2 


dT; = +5 


dx dy IB, az ...(9) 


Hence the total torque is given by, 
АТ = ат «d T2 +а Ts «d Ts 


m 1 = 1 - 1 = 
ат = (29 dy IB, ах pza dy I Box ау )(—2®4у1в„ ах | 


«5e dy I Bax a, | 


dT = -dxdylB,, ax +dxdyIB,, ay 
dT = Idxdy (Box ay -Boy ах) 
dT = Idx dy [az x(B,, ax +В, ay +В, az)] 


-a9 


We can modify above equation by replacing the product term ie. dx dy by vector area 
of the differential current loop i.e. dS. 


„an 


Above equation indicates that even though the total force exerted on the rectangular 
loop as a whole is zero, the torque exsists along the axis of rotation. i.e. in the z-direction. 
The expression is valid for all the flat loops of any arbitrary shape. 
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8.5.2 Magnetic Dipole Moment 

The magnetic dipole moment of a current loop is defined as the product of current 
through the loop and the area of the loop, directed normal to the current loop. From the 
definition it is clear that, the magnetic dipole moment is a vector quantity. It is denoted by 
m. The direction of the magnetic dipole moment m is given by the right hand thumb rule. 
The right hand thumb indicates the direction of the unit vector in which im is directed and 
the figures represents the current direction. The magnetic dipole moment is given by 


сш 


In the previous section we have obtained the expression for the torque along the axis 
of rotation of a planar coil as, 


T = BIS(-a,) 


Using definition for the magnetic dipole moment, the torque can be expressed as, 


-өз 


Above expression is in general applicable in calculating the overall torque on a planar 
loop of any arbitrary shape. But the basic requirement is that the magnetic field must be 
uniform. The torque is always in the direction of axis of rotation. When the planar loop or 
coil is normal to the mangetic field, the sum of the forces on the planar loop as well as the 
torque will be zero. 


лә) Example 8.4: А rectangular coil as shown in the Fig. 8.7 is in the magnetic field given 
= ах жау 
В = 0.05 ———T 
i 2 


Find the torque about z-axis when the coil is in the position shown and carries a current of 
5 А. 





Fig. 8.7 


Solution : The magnetic dipole moment is given by, 


m = [Sap 


where S = Area of coil = (0.08) x (0.04) = 3.2 x 10? m? 
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The angular momentum of an clectron is called spin of the сіссітоп. As clectron is а 
charged particle, the spin of the electron produces magnetic dipole moment. In an atom 
with completely filled orbits the contribution in spin magnetic moment is zero. In other 
words, the spins of the electrons in incompletely filled shells contribute more in the 
resultant spin magnetic moment. 


Similar to the electro spin, the nuclear spin contributes to the magnetic moment called 
nuclear spin magnetic moment. The mass of the nucleus is much larger than an electron. 
Thus the dipole moments due to the nuclear spin arc very small. The contribution of 
nuclear magnetic moment to the magnetic properties of materials is negligible. 


The total magnetic dipole moment of an atom can Бе calculated by summing up all the 
above mentioned magnetic dipole moments in appropriate manner. 


8.6.2 Classification of Magnetic Materials 


According to the previous discussion, it is clear that the characteristics of the magnetic 
materials are decided by the different components of moments and also their summations. 
On the basis of the magnetic behaviour, the magnentic materials are classified as 
diamagnetic, paramagnetic, ferromagnetic, antiferomagnetic, ferrimagnetic апа 
supermagnentic. 

The magnetic materials in which the orbital magnetic moment and сіссітоп spin 
magnetic moment cancel each other making net permanent magnetic moment of each atom 
zero are called diamagnetic materials. Thus with no external field, in diamagnetic 
materials the net torque produced on atom is zero with no effective realignment of 
magnetic moment. But an applied field makes spin moment slightly greater than that of 
orbital moment. This results in small magnetic moment which opposes the applied field. 
Hence when a diamagnetic material like bismuth is kept near either pole of a strong 
magnet gets repelled. Other examples of diamagnetic materials are lead, copper, silicon, 
diamond, graphite, sulphur, sodium chloride and inert gases. 


The magnetic materials in which the orbital and spin magnetic moments do not cancel 
each other resulting in a net magnetic moment of an atom are called paramagnetic 
materials. In the paramagnetic materials, atoms are oriented randomly. In the absence of 
an external field, the paramagnetic materials do not show any magnetic effect. But when 
an external field is applied, each atomic dipole moment experiences a torque. Due to this, 
all the atomic dipole moments tend to align with the external field. Thus inside material, 
value of the field increases than the value of the external field if the perfect alignment of 
the dipole moments is achieved. When the paramagnetic material is kept near the pole of a 
strong magnets, it gets attracted. The common examples of paramagnetic materials are 
potassium, tungston, oxygen, rare earth metals. 


The materials in which the atoms have large dipole moment due to electron spin 
magnetic moments are called ferromagnetic matcrials. In the ferromagnetic materials, the 
adjacent atoms line up their magnetic dipole moments in parallel fashion in the lattice. The 
regions in which large number of magnetic moments lined in parallel are called domains. 
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When an external field is applied, the domains increase their size increasing internal field 
to a high value. When the external field is removed, the original random alignment of 
dipole moments is not achieved. Some of the moments remain in a small region which 
results in residual field or remanant field. This effect is called hysteresis. Iron, nickel and 
cobalt are the examples of ferromagnetic materials. 


The behaviour of a ferromagnetic material can be represented interms of magnetic 
domains. A magnetic domain is a small region in which all the magnetic dipoles are 
perfectly alligned as shown in the Fig. 8.8. But the direction of allignment of the dipoles 
vary from domain to domain. Hence this virgin material is said to be in non-magnetized 
state. 





Magnetic 
domain 


Fig. 8.8 Random orientation of the magnetic dipoles in ferromagnetic material under 
nonmagnetized state 


When a current carrying wire is wound around the magnetic material, a magnetic field 
is produced. So when the magnetic material is placed in an external magnetic field, all the 
magnetic dipoles will try to allign in the direction of magnetic field. The domains in the 
material, which are already in the direction of magnetic field, grow in size at the cost of 
neighbouring domains. The remaining domains rotate their dipoles in the direction of 
magnetic field. Thus magnetic flux density within the magnetic material increases. 





Fig. 8.9 Magnetic flux due to current carrying coil 


Due to the current in wire, H is produced in material. The applied field H produces B 
ficld within the medium. The movement of the domain walls is reversible till the B field 
within medium is weak. 

When the current in wire is increased, the H field increases and B field becomes 
stronger and stronger. This is due to more number of magnetic dipoles align with the B 
field. Now if we measure B field, it is observed that initially B field increases slowly, then 
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it increases rapidly. Then again slowly B field increases and then it flattens off finally as 
shown in the Fig. 8.10 (a). 





H(A.Um) 


H 


m 





(а) Magnetization characteristics (b) Hysteresis loop 
of a ferromagnetic material 


Fig. 8.10 Magnetization characteristic and hysteresis loop of the ferromagnetic 
material 


The changes in B are due to the changes in M is magnetization. The flattened region 
indicate that almost all the magnetic dipoles are alligned themselves in the direction of B 
field. 


Now if we lower the H field by decreasing current in wire, the B field does not follow 
the same path but it slowly decreases as shown by the dashed path in the Fig. 8.10 (a). 
Thus it is clear that even though the H field becomes zero, there exists certain magnetic 
field density in material. So it is called residual flux density or remanent flux density. It 
is denoted by B,. The magnetic material which retains high residual flux density is called 
hard magnetic material. 


When the direction of the current through wire is reversed, the flux density B becomes 
zero at a certain value of H in opposite direction. The value of H to make B zero is called 
coercive force denoted by H,. By increasing and decreasing H field in both the directions, 
we get a loop which is called hystersis loop. The area of this hysteresis loop determines 
the loss in the energy per cycle which is known as hysteresis loop. Thus to minimise the 
hysteresis loss, the area of the hysteresis loop should be small. That means the residual 
flux density of the material should be as small as possible. The material with small values 
of the residual flux density is called soft material. 


The materials in which the dipole moments of adjacent atoms line up in antiparallel 
fashion are called antiferromagnetic materials. The net magnetic moment in such materials 
is zero. Thus when a specimen of antiferromagnetic material is kept near a strong magnet 
gets neither attracted nor repelled. This property is observed in materials like many of the 
oxides, chlorides and sulphides at low termperatures. 


` 
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Let the bound current Ij flows through a closed path. Assume that this closed path 
encloses a differential area dS. Then the magnetic dipole moment is given by 


m - 1,45 ... (1) 


Now consider a differential volume AV. Assume that there are n magnetic dipoles per 
unit volume. The total magnetic dipole moment can be obtained summing up all the 
individual magnetic dipole moment of each magnentic dipole. Note that, we must add all 
these moment vectorically. 

nay 


тыш = 2: m, .- (2) 


а =] 


The magnetization is defined as the magnetic dipole moment per unit volume. Its unit 
is A/m. 


.. (3) 





: Consider a differential volume Vv. When external field is not applied to the material, 
there is random orientation of the magnetic dipole moments as shown in the Fig. 8.12 (a). 
Thus the total sum of the magnetic dipole moments is zero. Thus the magnetization M is 
also zero. With the application of an external field B, the magnetic moments of electrons 
tend to aling with B on there own such that net magnetic moment is not equal to zero. 
Refer Fig. 8.12 (б). 


External 
magnet 


ФФ\* 


(а) (b) 


Fig. 8.12 Magnetic dipole moments in differential volume V v 
(a) with no external field (B - 0) (b) with external field applied. 


Let us consider alignment of a magnetic dipole along a closed path as shown in the 
Fig. 8.13. 
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E o o 
I = ---М ат ... (8 
Ңа-м) ® 
Compare this equation with the expression of Ampere's circuital law given by, 
I = Нат 
We can write the relationship between B, H and M as, 


іш B — 
H = —-M ... (9 
Ho e 


or [s = uo (Н+М) | ... (10) 


The relationship in equation (10) is true for all the materials irrespective of the nature 
of material whether it is linear or not. 


For linear, isotropic magnetic materials, 


The quantity Xm is dimentionless and is called magnetic susceptibility of the medium. 
Thus the magnetic susceptibility measures how susceptible the material is to a magnetic 
field. 


Substituting value of M, from equation (11), in equation (10), 

В = uo(H«x,H)-no (1 *x,4,)H .. (12) 
But for any magnetic material we can write 

В = p H=pop, Н - (13) 


Comparing equations (12) and (13), the relative permeability can be expressed interms 
of magnetic susceptibility as 


u 
= (1 = 
п. = (1+) T ... (14) 


In general р =p qt, is called permeability of a material. It is measured in henry/meter 
(H/m). But the relative permeability is a dimensionless quantity similar to the magnetic 
susceptibility. 

Consider again the expressions for the currents. These currents can be expressed 
interms of the current densities. Let J; be the total current density, ў, be the bound 
current density and J be the free current density. Then we can write the expressions for 
currents as, 


I, -$],:d$5, 
5 


` 
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m = 5x10? A-m? 
The magnetization is given by, 

M = (n) (m) -(82х10%)(5х10-7) = 410 A/m 
The magnetic field intensity is given by, | 


M = 14.1379 Alm 
и, -1 -1 





Н - 


маў Example 8.6 : In certain region, the magnetic flux density in a magnetic material with 
Xm 76 is given as B 20.005 y? a, T. At y = 0.4 m, find the magnitude о}; 
(а)] (b J, and (c) Jr. 


- 


Solution : а) ] = VxH ... (1) 
PE ET В. 
ион, Ho (Xm +1) 


But H- В 
u 


Putting value of H in equation (1) 


z B 1 NE 
= Vx— = (VB 
J Ho (Xm+1) TRIES Y ) 
a, a, а, 
Z 9 9 9 
VxB = 5 oy % 
0.005y* 0 0 
- [0-0]a -|0-9 (0005 2 а, 0-9 (0.005 2) | а 
2 x oz. y y ду * y z 
= -(001y)a, 
= 1 = 
= —————[-0.01 ya, 
J is ts Ft) x 1 
т -0.01у 


4хпх10-7 (6+1) 
Calculating value of J at y = 0.4 m. 


J = - 454.7284 а, Алп? 
The magnitude of J is 454.7284 A/m? 
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8.8 Magnetic Boundary Conditions 


The conditions of the magnetic field existing at the boundary of the two media when 
the magnetic field passes from one medium to other are called boundary conditions for 
magnetic fields or simply magnetic boundary conditions. When we consider magnetic 
boundary conditions, the conditions of B and H are studied at the boundary. The 
boundary between the two different magnetic materials is considered. To study conditions 
of B and H at the boundary, both the vectors are resolved into two components ; 


a) Tangential to boundary and 
b) Normal (perpendicular) to boundary. 


Consider a boundary between two isotropic, homogeneous linear materials with 
different permeabilities ц, and p, as shown іп the Fig. 8.14. To determine the boundary 
conditions, let us use the closed path and the Gaussian surface. 





Gaussian 
surface 


Fig. 8.14 Boundary between two magnetic materials of different permeabilities 


8.8.1 Boundary Conditions for Normal Component 


To find the normal component of B, select a closed Gaussian surface in the form of a 
right circular cylinder as shown in the Fig. 8.14. Let the height of the cylinder be Ah and 
be placed in such a way that Ah/2 is in medium 1 and remaining Ah/2 is in medium 2. 
Also the axis of the cylinder is in the normal direction to the surface. 
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According to the Gauss's law for the magnetic field, 
В-45 = 0 --() 
5 


The surface integral must Бе cvaluated over three surfaces, (i) Тор, (ii) Bottom and 
(iii) Lateral. 

Let the area of the top and bottom is same, equal to AS. 

E $ Б-45- 5 BedS+ $ BedS = 0 ... (2) 


top bottom lateral 


As we are very much intetrested in the boundary conditions, reduce Ah to zero. As 
Ah — 0, the cylinder tends to boundary and only top and bottom surfaces contribute in the 
surface integral. Thus surface integrals are calculated for top and bottom surfaces only. 
These surfaces are very small. Let the magnitude of normal component of B be By, and 
By, in medium 1 and medium 2 respectively. As both the surfaces are very small, we can 
assume By, and By, constant over their surfaces. Hence we can write, 


For top surfaces : 
$ В-45 
Top 


By, $ 4$=В 45 - (3) 
Тор 


For bottom surface : 


$ B-dS = By, $ dS=By,AS ... (4) 


Bottom Bottom 


For lateral surface 
$ В-45 


Lateral 


1 
о 


_ (5) 


Putting values of surface integrals in equation (2), we get 
В,,45-В,,45 = 0 -- (6) 


Note that the negative sign is used for one of the surface integrals because normal 
component in medium 2 is entering the surface while in medium 1 the component is 
leaving the surface. Hence By, and By, аге in opposite direction. 


From equation (6), we can write, 
By, AS = Ву, 45 
i.e. By, = Bw, (7) 
Thus the normal component of B is continuous at the boundary. 
As the magnetic flux density and the magnetic field intensity are related by 
B = pH 
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Thus, equation (7) can be written as, 


ШН = njHy, 


... (8) 





Hence the normal component of H is not continuous at the boundary. Тһе field 
strengths in two media are inversely proportional to their relative permeabilities. 


8.8.2 Boundary Conditions for Tangential Component 


According to Ampere's circuital law, 


{ н-ат = 1 ... (9) 


Consider а rectangular closed path abcda as shown іп the Fig. 8.13. It is traced in 
clockwise direction as a-b-c-d-a. This closed path is placed in a plane normal to the 
boundary surface. Hence $ Н АТ. сап be divided into 6 parts. 


jHer-[men.[men.[u-en.[men.[m..]me-1 ао 
a b 1 € d 2 


From the Fig. 8.14 it is clear that, the closed path is placed in such a way that its two 
sides a-b and e-d are parallel to the tangential direction to thc surface while the other two 
sides are normal to the surface at the boundary. This closed path is placed in such a way 
that half of its portion is in medium 1 and the remaining is in medium 2. The rectangular 
path is an elementary rectangular path with elementary height Ah and elementary width 
Aw. Thus over small width Aw, H сап be assume constant say Ни in medium 1 and 


Hun in medium 2. Similarly over a small height A. 
in medium 1 and Ну in medium 2. Now assume that K is the surface current normal to 
the path. Also from the Fig. 8.14 it is clear that the normal and tangential components in 


medium 1 and medium 2 are in opposite direction. Thus equation (10) can be written as, 


H can be assumed constant say Hy, 





Kedw = Hana (Aw)+Hn (F нь (7 нее) 


-Hy ( jm (2) .. (11) 


To get conditions at boundary, Ah — 0. Thus, 
K«dw = Ham (AW)-Hyan2(AW) 
H.-H = К ... (12) 


In vector form, we can express above relation by a cross product as 
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Hamn -Hean = ақ, ХК ... (13) 


where āy,, is the unit vector in the direction normal at the boundary from medium 1 
to medium 2. 


For B, the tangential components can be related with permeabilities of two media 
using cquation (12), 


Brant _ Brana = К .- (14) 


Шу B2 


Consider a special case that the boundary is free of current. In other words, media are 
not conductors; so K - 0. Then equation (12) becomes 


Hom -Haw = 0 
or Hun = Hao ane (15) 
For tangential components of B we can write, 


Brant "S Banz 0 





Hy H2 
Brant = Bur? 
Hy H2 
Brant 1 Hu 





From equations (15) and (16) it is clear 
that tangential component of Н are 
continuous, while tangential component of B 
are discontinuous at the boundary, with the 
condition that the boundary is current free. 


Let the fields make angles 0, and c, 
with the normal to the interface as shown in 
the Fig. 8.15. 


Interms of angle &, and 0, we can write 
relationship between normal components and 
tangential components of В. 





Fig. 8.15 Component of B at boundary 


In medium 1, 

tang, = іші. -- (17) 
Similarly in medium 2, 

tana, = Вы ... (18) 
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Dividing equation (17) by equation (18) 


tang, _ Ban Buz 
tana, Br, Bur 





Ав we know, By = Вур, 











tan о; Beant Hy Р (19) 


Consider ап interface between air (medium 1) and soft iron (medium 2) For air, 
пи 71. For soft iron, let y, =7000. Then 


Bunt tan à 1 





Шо, =85°, then о) =0.093° and Bun =0. 


Thus practically when fields cross а medium of high p, to 10% р, , then the magnetic 
ficlds B and H arc always perpendicular to the boundary. 


ма» Example 8.7 : In region 1, as shown in the Fig. 8.16. 


2 






в, Ы н, 


Medium 2 
5221 
Boundary 


Medium 1 


B, Hi, A s 


Fig. 8.16 


B, =1.24, +0.83, «042, T 


4 Determine В, and Н, in other medium and also calculate the angles made by the fields 
witk the normal. 


Solution : Assume that the boundary is current free. 


In medium 1, 





m 15 


fi, Бі B _1 1.24, +0.8а, «04a, 
На Holl Но 
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Н = = [оова, +005338, +0.0266а, | A/m .. (1) 
0 


As per the boundary shown in the Fig. 8.16, x and у are tangential, while 2 component 
is normal So according to the boundary conditions for current free boundary, the 
tangential component for Hi and Hz remain same. The normal component can be 
calculated as 


На o2 Ho 


Hi; Hn, 





Hy = n Нм 
2 


From equation (1), the normal component i.e. component іп z-direction is 


Hy = 0.0266 
Ны = D (0.0266) =0399 -04 А/ш nO 


Hence in medium 2, 
Но х = Hun, - 0.08, 
Ноу = Ны у = 0.0533, 
Hy, = 04 


H2 = ur [0.08 а, «0.0533 a, +0.4а, | A/m -. (3) 
0 


Then the magnetic flux density in medium 2 is given by 
В, -н2Н,-(шша)Н, 


: о (0083, «005332, +048, )| 
0 4 

B, = 0.08 а, +0.0533 а, 404a, T (4) 

As z-direction is perpendicular to boundary, іп medium 1, we сап write, 

Bia, = |В: |18, [соз о, 

> (12а, +0.8а, +0.4а,)-а, = 4:2)? +(0.8)? +(0.4)? (1) (cos a) 
0.4 = (1.4966) (coso) „а, *а 
a, = 74.49° 


Similarly in medium 2, 
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24 
cosa, = (56810 =0.483 
Q4 - 61.12° 


Thus the angle made by Ві with tangent to the interface is given Бу, 
Ө, = 90°01, =90°-61.12°=28.88° 
The angle made by Bz with normal i.c. à, is given by, 


|B2||a, | соза; 


J (22)? +(24)? (1) cosa, 


В ‚а, 


2(22а, +24а,)-а, 


24 
cos Оз = (325576) 077 
а, = 42.51° 


Thus the angle made by B2 with tangent to the interface is given by 
0, = 909a, =90°-42.51°=47.49° 
tan 0, tan (28.88?) _ 0.5515 


Хап 0, ап (47.49°) 1.0909 cunis 





8.9 Magnetic Circuits 


In general, in magnetic circuits, we determine the magnetic fluxes and magnetic field 
intensities in various parts of the circuits. The magnetic circuits are analogous to the 
electric circuits. If we study this analogy between the electric and magnetic circuits, we can 
achieve simple techniques for analysis of the magnetic circuits. Also we can directly' use 
the concepts of the electric circuits in solving the magnetic circuit problems. 


The common examples of the magnetic circuits are transformers, toroids motors, 
generators, relays and magnetic recording devices. 


Let us study analogy between the electric and magnetic circuits. An electric circuit 
forms a circuit (i.e. closed path) through which current can flow. Similar to this magnetic; 
lines of flux are continuous and can form closed paths. So a single magnetic line of flux or 
all parallel magnetic lines of flux may be considered as magnetic circuit. Ч 


Similar іо electromotive force (e.m.f) in ап electric circuit, we can define а new 
quantity in case of a magnetic circuit called magnetomotive force (m.m.f) The 
magnetomotive force (m.m.f.) is defined as, 


es NL =$ Hedi Г(1) 


` 
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The SI unit of m.m.f. is ampere (A). But generally, in magnetic circuits, the source of 
m.m.f. is a coil carrying conductors with N number of turns as shown in the Fig. 8.15 (c). 
Thus m.m.f. is measured in ampere-turn (A-t) very often. Note that m.m.f. is not a force 
measured in newton. 

In an electric circuit, resistance is defined as the ratio of voltage to current given by 


AT: 


In case of analogous magnetic circuits, we define a new quantity reluctance (9i) as the 
ratio of the magnetomotive force to the total flux. 


e 
Ф = m 
Ф . (2) 
Ampere - turn 
Weber ^ 
The resistance in electric circuit can be expressed interms of conductivity с as 


1 
Ros 


The reluctance is measured in 


where l = Length in m 
S - Cross-sectional area in m? 
с = Conductivity of the linear isotropic homogeneous matcrial. 


Іп case of magnetic circuits, we can define reluctance in very much similar way as, 


1 


Я = 15 . (3) 


where и = Permeability of the isotropic, linear homogeneous material 
For electric circuit, Ohm's law сап be expressed in point from as, 
ј = oË 


Now consider magnetic circuit. The magnetic flux density is analogous to the current 
density, thus we can write, 
В-ыН ... (4) 


The basic equations derived іп magnelostatics are very much helpful in the analysis of 
the magnetic circuits. These basic equations are 


V*B - 0, and -- (5) 
VxH ш 1 -. (6) 


` 


Moe’, 


Magnetic Forces, 
Electromagnetic Field Theory 8-32 Materials and Inductance 


In other form, the two equations can be expressed in terms of the total current flowing 
in the magnetic circuit and the total magnetic flux density through cross-section of the 
magnetic circuit. 

The total current in the magnetic circuit is given by, 


I = [1-95 — (7) 
5 


The total magnetic flux density flowing through the cross-section of the magnetic 
circuit is given by 


ф = | Beds ... (8) 
5 
In electric circuit, the reciprocal of the resistance is called conductance. № magnetic 


circuits, the reciprocal of the reluctance is called permeance denoted by 7. The permeance 
is measured in henries (H). 


_HS 


The analogous electric and magnetic circuits can be represented in simple way as 
shown in the Fig. 8.18. 


(a) Electric circuit (b) Magnetic circuit 





(c) Coil of N turns carrying current 


Fig. 8.18 Analogous electric and magnetic circuits 
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ГЕ Conductivity c Permeability и 
| Fed intensiy E — | Fie intensiy H 
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Ы Field intensity E 


Current density, 


Ohm's law : 
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Flux density. 
B-$-uH Wb/m* 


7. Reciprocal of resistance is conductance (G) Reciprocal of reluctance is permeance (7) 


Ohm's law : 

е = ФА 
Kirchhoffs laws : 
Y ө=0 


YMMF.-YeS-YH. 





Table 8.1 Similarities between the electric and magnetic circuits 


in the electric circuit the current actually 
flows i.e. there is a movement of electrons. 


The energy must be supplied to the electric 
circuit to maintain the flow of current. 


The resistance and the conductivity are 
independent of current density under constant 
temperature ; but may change due to the 
temperature. 


The electric lines of flux are not closed. They 


The dis-similaritics between the electric and magnetic circuits are given in Table 8.2 


Due to the magnetomotive force, flux gets 
established and does not flow in the sense in 
which current flows. 


The energy is required to create the 
magnetic flux, but is not required to maintain 
it. 


The reluctance, permeance and the 
permeability are ali dependent on the flux 
density. 


The magnetic lines of flux are closed lines. 


start from positive charge and end on 
negative charge. 


Table 8.2 Dissimilarities between the electric and magnetic circuits 





8.10 Inductance and Mutual Inductance 


When a coil with N turns, carrying current I, the flux is produced by it. This flux links 
with each turn of the coil. Thus total flux linkage of the coil having М turn № Wb-turns 
(Wb: t). 

The flux linked with the coil is proportional to the current I flowing through it. The 
ratio of total flux linkage to the current producing that flux is called inductance denoted 
by L. It is measured in henry (H). 
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Thus the inductance of a solenoid is given by 


_ Total flux linkage 
7 . Total current 
_ КАГА l 
e= wm | 
are i 
N?A 
L=Ë H .. (4) 





1 


mab Example 8.9 : Calculate the inductance of a solenoid of 200 turns wound tightly on а 
cylindrical tube of 6 cin diameter. The length of the tube is 60 cm and the solenoid is in air 


Solution : For a given solenoid in air, 
н = puo74nx107 Wb/A.m ° 
N = 200 


=3x107 m 


м. 


6 ст -6х107 hence r = 


l = 60 ст = 60x10? m 
Тһе inductance of a solenoid is given by, 
и №? А 

1 


_ Ho № (лг?) 
= --- 


L = 


4xnx107 x(200)? x xx ( 3x102)" 
60x107? 

= 23687x10? H 

- 02368 mH 


8.10.2 Inductance of a Toroid 


Consider a toroidal ring with N turns and carrying current I. Let the radius of the 
toroid be R as shown in the Fig. 8.21. 


The magnetic flux density inside a toroidal ring is given by, 


-N 
В = LE . (5) 
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EE. "n - @ 


mab Example 8.10 : А сой of 500 turns is wound оп a closed iron ring of mean radius 10 ст 
and cross-section area of 3 cm?. Find the self inductance of the winding if the relative 
permeability of iron is 800. 


Solution : For a toroidal ring of iron, 


He = 800 
А = Зет? = 3х10-* m? 
R = 10cm = 10х10-? м 


М = 50 
The inductance of а iron toroid is given by 


L = РА _ (Hott NZA 
2nR 276 


(4хпх10-7 x 800) (500)? (3x107*) 


(2х пх10х10:2) 











L = 0.12 H = 120 mH 


8.10.3 Inductance of a Co-axial Cable 


Consider a co-axial cable with inner conductor radius a and outer conductor radius b 
as shown in the Fig. 8.22. Let the current through the coaxial cable be I. 


z-axis 





Fig. 8.22 Coaxial cable carrying current I 


For the co-axial cable the field intensity at any point between inner and outer 
conductors is given by, 
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Examples with Solutions 


іне» Example 8.14 : A point charge, Q = — 60 nC, is moving with a velocity 6x106 m/s in 
the direction specified by unit vector – 0.48 2, — 0.6 a, + 0.64 a,. Find the magnitude of 
the force on a moving charge in the magnetic field, В = 2 2,-6й, +54, mT. 

Solution : The magnitude of velocity is given as v=6x10° m/s. The direction of this 


velocity is specified by an unit vector. Thus we can write, 


2 = va, = 6x10° [-048a, —0.6а, + 0.64а,] m/s 


The force experience by a moving charge in a steady magnetic field B is given by 
Е = QvxB 
= -60x10? [(6x 10°) (-0.48a, —0.6a, +0.64а, )х(2а, -62, +5 a, ) (1x107)] 


а а а 


х У z 
= (-3.6х10—)|-0.48 -0.6 0.64 
2 -6 5 


= (-36x10*)[0.842, + 3.68 а, + 4.08 а, ] 
= (-0.3024 а, – 1.3248 a, – 14688 a, ) x 10? N 
Thus the magnitude of the force on a moving charge is given by 





н! 
и 


(-0.3024х10-*)* +(-1.3248x10)* +(-1.4688х10-*)* 


2.0009 mN 


me Example 8.15 : А conductor of length 2.5 m in z = 0 and x = 4 т carries a current of 
12 A in —a, direction. Calculate the uniform flux density in the region, if the force on the 





„conductor is 12x107? N in the direction specified ty |= ae 
Solution : Let B=B, a, + By ay, +В, a, Т 
The force exerted on the conductor is given by, 
Е = IdLxB қ 
^ 12х10 E а, +2, Apu (-12а,)(25)х (B, а, +B, ay +В,а,) 


* - (0.0848) а, + (0.0848) a, =- 30 [a, x (В, a, + B, a, +B,a,)| 


2 (2.8267х103)а, -(2.8267x103)a, = -B, а, + В, a 
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Comparing components on both the sides of the equation, 


В, = 2.8267 х 10^ 

В, = 0 

В, = 2.8267 x 103 
Thus, В = 2.8267x10? а, + 2.8267х 10? a, Т 
ie. В = (2.8267 а, + 2.8267 а,) mT 


ищ)» Example 8.16 : A circular loop of radius т and current I lies in z = 0 Ho Find the 
torque which results if the current is in а, and there is a uniform field В = X 9 (а, *a,)T. 


Solution : Consider a circular loop іп z - 0 plane 
as shown in the Fig. 8.26. 

Current is in a, as shown in the Fig. 8.26. The 
given magnetic field is uniform given by 


= _ a, ta, 
ЖЕСЕ 
The magnetic dipole moment of а planar 
circular loop is given by, 
т - (IS а 
where S is the area of the circular loop. Fig. 8.26 


Note that the loop is laying in z - 0 plane. Thus the direction of unit normal à, must 
be decided by the right hand thumb rule. Let the fingures point in the direction of current 
(in a, direction), then the right thumb gives the direction of a, which is clearly а,. 


m = I(nr?)a, = (пг?Г) а, ... (1) 








The total torque is given by 


T = xB 


rr? T 


[а, х (а, +а,)] 


(кг?) а, х a (а, +а,) = 





xr? Bo I ax ay а, nr AE 
еро [-(-ay)] 
1 


кг? B, I 
z|————|a, N-m 
| № y 
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"wb Example 8.18 : Two long parallel conductors are separated by 2 cm in air carrying 
current of 100 ampere flowing in opposite directions. Find the force per meter length of the 
conductor. 


Solution :1, = I, = 100A 
d - Distance of separation - 2 cm - 2x10? m 
H = рои, =p Ё .... юган, =1 
The force per meter length between two long current carrying conductors is given by, 


Ер, 
L 2nd 





4x nx10 7 x(100)? 
2x mx 2x10 


= 0.1 N/m 


As the currents in parallel conductors are flowing in opposite direction, the force will 
be force of repulsion. : 


маў Example 8.19 : A rectangular loop in the xy plane with sides b, and b, carrying а 
^ current I lies in a uniform magnetic field B = а, В, + a, В, + a, B,. Determine the force 

NC and torque on the loop. 

Solution : Consider a rectangular loop in the xy plane with sides b, and b, as shown in 

the Fig. 8.28. 





Fig. 8.28 


Sides 1 and 3 are of length b, and are parallel to y-axis with sides 2 and 4 are of 
length b, and are parallel to x-axis. The origin is at the centre of the loop. 


- The vector force on side 1 is given by, 
Fi = Талх B 


` 
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[1 (bay) x (в,а, + Byay +B, a, )] 
= Ib, [- B, az - B, ax] 


1b, [ B, ax - B, az] (1) 
The vector force on the side 2 is given by, 


Е = Idl2 x B 


[ (-b, ax) х (В, ax + В, ay + B, a:)] 


- Ib, [B, az - В, ay] 


= -Ib,[-B, ay + В, а, | 0) 
Тһе vector force on the side 3 is given by, 
Ёз = I dls x B 
= [I(-b, ay) (B, ax + В, ay + В, а») ] 
= -Ib [- B, az + В, ax] 
= Ib, [- B, а, + B, а,] ...(3) 
Finally the vector force оп the side 4 is given by, 
Fs & I аа х В 


[I (b; ax) x (В, ax + В, ay + B, а,)] 


I b; [ B, ах - В, а, | 
= Ib; [- В, ay + B, а, | .- (4) 


Hence total force оп the loop of sides Б, and b, is given by, 


Е = Fy + Fz + Fs + Fe 


Ib, | B, ах - В, az] = Ib, [ -В, ау + В, а, | 


+ Ib, [-B, ax + B,az] + Ib, [- В,ау + В, а, | 


1{(b, В, ax -Ы В, а, - bi B, ах + b, B, а.) 
+ (bz В, ay -b> В, а, -Ь, B, ау + b, В, а.)) 


= 0 
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Total torque on the rectangular loop can be obtained by choosing origin of the torque 


at the centre of the loop. 


T 


But T 


Hence total torque is given by. 
= Ti + To + Тз + Та 


Ri x Fh GR. [1 b; (В, ax - B, az )] 


45) 
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Hence adding equations (5), (6), (7), and (8), the total torque is given by, 


T 


= Tı + Т, + Тз +14 

Qus = (в, ay) (eus zc» ax) 

+ (^5 Jes, ау) + (22) В,ах) 
b,b 


E 


I b, b, (-в, ах + B, ay) 








2 I-28, ax +2B,a, | 
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Alternatively we can find total torque by using expression, 
T = 1 (45) x B 
Now loop is іп x-y plane with dimensions of sides as Б, and Ь.. 


Then 45 = (b, b,) az. Let I be the current. Then total torque is given by, 


T = I(b Ьа.) х (В, ax + В, ay + B, az) 


ТЫ b, (+ В, а, - В, ax) 
= I b, b,(- B, ax + B, ay) 


та) Example 8.20 : Two wires carrying current т the same direction of 3 А and 6 A are 
placed with their axes 5 cm apart, free space permeability = 4n x 1077 H/m. Calculate the 
force between them in kg/m length. 


Solution : Force between two parallel conductors is given by, 


_ ЕП 1 | 
2rd 


d = distance of separation = 5 cm = 5 x 102 т 
I, = ЗА 
I, = 6A 
Г = Length of conductors 
Hence force per unit meter length is given by, 


F bh bh Бон, hh 
І 2nd 2nd 





For free space и, = 1 


Е 4xxx 107 х 3x 6 5 
I 2хлх5х 102 ы 
г. 72u N/m 


The force expressed in kg/m is given by, 


-6 
F Ж Dx m = 7.3469 x 1075 kg/m 


mm)» Example 8.21: А Point charge Q = — 0.3 uC and m = 3 х 10 15 kg is moving through 
the field E = 30 a, v/m. Using equation for force on a charge partical by E and Newton's 


* 
Га 
^ 
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laws, develop a differential equations and solve them, subject to the initial conditions at 
£20, v = 3x 10 a, m/s at origin. At t = 3 ys, find 
(i) Position P (x, у, 2) of charge, 
(ii) Velocity v, 
(iii) The kinetic energy of the charge. 
Solution : (i) Let the position of the charge is given by P(x, y, z). 
The force exerted on charge by E is given by, 


F - QE (1) 
According to Newton's second law, 

z - dv 47 

Е = ма= dt "ас ...{2) 


Equating equations (1) and (2) we сап write, 


т— = О.Е-(-03х1076х30а.) ...(3) 
Тһе initial velocity is constant and it is іп x-direction so no force is applied in that 
direction. Rewritting equation (3), we get, 


dz ОЕ 
qutm ...(4) 
Integrating once equation (4) by separating variables, we get 
di. "OE 
"dt = Vz = т. trk, ... (5) 
where k, is constant of integration. - 


To find k, : At t = 0, initial velocity in z-direction is zero Substituting values in 
equation (5), we get 


0 = 0+k, іс. К = 0 


Thus equation (5) becomes, 


= ——t .-.(6) 


z ш S ..(7) 


where k, constant of integration. 


To find k, : At t = 0, charge is at origin. Substituting values in equation (7) we get, 
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0 = = (zj іе. k, = 0 


Hence solution of the equation (3) is given by, 
_ QE, -0.3х10-%х 30а, |, 


— Ё = — t ... 8 
2m 2x 3x10-716 e 


z 
At = 3 psec, 


-  -03x10'* 
- == = x(3x10-5)? = — 0.135 m 
X 5x 


Let us consider initial constant velocity in x-direction, the charge attains x-coordinate 
of, 


x = vt =(3х105)(3х10-6) = 0.9 m 
Hence at t = 3 psec, the position of charge is given by, 
P(x, y, z) = (0.9, 0, – 0.135) m 
(ii) To find velocity at t = 3 р sec using equation (6), we get, 
ОЕ,  -03x107-5x30a;) 


у = = 


3x10 i6 (3х10-5) 


+ 
+ 


-9x10 az m/sec 


The actual velocity of charge can be obtained by including initial constant velocity in 
x-direction as, 


а 


v = (83x10? ах -9х104 az) m/sec 


Аш) The kinetic energy of the charge is given by, 


= 2 
jm Ivi? =5х 3x10- x J(3x105)? +-9%10") | 


1. 4715x1075 J 


КЕ. 


KE. 


inm» Example 8.22: А current element 2 m in length lies along y-axis centered at origin. The 
current is 5 A in ay direction. If it experiences a force 1.5 Е zs Ы due to uniform field 





J2 
B, determine B. 


Solution : Force exerted on a straight current element in uniform magnetic field is given 
by, 


Е = 1LxB 
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15- - - - - - 
pe +az) = [(5)2ay)x(B, ax +В, ay +B, az)] 
ax ay az 
12а x*az) = |0 10 0 
В, В, В, 


1.0606 (ах +az) = (10B,)ax - (10B,) az 
Comparing coefficient of unit vectors on both the sides, we сап write, 


- 10 B, 1.0606 ie. В, = - 0.10606 T 


and 10 B, = 1.0606 іе. В, = 0.10606 Т 
Hence the uniform magnetic field is given by, 
В = + 0.10606 (-ax ға.) Т 
nab Example 8.23: А magnetic field В = 3.5х107 a, exerts a force on a 0.3 т long 


conductor along x axis. If a current of 5 A flows іп -а, direction, determine what force 
must be applied to hold conductor in position. 


Solution : The force exerted on a straight conductor is given by, 
Е = ILxB | 
= 5(-0.3ax)x(35x10^? az) 
= -0.0525 (-ay) (ax ха» =-ау) 
= -0.0525(-ау) 
= 0. 0525ау М 
Hence the force applied to hold the conductor in position must be 
F - -0.0525ау М | 
іне) Example 8.24 : The magnetic flux density т а region of free space is given by 
В = – Зхах +5уау - 22а: T. Find the total force on the rectangular loop as shown іп the 


Fig. 8.29. If it lies in the plane z = 0 and is bounded by x = 1, x = 3, y = 2, y = 5, all 
dimensions in cm. 
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Fig. 8.29 


Solution : In the plane z - 0, the z-component of the magnetic field B will be zero. In 
other words it will not contribute to the force. The force on the loop is given by, 


Fe јав 


Considering dimensions of all sides in meter, we can write, 
m х=0.03 Е E " y-0.05 - x m 
F- | 30 dx ax x(- 3x ax +5уау)+ | 30 dy ay x(-3x ax *5y ay) 
х=0.01 у=0.02 
x-001 a _ ne, Б. 2 E = 
+ | 30 dx ax x(- 3x ax +5y ay)+ І 30 dy ay x(- 3x ax +5у ay) 
х=0.03 у=0.05 


For side 1 and 3, the values of y аге 0.02 and 0.05 respectively. While for sides 2 and 
4, the values of x are 0.03 and 0.01 respectively. 
005 _ 0% = 
= І 30 dx (5) (0.02) а: + | 30 dy (-3) (0.03) (- a2) 
001 0.02 


001 _ om 5 
+ | 304х(5) (0.05) az + | 30 dy (-3) (0.01) (-az) 
0.03 0.05 


yt 


008 - 055 _ ao | 002 _ 
= 3f dxaz +27 [| dyaz %7.5 | dx az + 0.9 | dy az 
0.01 0.02 003 0.05 


Р = Зои а, +27 [y ау +75 Раш а= +09 [osa 


Е = [340.03-0.01)+ 2.7(0.05- 0.02) +7.5(0.01 — 0.03) + 0.9(0.02- 0.05)Jaz 
Ё = –0.036а: = - 36a; mN 
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wb Example 8.25 : The region 1 and II interface each other. Region I has p„ = 1.5, while 
region П р, = 1. The flux density B, = 1.2 a, + 0.8 à, + 04 a, T is incident at 
boundary from region 1. Calculate Bn, angle of incidence, angle of reflection and angle of 
refraction by applying boundary conditions. Verify the angles computed with the help of 


Snell's law. 
Region - 11 
(pp = 1) 


.., 2=0 Boundary 


Solution : Let us assume that 
2-0 ie. x-y plane forms the 
boundary such that region I is 
defined by z < 0 while region П 
by z » 0 as shown in the Fig. 8.30. 





In region I, 
Bı =12ā, «08a, + Ода, T 





But B = pH. Using this 
relationship H, in region I can be -` оа 
expressed as, 

H, - Д. B, zd. B, 
Hy Holts 


1 = У; ET 
H, - и. (15) [12а, %08а, + 0.4 а, | 


H, = Tm (083, + 0.5333 a, + 0.2667 a, ] ww (1) 
0 


Аз z = 0 is the boundary, z axis is normal to the boundary. Thus the component of H, 
along x-direction and y-direction both are tangential components while that in z-direction 
is the normal component. 


Now in region II, the total magnetic flux density By is given by 
Ви = Buni + Bun - (2) 


According to the boundary conditions for current frce boundary, the normal 
component of B are continuous. 


Bw = Bun ш 0.4 а, m (3) 


Similarly for current free boundary, the tangential components of H are continuous at 
the boundary. 


Bo = Hace = (084, + 0.5333а,] (4) 
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Putting value of (Bi -H:) in equation (1) 
(Н..а-145)8, 42a, ]x a, 2 93, 


а, ау а, 
(Ham -145) 0 2] «9а, 
0 0 1 


г. (Ham 7145)8, 29a, 
Comparing the components on both the sides, 
T Hian 1 +14.5 9 


Ны = 55 A/m .. (3) 


Hence Hı in medium is given by, 
Н = 55 а, + 6а, А/ш 


ma Example 8.27 : Consider an interface іп y-z plane. The region x «0 is medium 1 with 
Ни = 45 and magnetic field H1 -42, 43a, 562, A/m. The region х>0 is medium 2 
with u, = 6. Find H2 in medium 2 and angle made by Нг with normal to the interface. 

Solution : An interface is іп y-z plane at x = 0. For x < 0, there is medium 1 (ии =4.5) 


and for x > 0, there is medium 2 (и „ =6) as shown in the Fig. 8.31. Let us assume that the 
interface is current free. 


х 


ü Medium - 2 


Avy MRE чс Boundary 


Medium - 1 
` Вы = 4.5 





Fig. 8.31 


From the Fig. 8.31 it is clear that, for y-z plane, x-axis is the normal to the interface. 
Thus the component of Hı along à, is the normal component while the components along 
а, and a, are tangential components. 

` Hum = За, -6а, A/m | (1) 

and Нә = 42, А/ш T 
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БЕ өтей 
Magnetic Forces, 
Electromagnetic Field Theory 8-60 Materials and Inductance 


From the boundary conditions, for current free boundary, the tangential component of 
H is continuous. 
Ham = Hum = За, -ба, А/ш ... (2) 
At the boundary normal component of Н is discontinuous. 


На _ H2 Holle _ 6 
Hy; Ш Holm 45 





На = C9 Hy, =(0.75)(4) = 3 -O 


As the normal direction is along x-axis, 
| Нм = За, A/m ... (4) 
From equations (2) and (4), the field intensity H2 in region 2 is given by, 
Hz = Hue + Hw =3 а, +3 à, —6 а, A/m 
Let the angle made by Нг with the normal to the interface be о. Then we can write 


H2°a, = | Hi| [а, | cosa, 


> (34, +34, -69,)-(а,) = (er +(3)2 +(-6) Ja (сова) 


3 = (73484) сова, ..4,-й,-й,.2,-0 
COS Qs = ан = 04082 


a, = сов”! (0.4082) = 65.99 


паў» Example 8.28 : Find the normal component of the magnetic field which traversed from 
medium 1 to medium 2 having ри = 2.5 and „у = 4. 
Given that Hı --30а, +504, +707, V/m. 
Solution : Assume that ху 
plane ie. 2 - 0 plane is the 
interface. Below 2 = 0, there is 
medium 1 with ии = 2.5, while 
above 
2 - 0, there is medium 2 with 
Hu = 4. 

From the Fig. 8.32 it is clear 
that, for x-y plane z-axis is the 
normal to the interface. Thus the 
component of Hi along a, is 


z = 0 (Interface) 





Fig. 8.32 
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the normal component Нм. As à, and а, directions are tangential to the interface, the 
components of Hi along à, and a, are tangential. 


Hum = -30а, *50a, A/m 
and Нм = 70a, A/m 


From the boundary conditions, for current free boundary, the tangential component of 
H is continuous. 


Нью = Hum =-30а, 450a, A/m 
Also the normal component of H is discontinuous at the interface, 
Нм _ рг Hp 4 








Із Pe * 216 
Ню Ш Hn 25 

_ Hn 70 
Hip ш че "ig^ 975 A/m 


As the normal direction is along z-axis, 
Нм = 4375а, A/m 
Hence the magnetic field intensity above z — 0, in medium 2, is given by 
Н» = Нью + Ню =-30 а, + 50 а, -4375а, Алп 


маў Example 8.29: УВ = 0.05 х a, T in a material for which хп = 2.5, find ; 


au,; Du; ОН; ӘМ; eJ; and f,. 
Solution : For the material, 
magnetic succeptibility x. = 2.5 
a) The relative permeability interms of the magnetic succeptibility is given by 
He = Хъл +1 = 2.5 + 1 = 3.5 
b) Тһе permeability of the material is given by, 
н = рон, = (4xnx107) (3.5) = 4.3982 x 105. H/m 

c) The magnetic flux density is given by, 





B = py H =o Hr H 

E B 0.05x)a 

Heo оу; = (11.3682х10° x) а, A/m 
E HoH, 4.3982х10 


d) The magnetization is given Бу, 


М = x, H-25 [(113682x10?) x] a, 


=] 
и 


(28.42х10°) ха, Alm 


y 
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For a solenoid with large length as compared to small cross-section, the magnetic field 
intensity inside the coil can be assumed to be constant and zero at points just outside the 
solenoid. 


Let the current flowing through solenoid 1 be I,. Then the magnetic field intensity is 
given by, 


мг  (1000)1, 
H, = “У = (2000) | A 
1 1 50х107 (2000) A Am 


The magnetic flux density is given by, 
B, = ИН, = рон, H, = (4xnx107) (2000) 1, 
(2.5132х10-3) I; Wb/m? 


The total flux produced is given by, 
$ 


(Bi) (А1) ... Where A, = area of cross-section of solenoid 
(2.5132x10 3) (1, ) [xx (1x10 3)?] 
(0.7895x10-$)], Wb 


The flux obtained above can only link with the second solenoid as Ну and B, are zero 
outside solenoid 1. 


il 


Hence the mutual inductance between two solenoids can written as, 


№, фу (2000)(0.7895х106)1, 
1 o 1 
mæ Example 8.34 : А solenoid has ап inductance of 20 mH. If the length of the solenoid is 
increased by two times and the radius is decreased to half of its original value, find the new 
inductance. 


My = = 1.5791 mH 


Solution : The inductance of the solenoid is given by 


2 
Ls PNA = 20 mH 


where 1 = Length of the solenoid 
А = Area = nr? 
N = Number of turns 


r 


2 


u ЕЕ jl к № (==?) 


bnew = а _ 8l 


Now length is made 21 while the radius is made ( ) Then the inductance is given by 
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For region 1, the magnetic flux density is given by, 


B- Ра 
2па 





e for region 1 (0<p <a) (1) 


Similarly for region 2, the magnetic flux density is given by, 


= i - : 
B» = ap ae for region 2 (0<р <b) ...(2) 


Refer Fig. 8.34 (a). The flux leaving the differential shell of thickness dp is given by, *- 





dy, = В dp dz = И ар az ЕС 
21a 


Thus the flux linkage dy, multiplied by the ratio of area within the path enclosing е 
flux to the total area we get, 


2 2 
£ = dy, = dw 5 ..(@) 





Тек 
do, = dw, 


Thus total flux linkages within differential element are. 


2 
do, = u Тр сір dz p^ 


2na? a2 
For length ! of cable, 
! 

шр? шір” dp dz aH 
Ф = һо 445) 

1 Я 1 6 2па* 8л 

-A Hl 

Lin = + =й (А) 


Similarly for external conductor, the flux linkages between the inner and outer 
conductor is given by, 


Р -HI 
d$; = B, dpd = ан dp dz ...(6) 
Непсе 
b! 
a prap de вов 
% = І | Tox Е (7) 
рта 2-0 
Непсе 


ош 


E % gt (2) (В) 
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ш b 
L = В+ a E +1 = 


Thus inductance per unit length of an air coaxial cable is given by, 


LOHI, m? 
Тол ЕА 


meb Example 8.37 : Calculate the internal and external inductances per unit length of а 
transmission line consisting of two long parallel conducting wires of radius 'a' that carry 
currents in opposite directions. The axes of the wires are separated by a distance d, which is 
much larger than a. 


1 = 


Solution : Consider transmission line made up of two long parallel conductors of radius а 
carrying currents in opposite directions, with distance of separation as shown in the 
Fig. 8.35. 





Fig. 8.35 77 





Energy stored is given by, 
1 
Ма = zL 12 
ie. L = = (1) 
25 B? 
But Wm = | В-Нау= | ж dv (2) 
Substituting W,, in equation (1), we get, 
2 (В? 
Lin = 12 V dv 
1 г м а p? I p? 
==> p dp dé dz 
Pu 2524; E 4 i а“ 
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4 
= м Б -H 43) 
For outer conductor, we сап write, 


La * IET MEE 





= E In ( d-a | 4) 


L = 2[L,, Кы] Шə (==) 





il 
а[Е 
ce 
hal = 

+ 

> 

a 
Sil 

m 
w 


As d >> a, d - a = 4. Hence we can write, the inductance is given Бу, 
AES ls + «(4 н 
x |4 а 
та) Example 8.38 : An air-core toroid with rectangular cross-section, has 700 turns, with 
inner radius of 1 cm and outer radius of 2 cm and height is 1.5 cm. Find inductance using 


(1) The formula for sq. cross section of toroids (2) The approximate formula for general 
toroid, which assumes a uniform H at mean radius. 


Solution : М = 700, 
Inner radius = г = 1 cm = 1 x 10-2 т 
Outer radius = г, = 2 cm = 2 х 102 гт 
Height = h = 1.5 cm = 1.5 cm x 102 т 
1) In general, inductance of a toroid of square cross section is given by, 


L = b (a) 
2n n 


_ 4x nx 107 x (700 x 15x 107 „(2х 1072 
7 2хп 1х 107 


1.0189 mH 


` 
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Hn, " Hr2 
Hn, Hn 
Hn 4 4 2 
Hy, = i. N = 7 Hw ш 7 (05) ш 7 А/т - 0.2857. 


Ав the tangential components are samo, 


Hun2x EE Huan ix - 0.5 


Hanzy = Ну =- 075 


Hence Н, is given by, 


1 - = - 
— Нила, +Ны ay а, t Hy, a,] 


= per 1 же = => 
иН, = цои, Н, = рох Us, -075a, 4 0.2857 a, | 


B Ho 

H, - 2058, -0.75а, +0.2857а,] A/m 
Hence B, - 

В, = 3.5 a, 525a, 42a, T 


паў» Example 8.40 : A charged particle of mass 2 kg and charge 1 C starts at the origin 1 with 
velocity 3 а, m/sec and travels in a region of uniform magnetic field B = 10а, Ит. At 


t = 4 sec, calculate 


i) The velocity and acceleration of the particle. 


ii) The magnetic force on it. 
iii) Kinetic energy and location. 
Solution i) Рета М 9-0 ӯхВ 


Hence acceleration is given by, 


(UPTU : 2006-07) 


а = Ч" О x8 
4 i а, а, а 
——[v,a,-*v,a,-v,a,]2 z|v, v, v 
dat’ хх y*y z"z 2 x y 
0 
div *v,à,-v,à,]- = [10v 10 1 
dt ха, +Vyay .а,} = уах -10у,а, 
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At t = 4 sec, 


У = 3sin 20а, +3cos20a, = 2.7388 a, 41.224 a, m/sec 
Now acceleration 15 given by, 


ы dv d ; Е Е 
а = dt^ а В sin 5t a, + 3cos5t ay] 


ы 
It 


15 cos 5t a, -I5sin5ta, m/sec? 


At t 4 sec, 


15 cos 20 à, –ѕіп 20a, = 6.1212 a, —13.6941 а, m/sec” 
ii) The force on a particle is given by, 
F = ma = 2 [6.1212 a, - 13.6941 а,1 
= 12.2424 4, - 27.3882 а, М 
iii) The kinetic energy is given by, 


KE. - sma? = 5x2x[ 2.7388)? «02247 | = 8999] =9 J 


Now 
BOX лен Bt zr) cere 4 
ух = dE sin 5t ence x = - cos t+ К ...(4) 
= Ù Z3 cos 5t H = 3 sin 5t + K 5) 
Vy = a cos BUE og Әп t 2 Tr 
у, = 92.0 Hence z = Ку ...(6) 


At t = 0, (x, y, 2) = (0, 0, 0) and thus, 

х= 0) = 01е.0= 2.14 K 

ie. К = 06 

y(t = 0) = 0 ie. 0 = т (0) + K, 

ie. К, = 0 

z(t = 0) = 0 i.e. 0 = К, 
Hence putting values of Ку, K}, K, in equations (4), (5) and (6), 
we get, 

(х, y, 2) = (0.6 - 0.6 cos 5t, 0.6 sin 5t, 0) 


` 
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Hence at t - 4 scc, the location of particle is obtained as, 
(х, у, 2) = (0.6 - 0.6 cos 20t, 0.6 sin 201, 0) 
(x, y, z) = (0.3552, 0.5477, 0) 
ne Example 8.41: A very long solenoid with 2 x 2 cm cross-section has an iron core 


(н, = 1000) and 4000 turns/meter. If it carries a current of 500 mA, find its self inductance 
per meter. [UPTU : 2007-08, 10 Marks] 


Solution : By definition, the inductance of soleoid is given by, 
и №2А 





Е = 1 -рА?А Н/т 
N ^ 
where nom ce Number of turns per unit length 
Now A = area of cross-section = 2 x 2 сш? = 4 ст? = 4 x 10 m? 


Hence, we can write, 
L = (р) п? А 
= 1000 x 4 x nx 1077 х (4000? x 4 x 10 * 
= 8.0424 H/m 
mb Example 8.42 : The toroidal core shown іп the Fig. 8.37 has ғ, = 10 cm and circular 


cross section with а = 1 cm. If the core is made up of steel (и = 1000 и) and a coil with 
200 turns, calculate the amount of current that will produce a flux of 0.5 mWb in the core. 






200 turns 


Fig. 8.37 


[UPTU : 2007-08, 10 Marks] 


Solution : For the given toroidal circuit, similar electric circuit can be drawn as shown in 
the Fig. 8.38. + 

Now the magnetomotive froce ie. m.m.f. e,, is given 
by, m.m.f. ж 


= Nav Rey 
Es NES Ды le 


Fig. 8.38 


` 
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Fig. 8.39 


B, = 2U, — ЗИ, + 2U,, is incident on the xy plane (z = 0). The medium at z > 0 has цу = 4p о and 


z «O has п =7p o Find В, U,, U, and U, indicate unit vectors in the respective directions. 
| [UPTU : 2002-2003, 10 Marks] 


. Establish the boundary conditions for the tangential component of H at the boundary between two 
isotropic, homogeneous materials with parmeabilities p, and и >. 


« е tan 6, Hy - 
Show, from given Fig. 8.40 that ——+ = —. 
f Ы tan®, н, [ОРТО : 2003-2004, 10 Marks] 


В, 


5. Discuss the energy stored in electric and magnetic fields. [UPTU : 2003-2004, 10 Marks] 


6. 


Discuss the boundary condition for magnetic field. [UPTU : 2003-2004, 10 Marks] 


7. A charged particle of mass 2 kg and charge 1 C starts at the origin with velocity 3 a, m/sec and 


travels in а region of uniform magnetic field B = 10 a, Wb/m^. At t = 4 sec, calculate 

i) The velocity and acceleration of the particle. 

ii) The magnetic force on it 

tii) Kinetic energy and location [ОРТО : 2006-07, 10 Marks] 
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9.1 introduction 


In the previous chapters we have studied the basic concepts in an clectrostatic and 
magnetostatic fields. These fields can be considered as time invariant or static fields. In 
static electromagnetic fields, electric and magnetic fields are independent of each other. In 
this chapter, we shall concentrate on the time varying or dynamic fields. In dynamic 
electromagnetic fields, the electric and magnetic fields are interdependent. In general, static 
electric fields are produced by stationary electric charges. The static magnetic fields are 
produced due to the motion of the electric charges with uniform velocity or the magnetic 
charges. The time varying fields are produced due to the time varying currents. 


In this chapter, we shall first study Faraday's law and Lenz's law. Then we shall 
discuss the concept of displacement current. We shall also study important equations of 
electromagnetic theory known as Maxwell's equations. 


9.2 Faraday's Law 


In year 1820, Prof. Hans Christian Oersted demonstrated that а compass needle 
deflected due to an electric current. After ten years, Michael Faraday, a British Scientist, 
proved that a magnetic field could produce a current. 

According to Faraday's experiment, a static magnetic field cannot produce any current 
flow. But with a time varying field, an electromotive force (e.m.f.) induces which may 
drive a current in a closed path or circuit. This e.m.f. is nothing but a voltage that induces 
from changing magnetic fields or motion of the conductors in a magnetic field. Faraday 
discovered that the induced ел. is equal to the time rate of change of magnetic flux 
linking with the closed circuit. 

Faraday's law can be stated as, 


_ nde 
e = “Na volts. — (1) 
where М = Number of turns in the circuit 


е = Induced em. 
(9 - 1) 


MEC, 


Electromagnetic Field Theory 9-2 Time Varying Fields & Maxwell's Equations 


Let us assume single turn circuit ie. М = 1, then Faraday's law сап be stated as, 


= -4% 
е = dr Volts .- (2) 


The minus sign in equations (1) and (2) indicates that the direction of the induced 
e.m.f. is such that to produce a current which will produce a magnetic field which will 
oppose the original field. 

In 1834, Henri Frederic Emile Lenz postulated the law. Thus according to Lenz's law, 
the induced e.m.f. acts to produce an opposing flux. 

Let us consider Faraday's law. The induced e.m.f. is a scalar quantity measured in 
volts. Thus the induced e.m.f. is given by, 


e = фЕ. dL ... (3) 


Тһе induced e.m.f. in equation (3) indicates a voltage about a closed path such that if 
any part of the path is changed, the e.m.f. will also change. 
The magnetic flux $ passing through a specified area is given by, 


Ф = | Beds 
s 
where B - Magnetic flux density 
Using above result, equation (2) can be rewritten as, 
— (4) 
... (5) 





There are two conditions for the induced e.m.f. as explained below. 


i) The closed circuit in which e.m.f. is induced is stationary and the magnetic flux is 
sinusoidally varying with time. From equation (5) it is clear that the magnetic flux density 
is the only quantity varying with time. We can use partial derivative to define relationship 
as B may be changing with the co-ordinates as well as time. Hence we can write, 

! 


фЕ- ат = -[ —.а$ ... (6) 
5 


This is similar to transformer action and emf. is called transformer e.m.f. Using 
Stoke's theorem, a line integral can be converted to the surface integral as 


= = oB = 
p Eas = Ч дї “45 ... (7) 





Assuming’ that both the surface integrals taken over identical surfaces. 
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ӘБ 





(v«E).as = -a3 
Hence finally, 
= 9B 
УхЕ = Es .- (8) 


Equation (8) represents one of the Maxwell's equations. If B is not varying with time, 
then equations (6) and (8) give the results obtained previously in the electrostatics. 
$ E*dL = 0, and 


УхЕ = 0 
ii) Secondly magnetic field is stationary, constant not varying with time while the 
closed circuit is revolved to get the relative motion between them. This action is similar to 
generator action, hence the induced e.m.f. is called motional or generator e.m.f. 


Consider that a charge О is moved іп a magnetic field B at a velocity 5. Then the force 
оп а charge is given by, 
Е = QvxB ... (9) 
But the motional electric field intensity is defined as the force per unit charge. Н is 
given by, 


=7Х В -- (10) 


Thus the induced e.m.f. is given by, 
ф Е. "АГ = $ (vx В) а „. (11) 





Equation (11) represents total c.m.f. induced when a conductor is moved in a unifornv 
constant magnetic field. | 

If the directions of velocity v with which conductor is moving and the magnetic field 
B are mutually perpendicular to cach other, then the induced e.m.f. is given by, 

e = Blvsin90? = ВЮ ..(12) 

where Г = Length of straight conductor 

ің) If in case, the magnetic flux density is also varying with time, then the induced 
e.m.f. is the combination of transformer e.m.f. and generator e.m.f. given by, 


$E = -f 


9В 
ot 





-45+$ (5 x B) -ат „3 
инф Example 9.1: А conductor 1 cm in length is parallel to z-axis and rotates at radius of 
25 cm at 1200 r.p.m. Find induced voltage, if the radial field is given by, 
В =0.5а, T 


Solution : In above case, the magnetic flux is constant while the path is rotating at 
1200 r.p.m. Under such condition, the field intensity is given by, 
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Е = хв 


el 


where z Linear velocity 


In 1 minute there are 1200 revolutions which corresponds to 20 revolutions in one 
second. In one revolution distance travelled is (2r) meter. Hence in 20 revolutions the 
distance travelled in one second is (40тг) meter. The conductor rotates in direction. 
Hence linear velocity is given by, 

5 = (40nra, 
401(25х1072)а, 
= 31.416а, m/s 


Hence an electric field intensity is calculated as, 
Е = [31.416а, ] x [0.5а,] 


= 15.708 (-а,) ..аъха, =-а, 
Induced voltage is given by, 
е = $ E-dL 
Now dL = (dz)a, as conductor is parallel to z-axis. 


0.01 
J 15708(-2,) - (dz) а, 


zz0 


-15.708[z]0?! = -157.08 mV 


e 


Negative sign indicates upper end of the conductor is positive while lower end is 
negative. Thus the magnitude of the induced voltage is 157.08 mV. 


mwb Example 9.2: А circular loop conductor lies in plane z = 0 and has a radius of 0.1 m 
and resistance of 5 Q. Given В = 0.2 sin 10? t a, J, determine the current іп the loop. 


Solution : To find current in the loop, let 
us first calculate induced e.m.f. 

A circular loop is in z = 0 plane. B is in 
z-direction which is perpendicular to the 
loop. So В is perpendicular to the circular 
loop. 

Hence total flux is given by, 

Ф = | В.а 
6 





With cylindrical co-ordinate system, Fig. 9.1 
45 = (г4гафа, 
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Ps 20, then only equation (2) becomes true. 
Thus equations (2) and (3) are not compatible for time varying fields. We must modify 
equation (1) by adding one unknown term say М. 


Then equation (1) becomes, 
VxH = J+N ... (4) 


From equation (3) it is clear that when 


Again taking divergence on both the sides 
У. (УхН) = V-J+V-N=0 





= 9 А , 
As У •ј = – e , to get correct conditions we must write, 


"Agi др, 
үзе ot 





But according to Gauss's law, 
p, = V: D 


Thus replacing p, by V*D 
^ р еа 
V.N = aC P) 


aD 
EAE 
Comparing two sides of the equation, 
— 0D 
М = E .. (5) 


Now we can write Атреге'5 circuital law in point form as, 


VxH - Ісі-- ove (6) 


The first term in equation (6) is conduction current density denoted by ] с. Here 
attaching subscript C indicates that the current is due to the moving charges. 

The second term in equation (6) represents current density expressed in ampere per 
square meter. As this quantity is obtained from time varying electric flux density. This is 
also called displacement density. Thus this is called displacement current density denoted 
by Is: With these definitions we can write equation (6) as, 


Consider a parallel circuit of a resistor and capacitor driven by a time varying 
voltage V as shown in the Fig. 9.2. 


Let the current flowing through resistor К be i, and the current flowing through 
capacitor C be i». The nature of the current flowing through the resistor К is different than 
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that flowing through the capacitor. The 
current through resistor is due to the 
actual motion of charges. Thus the 


current through resistor can be written as, 


hey ... (8) 


This current is called conduction 
current as the current is flowing because 
of actual motion of charges. Let it be 

Fig. 9.2 denoted by іс. 

Let A be the cross-sectional area of resistor, then the conduction current density is 

given by, 





Jc = ic LE zi (9) 


Now assume that the initial charge on a capacitor is zero. Then for time varying 
voltage applied across parallel plate capacitor, the current through the capacitor is given 
by, 

; dv 
і = C dt ... (10) 

Let the two plates of area А аге separated by distance d with dielectric having 

permittivity € in between the plates. Then we can write 
_ EA dv 
|» d dt 

Now this current is called displacement current denoted by ip. The electric field 

produced by the voltage applied between the two plates is given by, 
V 


E= 


1 tes (11) 


d 

or 

V = (а) (E) ... (12) 
Substituting value of V in equation (11), we get, 

: £A d 

ip sp сага 5 

ip = “4 d «Е ... As distance d is not varying with time 

А аЕ 

lp = ҒА "dt 


Now the ratio of current to the area of plate is the current density. In this case it is 
displacement current density denoted by Jp. 


2 ір 
Jo = + 
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In other words, if the ratio of the magnitudes of the current densities is greater than 1, 
the medium is conductor and if the ratio of the magnitudes is less than 1 then the medium 
is dielectric 


>> 1, Medium is conductor 


Medium is dielectric 





Also the ratio represented above depends on frequency, a medium which is conductor 
at low frequency may become insulator at very high frequency. 


т Example 9.3: Іп а given lossy dielectric medium, conduction current density 
Jc 2002 sin10?t (A/m?). Find the displacement current density if с =103 S/m and Е, 26.5. 


Solution : For lossy dielectric medium, 


Bel _ в 
IJ» | WE 
_ вс 109х(е,ео)х0.02 
lo = а № - 
10° x 6.5х8.854х10:12 x 0.02 
Jp = — = 
10 
Jp = 1151x105 A/m? 21.151 A/m? 


As Jp and Үс are always at right angles to each other, we can write, 
Jp = 1151cos10?t pA/m? 


9.4 General Field Relations for Time Varying Electric and Magnetic 
Fields 


The basic relation between an electric and magnetic field, starting from Faraday's law 
is given by, _ 
УХЕ = -= .- (1) 


But we have already studied that, 
B = УХА where А is vector magnetic potential. 


= ә - 
УХЕ = -5:(У xA) ... (2) 
Intercharging operators at R.H.S. of above equation, we get, 
VXE - -V oe 
дї 
VXE+V lem 0 


ot 


^ 
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"(Б St = 0 ... (3) 


But according to vector identity 'curl' of a gradient of a scalar is always zero’. Hence 
we can write, 
Е+ — = VV ... (4) 


As R.H.S. of the equation (3) including curl is zero, we can introduce negative sign at 
R.H.S. of the equation (4). 


= дА 
Ё = -УУ—т -. (5) 
атыз DA | | А2 
Now when the field is static, 3t =0, hence we get basic gradient relationship as, 
Е = -VV ... (6) 


Consider any closed surface. If the current is flowing out of the surface, we can write 


|dQ,. 
I = | А іс. С/ѕес 


As current is flowing out of the surface, it indicates that positive charge is going out. 
So the positive charge is decreasing internally. Let Q, be the internal charge, 


d 
= -Q «0 
If there is a volume charge p,, then we can write, 
Qi = |р, dv .. (8) 


к 
li 


d 
| Py | 
v 
Changing operations, we can write, 


d 
І --) Р: dv (9) 





But current can Бе expresscd as 
I = [f j-ds -. (10) 


Equating equations (9) and (10), 
рв = у а 


v 





Using divergence theorem, converting surface integral to volume integral, assuming 
that the volume v is enclosed by the same surface S. 
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pipe Ры .. (11) 


Equation (11) is called equation of continuity of current in point or differential form 
Consider Ampere's circuit law in point or differential form as, 


УХН = J 
Taking divergence on both sides of above equation, we get, 
V*(VXxH) = Ve] - (12) 


According to vector identity, 'divergence of curl of vector is zero'. 


But V-J = 0 is valid only for static fields. For time varying field, we must modify 
above relation to have above property valid as, 





г 9 
vJ = -%; 
T др, =a 
Vejr? = .. аз) 


Now for timc varying fields we сап write, 








V«(vxH) = у. «dp (14) 

But we know that, 
V.D - P. ... Gauss's law in point form, 

Putting in equation (14), 

У-(УхН) = v.j«2[v-D] 
Interchanging operations of R.FLS. of above equation, 

V*(VXH) = v.jev.2? 
or УХН = jo .- (15) 
Above equation is Ampere's circuit law for time varying fields. In this equation, J 

represents conduction current density while = represents displacement current density. 


So we can rewrite equation (15) as follows. 
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9.5 Maxwell's Equations 


We have previously studied that a static electric field E can exist without a magnetic 
field H demonstrated by a capacitor with a static charge Q. Similarly a conductor with a 
constant current I has a magnetic field H in the absence of an electric field Ё . But in case 
of the time variable fields, E and H cannot exist without each other. 

The valuable work done by James Clerk Maxwell helped іп discovering 
electromagnetic waves. The time varying fields are involved in the experiments of Faraday, 
Hertz and the theoretical analysis done by Maxwell. 

Maxwell's equations are nothing but a set of four expressions derived from Ampere's 
circuit law, Faraday's law, Gauss's law for electric field and Gauss's law for magnetic field. 
These four expressions can be written in following forms 

i) Point or differential form, ii) Integral form 

1) According to Ampere's circuit law, the line integral of magnetic field intensity H 
around a closed path is cqual to the current enclosed by the path. 

Y 5 H-db = J enctosed 


Replacing current by the surface integral of conduction current density J over an area 
bounded by the path of integration of H, we get more general relation as, 


$ Н.ат = J J-as ... (1) 
5 


Above expression сап be made further general by adding displacement current density 
to conduction current density as follows, 


-- (1-а) 





Equation (1-а) is Maxwell's equation derived from Ampere's circuit law. This 


, equation is in integral form in which line integral of H 15 carried over the closed path 


bounding the surface S over which the integration is carried out on R.HLS. In the circuit 
theory, closed path is called Mesh. Hence the equation considered above is also called 
Mesh equation or Mesh relation. 

Statement : "The total magnetomotive force around any closed path is equal to the 
surface integral of the conduction and displacement current densities over the entire 
surface bounded by the same closed path." 

Applying Stoke's theorem to L.H.S. of the equation (1-a), we get, 


| (жн)-а5 - ШЕ 


5 





Assuming that the surface considered for both the integrations is same, we сап write, 


vxH = J _ +4) 
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This is Maxwell's equation for electric fields derived from Gauss's law which is 
expressed in point form or differential form. 


4) For magnetic fields, the surface integral of B over a closed surface S is always zero, 
due to non existance of monopole in the magnetic fields. 


І B-dS = 0 .- (4a) 
5 
This is Maxwell's magnetic field equation expressed іп integral form. This is derived 
for Gauss's law applied to the magnetic fields. 


Statement : "The surface integral of magnetic flux density over a closed surface is 
always equal to zero." 


Using divergence theorem, the surface integral can be converted to volume integral as, 
[ (v-8)av = о 
5 


But being a finite volume, dv ғ 0, 


-въ 


This is differential form or point form of Maxwell's equation derived from Gauss's 
law applied to the magnetic fields. 


Table 9.1 summarizes Maxwell's equations 


Differential form Integral form Significance 


Faraday's law 
: | Ampere's circuital law 


== isolated magnetic charges. 











Table 9.1 Maxwell's equations 


9.5.1 Maxwell's Equations for Free Space 

In the previous section, we have obtained Maxwell's equations in integral and point 
form. Let us consider now free space as a medium in which fields are present. Free space 
is a non-conducting medium in which volume charge density p, is zero and conductivity 
бі also zero. 

The Maxwell's equation, in the free space are as mentioned below. 

A) Point Form : 
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9D, 9D, Әр, 
ox ду 92 





9 9 9 
10-4+k = 0 
К = -6pyC/m? 


nab Example 9.5: if the magnetic field H =[3xcosB+6ysina]a,, find current density J if 
fields are invariant with time. 


Solution : The point form of Maxwell's second equation is, 


VxH = Jess 
But as fields are time invariant, we can write, 
әр 
rT ^9 
VxH = J 
а, 3, a, 
ты 2 
дх ду 92 
0 0 (Зхсовф-бу sin o) 
] = 2 [3x cosB+6y sina] a -9 [3x cosB+6y sin a) à 
ду х дх у 


Ж J = 6sinaà, -3 сова, A/m? 
9.6 Boundary Conditions for Time Varying Fields 


The relationship between the electric flux density D, electric field intensity E, magnetic 
flux density B and magnetic field intensity H can be explained with the help of the point 
form or the integral form of Maxwell's equations. The field equations postulated by 
Maxwell are valid at a point in a continuous medium. The Maxwell's equations are useful 
in determining the conditions at the boundary surface of the two different media. We can 
apply the concepts of linear, isotropic and homogeneous medium. Consider the boundary 
between medium 1 with parameters €,,, and б, and medium 2 with parameters €3,43 
and 6;. In general, the boundary conditions for time varying fields are same as those for 
static fields. Thus at the boundary, refering boundary conditions for static electric magnetic 
fields, we can write, 


i) The tangential component of electric field intensity E is continuous at the surface. 
Eum = Eun ... (1) 
ii) The tangential component of the magnetic field intensity is continuous across the 
surface except for a perfect conductor. 
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Han = Hue -. 0) 

At the surface of the perfect conductor, the tangential component of the magnetic field 
intensity is discontinuous at the boundary. 

| Hunt -Han = К ... (2-a) 

Ш) The normal component of the electric flux density is continuous at the boundary if 
the surface charge density is zero. 

у Ом = Dy .- (3) 

If the surface charge density is non zero, then the normal component of the clectric 
flux density is discontinuous at the boundary. 


Dui -Dm = Ps ... (3-a) 
iv) The normal component of the magnetic flux density is continuous at the boundary. 
Вм = Bw) ә .. (4) 


9.7 Retarded Potentials 
For static electric fields, the electric scalar potential is given by, 


у = | IER dv (1) 
For static magnetic fields, the magnetic vector potential is given by, 
А = | ik dv (0) 
У 


Let us now study the behaviour of these potentials when the fields аге time varying. 
For time varying fields, 


В = УХА .. (3) 

As derived іп earlier section, if we combine above relation with the expression of 
Faraday's law, we can write, D 
z 9A 


E = У idera tee (4) 


It is clear from equations (3) and (4) that we can determine ficlds B and E provided 


that potentials V and А are known. It is necessary to find expressions for V and A, 
suitable for time varying fields. 


From the general field relations for time varying electric and magnetic fields, 
D = cE and 
V*D = p, 
By taking divergence of equation (4) and using above two relations which are valid for 
time varying fields, we get 


“Бо р, ы 2 9 eA 
V*E = е-и V- (Y A) 


` 
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9 x p 
Е 2 » - «Ру 
. У Ve" A) ius ... (5) 
Consider Maxwell's equation given below 
u т. 92 
УХН = }+-ү 
Ви В = рН, D=eE and В-УхА 
mcs o E 
—УхУхА = += 
9 дА 
VxVxAÀ - «eei vv-5 
= дУ aA 
УхУхА = nner g 3t i Е--- 3 ... (6) 
But from vector identity, 
УхУхА = У(У.А)-У?А 
We сап rewrite equation (6) as follows, 
= = = ӘУ БА 
°A)-V2A = EE 
2 УЗА-У (7-Х) = -ufeuev SA a 
. = и H = u 38 E 


It is important that complicated equations (5) and (7) are not sufficient enough to 
define A and V completely. These two equations demonstrate necessary but not the 
sufficient conditions. In general any vector field can be uniquely defined if its curl and 
divergence are known and the value of the field is known at any one point. 

The curd of A is already specified in the equation (3. Now we may choose the 
divergence of A from equation (7) as 

т ov 
V “А = -u tx 294 (8) 


Equation (8) gives relationship between А and V. It is called Lorentz condition for 
potentials. 


Using the Lorentz condition in equation (5), we get, 
9 дУ р 
2 —— = ыы. 
VV ap HEX | 


ot Е 
Фу р, 
v? вет = -Pe ... (9) 


Similarly using Lorentz condition in equation (7), we get, 


^ 
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From above expression of А, 


A 


x 


(i) А,-0 and А, =0 


* дА, дА, дА, 
УАН a Tr 





Putting values of А,,А, and А,, we сап write, 


< 
. 
>| 
! 
ел 
x|v 
“4 
— 
jix 
+ 
re 
>=, 


У-А = У 
a 
ду 9 RM 
Now “HES = -p£ 57 E629] 
= -не(-уа) 
= ° sake y Р 
= неуға he y 
= fre y = 
From equations (1) and (2), we can write, 
X ду 
V-A = “езе 
b) В = УХА 
а, а а, 


д/Әх д/ду 9/92 
А, A, A, 


From expression of À , 


A, = (+), А, =0, А, =0 


ii 
QD 
Sle 

m 
ve 

1 

+ 

“+ 

w 

м 

< 

1 
1-9 
$e 

— 
<< 

| 

+ 

an 

w 
ы 
N 


... (1) 
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9.8 Phasor Representation of a Vector 
In general, any complex number m can be written as, 
m = at+jb=rZé6° .- (1) 
or m = re? —r(cos04.j сіп 0) (2) 


In equations (1) and (2), а and b are the real and imaginary parts of complex number 
m. The symbol j represents complex operator. Its value is / —1. The magnitude of m is 


given by, 
к = [m|24/ a? «b? ... (3) 
The phase angle is given by, 


b 
и E 
0 = tan A ... (4) 


From above discussion, it is clear that any phasor can be represented in rectangular as 
well as polar form represented by equations (1) to (4). Note that the phasor representation 
is applicable only to the sinusoidal signals. Any sinusoidal signal can be defined with the 
help of three parameters namely amplitude, frequency and phase. Let the applied electric 
field is given by, 

E 


where En Amplitude, ot = Angular frequency and 
= Phase angle 
According to Euler's identity, e? =cos6+jsin®@ 


E, cos (at +4) 


Thus the real and imaginary parts of E,, e (where 0= ot--4) are given by, 


Re(E, е?) = E,,cos(at+9) ... (5) 

and |,(Е,е”) = Ey, sin(at+9) -- (6) 
Hence we can write, en 

E - Ее(Е, e?) - Re (Eme e*) - (7) 


The complex term Em е® is called phasor. Generally it is represented by attaching 
suffix s to the quantity of concern, such as E,. 

А phasor may be either scalar or vector. 

Let the vector M is time varying field which varies with respect of x, y, z and t. Then 
the phasor form of M is obtained by dropping the time factor. Let it be Ms which 
depends only on x, y and z. Then the two quantities are related to each other by the 
relation. EL A is. 

M = Re(M, е“) -. (8) 

Differentiating M with respect to t partially, 

9M = 9 ^A. pit 
E LE 3 Мз е ) 
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oM = Re(joM, ©“) -- 9) 


Similarly we can write, 


| Mot = [| Re(M, еї®*)д{ 


ер ч 


Key Point : From equations (9) and (10) it is clear that, differentiating and integrating 
the quantity with respect to time is equivalent to multiplying and dividing the phasor of that 
quantity by factor jo respectively. 


Examples with Solutions 


neb Example 9.7 : А rectangular conducting loop with a resistance of 0.2 Q rotates at 
500 r.p.m. The vertical conductor at r, = 0.03 m is in the field В, = 0.25 a, Т and other 
conductor is at т, - 0.05 m and in the field B, - 0.8 а, T. Find current flowing in the 


loop. 





Fig. 9.4 


Solution : The inner conductor which is at r, - 0.03 m rotates at 500 r.p.m. Thus inner 
500 
60 


is (2лг) meter, for the inner conductor the distance covered is Ej Jenn meters. 


conductor rotates with revolutions per second. As in one second, the distance covered 


Then the linear velocity for inner conductor is given by, 
v, = (% eo» a, m/s 
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ш 1.5707 a, m/s 
Similarly for outer conductor, linear velocity is given by, 


5, = (о eeoa, m/s 


2.6179 a, m/s 
Here B is not varying with time, it is constant in 3, direction. Thus under such 
condition, the induced e.m.f. is given by, 
emf. = | E-dL 


where Е = 5ХВ 
For inner conductor, 
Е = 2, хВ, 
= [15707 а, |х[0.25 а, ] 
= - 0.3926 а cesses a, Xa, =-а, 
Both the conductors are vertical. Let us assume that length of each conductor be 0.5 m. 
: 4л = аға, 
05m 
emf, = | В еа = | (-039262,) *(dza,) 
2-0 


= - 0.3925 |205 


ш - 0.1963 У 
For outer conductor, 
E - 9; xB2 
= [26179 a,]x[0.8 a,] 
= -20M32a, Д.. a, Xa, =-а, 


em.f, = | E - dL; 


05m 
f (7209432) а, -dza, 


z=0 


- 2.09432 [2]0° 


= - 1.04716 V 
Hence current in the loop is given by, 
e.m.f,-e.m.f,  —0.1963-(- 1.04716) 
R 2 0.2 


0.85086 
02 


=4.2543 А 
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тж» Example 9.8 : The circular loop conductor having a radius of 0.15 m is placed in X-Y 
plane. This loop consists of a resistance of 20 © as shown in the Fig. 9.5. If the magnetic 
flux density is 

B = 05sin10? ta, T 
Find current flowing through this loop. 

Solution : The circular loop conductor is in X-Y plane. B is in а, direction which is 

perpendicular to X-Y plane. 


Hence, we can write, 
dS = (гагаф)а, 


ы 


Total flux is given by, 
Ф = | Beds 
S 
015 


Г J (0.5 sin 10? «)а, ]- (т агафа, ] 


Ф-0 г=0 


2 015 
(05 sin 1034) [2 Е 
0 





(0.5 sin 1034) [2л] id 


35.3429 sin 103+ mWb 


Now induced e.m.f. is given by, 


dé 


МЕЕ 7 
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-4 [35.3429х10-3 sin 10?t] 


= —(35.3429x10% )(10?)cos10?t 


— 35.3429 cos 10?t V 
Hence current in the conductor is given by, 
e _-35.3429 cos 10?t 


1= R 20 


— 1.7671 cos 103: А 


шә) Example 9.9: Ап area of 0.65 т? in the plane z = 0 encloses a filamentary conductor. 
Find the induced voltage if, 


а, +a, 
NE, 
Solution : Here filamentary conductor is fixed and it 
is placed іп 2 = 0 plane. It encloses area of 0.65 m?. 
4 dS - dSa, 
Induced e.m.f. according to Faraday's law is given 
by, 





B - 0.05 cos 10?t | | Тесіп. 











ЭВ < 
е= - | 45 
S 
= -fÐ 3|oo5cos10? | 3*3». || (as a Fig. 9.6 
J з сезет ( B | (dS a, ) ig 
3 $ 3 Ск — 
-f 005(10 ihe t) de Hy «a, =0 
5 v2 a, a, =1 


= + 35.355 sin 103 t | ss 
5 
But | dS is given as 0.65 m?. 
5 


35.355 sin 1074 (0.65) 
22.98 sin 10?t V 


e 


жәф Example 9.10 : А conducting cylinder of radius 7 cm and height 50 cm rotates at 
600 ғ.р.т. in a radial field B — 0.10 а, T. Sliding contacts at the top and bottom are used 
to connect a voltmeter as shown in the Fig. 9.7. Calculate induced voltage. 


` 
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( T5900 r.p.m 





Fig. 9.7 


Solution : A conducting cylinder rotates in the direction as shown in the Fig. 9. It 
rotates at 600 r.p.m. Means in 1 sec there are 10 revolutions. The radius of the cylinder is 
0.07 m. In 1 revolution, the distance travelled by the cylinder is (2лг) m іе. (2x 1x0.07) 
m. Hence in 10 revolutions, it travels (2x 1x0.07 x10) m distance. So the linear velocity is 
given by, 


2 - (2xnx0.07x10)a, m/s 
= 4.398 а, m/s 
The electric field intensity is given by, 
Е = 5ХВ 
= (4398 а„) х (0.20) а, 
= 0.8796 (-а,) S 4,X3, =-а, 


Here field is not varying with time. The cylindrical conductor is rotating. Each vertical 
element of it on the curved surface cuts same flux and thus the induced voltage is same. 
As these elements are as if in parallel, the e.m.f. induced in one element is same as that 
total e.m.f. 


е = | E-ar 


0.5 
J 08796 (-a,)-(dza,) 
0 


- 0.8796 |295 .8,-3,z1 
= - 0.4398 V 


лаў Example 9.11 : Find the frequency at which conduction current density and 
displacement current density are equal in a medium with o=2x10~ О/п and Е, = 81. 
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Solution : The ratio of amplitudes of the two current densities is given as 1, so we can 
write, 








Ew ru 
[Jo] © 
б o 
һе. Q = -- = 
E БОЁ, 
-4 
от Жы NR = 0.2788х106 rad/sec 
(8.854х10:2)(81) 
Ви о = 2nf 
6 
f = 2 = ee = 44.372 kHz 


Hence, the frequency at which the ratio of amplitudes of conduction and displacement 
current density is unity, is 44.372 kHz. 


на» Example 9.12 : In a material for which с = 5.0 S/m and є, = 1, the electric field 
intensity is Е=250 sin 10? t V/m. Find the conduction and displacement current densities, 
and the frequency at which both have equal magnitudes. 


Solution : The conduction current density is given by, 
ІС = GE 

5(250sin 10'? t) 

= 1250 sin 10% A/m? 


The displacement current density is given by, 


Ip = 525: (89 
9 
= эт [80 & E] 


= z [8.854x1072 x1x 250 sin 1094) 


= (8.854х10712 x250) (101%) (cos 10'?t) 
= 22135 cos 109: A/m? 
For the two densities, the condition for magnitudes to be equal is, 


^ 
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Solution : a) The conduction current density is given by, 
| Jc = GE=GE,, cosat 
The displacement current density is given by, 
90 ӘЖЕ 0 





> = ЗЕ pr = & pe En eosot] 
г Jp = —®ЕЕ sin wt 
г. The ratio of the amplitudes of the two densities is given by, 
IJc| _ GE, 29 
ШЫ © ecE, ФЕ 


i Applied field E = Ее!” 
ІС = СЕ = Ее“ 


_ дЕ_ Тұзы» BE. Cx 
Бу Јо = Е -e& (-1)e е 
Now the ratio of the amplitudes of the two densities is given by, 
Bel. OE, от 
To] cE, е 
1 


ne Example 9.15 : Find the amplitude of the displacement current density, 
а) In the air near car antenna where the field strength of FM signal is, 
Е-80со5(6277х10%-2092у)а, V/m ; 
b) Inside a capacitor where €, = 600 and 
D =3x10* sin(6x10%t —0.3464 x) a, C/m?. 


Solution : E = 80 cos (6.277 x10?t 2.092 у)а, 
The displacement current density is given by, 


2 aD д = 
Jo = wJ (£o £ E) 
For air, ғ, = 1 


» QE 
Jo = to jt 


£o 2. [80 соз (6.277 х10%+-2.092 у)а, | 


= (8.854x 107? )(80)(- 6.277 х10® ) sin (6.277 x 10%%-2.092 y)a, 
Jp = - 0.4446 sin (6.277 х10%-2.092у) а, А/ш? 
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Thus the amplitude of the displacement current density is, 
Jp = 04446 A/m? 
b) Inside capacitor е, - 600, the displacement current density is given by, 


z ӘБ 
Jo = 3c 


= > [3x10 5 sin (6x10* +—0.3464х)а, | 
= (3x10%) (6x10) cos (6x105t—0.3464x)a, 
= 18cos(6x105 t-0.3464x)a, A/m? 
Hence the amplitude of displacement current density is, 
Jp = 18 Alm? 


imb Example 9.16 : Two parallel conducting plates of area 0.05 т? are separated by 2 mm of 
a lossy dielectric for which к, = 8.3 and с=8х10* S/m. Given an applied voltage 
v=10sin107 tV. Find total r.m.s. current. 


Solution : Consider that voltage v =10sin 107% d=2mm 
is applied across two parallel plates of a — = 
capacitor. These two plates are separated by a Е 
distance d = 2 mm as shown in the Fig. 9.8. ' = ' 
The electric field produced due to the 1 
applied voltage v is given by, rig. 95 
in 107 
E = 2 „105Ш10 +. 5000sin107t V/m 
d 2x10? 
Іс = 6Е-(8х10%) (5000 sin 107 t) = 4sin107t A/m? 


d 
a -12 А 
= 8.854х10-2х83 ^ [5000 sin 107%) 


= 8.854х10712х8.3х5000х107 x cos 107% 
= 3.6744 cos 107+ A/m? 
From the current densities we can get currents as given below. 
The conduction current іс is given by, 
ic = (Jc)(Area)=(4 sin 107 t)(0.05)2 0.2 sin 107% A 
The displacement current i; is given by, 


(p) Area) =( 3.6744 cos 107 t) (0.05) 
0.18372 cos 10% А 


ip 
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Both the currents are at right angles to each other as shown in the Fig. 9.9. 
Ll, = {+15 


(0.2)? +(0.1837)? 








= 0.2715 А 
Hence total r.m.s. current is given by, 
I 02715 
lima) "oc - 0.1919 A 
(r.m.s.) 
2 №2 Fig. 9.9 


mab Example 9.17 : Find the displacement current density within a parallel plate capacitor 
having a dielectric with €, = 10, area of plates Az 0.01 т?, distance of separation 
d =0.05 mm. Applied voltage is V = 200 sin 200t. 


Solution : Current through a parallel plate capacitor is given by, 
. _ [ 5*А ]dV (ео, °A | dV 
e = [7а far [7 d |ж 
Putting values of £5, £,, А, d and V, 
(8.854х10:%)(10)(0.01) а : 
ІС — 005х103 d [200 sin 200t] 
іс - 0.7083 x 107? cos 200t A 





As we know for parallel plate capacitor, 
ic = ip 
The displacement current density is given by, 


i Current _ ip _ 0.7083x10~* cos 200t 
D ^ Ara A 0.01 


Jp = 70.832 х 107 cos 200: A/m? 
пә) Example 9.18 : A parallel plate capacitor with plate area of 5 ст? and plate separation of 


3 mm has voltage 50 sin 10% У applied to its plates. Calculate displacement current 
assuming Е = 260. 


Solution : р-«-еч 


Hence the displacement current density is given by, 


др 9(У 
b = ғ ңа 
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Hence the displacement current is given by, 


i Jo. Ares = (Ar |0) ... Plate area = A 
iue EA dV _ c dV 


іс = = А 2 = гл Ч = 80 С. sce. 


Hence the conduction current and displacement current is same. The displacement 
current is given by 


ij. = АЧУ 

D d dt 
. (2=0)(А) dv 
= d dt 


1077 
= 2x8.894x10 Px5x10* d 5 (50sin 1024) 
3x10? 


2x 8.854107"? х5х10-1 x50x10? 03 
a ————°0$ 10% 
3x10^ 


= 0.1475 cos 10% pA 
нә)» Example 9.19 : А two dimensional electric field is given by Е =х? a, +ха, V/m. Show 
that this electric field cannot arise from a static distribution of charge. 
Solution : Consider Maxwell's equation for static fields, 


УХЕ = 0 .. (1) 
Consider L.H.S. of equation ay 
LH.S. - УХЕ 


= УХ [x?a, +ха, ] 


а а а 


х y z 
= |9/9х 9/ду 9/92 
x? x 0 


[350-2769] а, 19-26) а 
[2-2] a 


[0]—[0]+(1) а, 


= а 


2 
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But R.H.S. = 0. That means L.H.S. « R.H.S. 


Thus we have V XE + 0 which indicates that the given electric field E is not static. But 
we can have a static field only if the charge distribution is static. From above calculation it 
is clear that E is not static implies this electric field can not arise from static distribution of 
charge. 


ша) Example 9.20 : Do the fields Е-Е, sinxsint à, and Н = ги. cosx costa, satisfy 
0 
Maxwell's equations ? 


Solution : Consider Maxwell's equation derived from Faraday's law, 


г“ 
т 
tn 
| 
<“ 
х 
т 


а, а, 


= |9/дх д/ду 9/92 


а, а, 
= |д/дх д/ду 9/92 
0 E, sinxsint 0 


- Bas sin x sin js + E E, sin x sin ] а, 


= E, sintcosx а, ^ (i) 


RHS. = -Ho t 


= -Ho 3t [22 cos x cos | а, 
0 

Е Еш 9 zz 

= -Ho (=) 2 (cos t) a, 

= —E,, cos x (-sint) a, 

= E, sintcosx a, « (ii) 


From equations (i) and (ii), L.H.S. and КН. are equal i.c. 
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ж 
Е] 
І 


9 Е 
z = -HE 3t [x * 20t] a, 


ж“ 
ы 
i 


z -20 H а, 
Comparing, 
К = -200 --20 (0.5) =-5 V/m? 


b) Consider Maxwell's equation derived from Gauss's law for electric fields, 


V.D = p, 
‚др, 9D, әр, А 
ау ta Pt .. Given 


From given expressions of D, 
D, = 5х, D,--2y, D, =k 
Putting values Д Dy, = and A we get, 


2 3). 2 C3) 30) = 0 
5-24k = 0 
k = -3 pC/m3 


Note that in part (a), k is unknown in the expression of E which is expressed in V/m. 
In the expression k is multiplied with x which is expressed in metres (m). Hence 
accordingly k is expressed m V / m?. While in part (b), k is the part of expression of D 
which is expressed in иС/ m^ К is multiplied by z which is expressed in m, in expression 
of D. Hence k is expressed in uC/m? 


mab Example 9.22 : Given H =H, e0") а, A/m in free space. Find Е. 


Solution : Using Maxwell's equation, 





= ; 2D 
VXH = J+ 
In a free space, conduction current density is zero. So J = 0. 
УХН = F 
But D = £E 
УХН ICI 
|. Gt 
2 дЕ 
УХН = £= 
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From given expression of Е, 


E, = 0 
E, = E,sin(ot-z) = E, [sin wt cosBz -cos wt sin Bz] 
E, = 0 


| дЕ, Е, ] _ дБ 
E Az a, + ox |?» ^ "3t 


Also an electric field is varying with z only, and not with x and y. 





дЕ 
y — 
9х o i 
Hence we can write, 
-Em 2 [sin ot cos Bz -cos wt sin Bz] a, -- A 
. ; " dB 
2.-Е, [sin (іп В2) (В) -coset(cospz)(] a, = = 3c 
; : = ӘБ 
. -BE, [cos ойсоѕ 32+ sin otsinfz] а, = == 
EmBcos (wt-Bz) а, = - zl 
t 
or 21 = -Е,Всов(ож-фг) а, 


Separating Variables and integrating with respect to corresponding variables, 
: = 8-Е. cos(ot-Bz)a, dt 





В = Pm зіп (wt-Bz) à, Wb/m? | ... (3) 


Band H can be related as, 


For free space и, = 


ші 


or =——™ sin (et-fz)a, A/m .„. (4) 
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From equations (1) and (4) it is clear that E and H are mutually perpendicular to each 
other. 








At t = 0, 
Е = E,sin(-pz)a, 
= -E,sinpza, 
or Е = E,sinfiz (-а,) 
»imilarly, 
Tess i sin (-Bz) E, 
Н = т эт Bz a, 


= H,sinfz a, 


Thus Е and Н are perpendicular to each other along z-axis, with the assumption that В 
and Е, are positive, as shown in the Fig. 9.10. 





Fig. 9.10 


^ 
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Solution : a) The induced e.m.f is given by, 
е = $ Е. dL 
But $ Е. dL = $ (vx B.dL 
02 


e = f 12.5 іп 10° ta; x004 a, [dx a, ] 
0 


02 
| [0.1 sin 10? t (-a, )] [dx a, } 
0 


е = 
02 

е = - 0.1 sin 10? t | dx 
0 

e = - 0.1 эт 10? t pq? 


e = -0.1 ѕіп 10? t (0.2] 
е = - 0.02 эт 103 tV 


b) If B is changed to B = 0.04 а, T then the conductor can not cut field lines hence 
induced voltage will be zero. This can be verified mathematically as follows. 


= [E di- | (ух B). dL 


! But according to vector identity, (A x В). C= A. (Bx C), above equation becomes, 


e 


02 
J v (BxaD- J 2.5 п 103 ta, 0.04 a, хаха, ] 
0 


e-0 wale a, xa, - 0] 


mab Example 9.27 : A parallel plate capacitor with plate area of 5 cm’ and plate separation of 
3 mm has a voltage of 50 sin 10°t Volts applied to its plates. Calculate the displacement 
current assuming £ - 2£y. 


Solution: p = gE = eT 


Hence the displacement current сату is given by, 


jew ар. д 

D а ðt x 

€ dv 

d dt 

Hence the displacement current is given by 


ip = Jp. Area = (29) ... Plate area = А 
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i £A ЧУ c dV 

D аа “dt 
This current is same as conduction current. 


240 ,4dD ,,dE E 
ic = ao^ aptat aa oo ar 
Hence the conduction current and displacement current is same. The displacement 
current is given by 
ы = SA dV 
D “dat 
(2£9) (A) dV 
d dt 


2х8.854х10-2 х5х10- d SUM 
ы se (5091110 t) 


2х 8.854x 107! х5х10-* x50x10? 08 
очи ИЕ COS 1 t 
3х10- 


0.1475 сов 10% рА 


И 


mæ Example 9.28 : Given Е = Е)22е (а, in free space, determine if there exists а 
magnetic field such that both Faraday's law and Атрете'ѕ circuital law are satisfied 


simultaneously. 
Solution : 
1) УхЕ = A ...Faraday's Law 
But Е = E,z’e'a, 
а, ay а, 
УхЕ = | 9/0х 9/9у 9 


E,z7et 0 0 


0-92, 0-2 5 2^ e* |а, 40 Es e+] z, 


= 2 2 Eo et ay ---(1) 
Hence according to Faraday's law , 
= _ B 
VxE = -Ft 
В = -| VxEdt 
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о) о! ші 
П 


But В-рН-шН 


-f Gz E, e” ау) 


-(-2z E, e* ay) 


2zE,e* ay 


— (for free space p, 21, hence p = po) 
D. 2E a- 

— = — Ze а m 

Ho Но nd 


2) According to Ampere's circuital law, 


Time Varying Fields & Maxwell's Equations 


(2) 


(3) 


But for free space , с = conductivity = 0 . Hence J = 0 i.e. conduction current density 


is zero. 

Now D 
әр 
ot 
әр 
t 

Now, 
VxH 


£o E 


9 En 
£o x; lEo z^eta,] 


VxH = —— 


-Е0 22 Е, et a, 
Vx 260.24 а, 
Ио 
а, а, а, 
д/дх ofey 9/ 
0 Ep ze' 0 
Ho 
9 2Ео -t = 9 Eo -t т 
e - E (Gaze | coa oe 0[a, 
2 Eo -t а, +0+0 
Ho 
-2 Ep -tz 
Bo : 


Equating equations (5) and (4), we рей, 


-2 Eo e 
Во 


а, 


-Ео 22 Eg et a, 


-44) 


....(5) 
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Моє, 4x nx107 х8.854х10712 
2 = 42397x109 


Substituting value of 2 in equation (3), we get, 


H- E (4.2397 x 10%)е-' а, 
0 


8 
H x 2x4.2397 x10 Е, et ay 
4x nx107 


Н = 0.6747x10P E, e "а, A/m 


mab Example 9.29 : А square coil with loop area 0.01 т? and 50 turns rotated about ils axis 
right angle to a uniform magnetic field B = 1 T. Calculate the instantaneous value of e.m.f. 
induced in the coil when its plane is 
i) At right angle to the field 
ii) In the plane of the field 
iii) When the plane of coil is 45? to the field. 
Solution : Given: N = 50, А = 0.01 m? , B- 1T 
Induced e.m.f. is given by 


e = NAB sin® 
i) Coil at right angles to field : 
Ө = 90 


е = 50x 001 x 1 x ѕіп90° = 0.5 V 
ii) Coil in the plane of the field : 
0-20 
e = 50 х 001х1хсіп0-0У 
iii) Coil is at 45% with the plane of field : 
0 z 45 
e = 50x 0.01 x 1х sin 45° = 0.353 V 
таў Example 9.30: Electric vector E of a wave т a free space is given by E, = 0, E, = 0 
and E, = А cos 41-2) where c = velocity of light . Using Maxwell's equation for free 


space, determine expression for H. 
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Solution : According to Maxwell's equation, 


= 9B 
УхЕ = -JE 
But В = рН = рор, Н=роН .... (For free space и, = 1) 
т oH 
V x E = 7% ....(1) 


Consider L.H.S. of equation (1), 


а, а а 


д/дх уу aa 


0 ^2) 0 
с 


< 
x 
т) 
u 


n 
бст 
| 

М] 
— 
» 

o 
Я 
еы 
| 
= 
LI 
Lea} 
ж 
| 
e 
4 
Әл 
glo 
—— 
> 
п 
o 
o 
et 
| 
NIN 
| 
e 
—— 
Қасы 
м 
N 


= +—Asin «(+= =, 
zo bun 44-2 А) 
с с 
Consider R.H.S of equation (1), 
H 9 n 5 Ж 
= Hoe as "Most ІН, a, *H, ay *H, az] ses (B) 


Equating equations (A) and (B), we get, 
ән, _ 9H, . Ән,а, ол. 2 

Ho ot а, Ho ot ay Но ot 

Equating coefficients of unit vectors from both the sides 


(ав H, and H, both are zero) , we get, 


i eee ФА nol t Г 
ot с с 


дн, ФА . | 2 ) 
—— = —-—— Sin Oj t-— 
ot Нос с 


Separating variables and integrating both the sides with respect to corresponding 
variables , we get, 
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H, = 28) 09: 
Нос e 


H, = 





H, - 223 cos o| 1-2 
Hoc 





But in free space, c = velocity of light = 
Ho £o 


н, —A—eosof +2} 
1 с 
Ho 


JH оо 


fea (0-2) А/т 


0 
0 


Непсе Н = |20. Acos о) 1-2 |a, A/m 
Ho © 


ma Example 9.31 : А Мо 10 copper wire carries a conduction current of 1 amp at 60 Hz. 
Calculate the displacement current in the wire. For copper assume, 





|-> 
u 


шош 
ы 
"no om 





1 -12 
ЕЕ, = F/m = 8.854 x 10 F/m 
9 36хкх107 
и = uo —-4zx107 H/m 
с = 5.8 x 107 О/т (UPTU : 2005-06) 
Solution : By definition, 
Y 7 
ОЕ E E rad 
IJ ol ФЕ  2xmx60x8.854x107 
1 i z i 
But Wel = ага ol =z 
ic/A _ 16 
ГТА = 17376 х 10 
ip Е 0й5785 M ЗА 


173761016 17376101 
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маў Example 9.32: Consider a loop as shown in the Fig. 9.12. If В = 05 а, Ит, 
К =209, | = 10 ст and rod is moving with constant velocity of 8 а, m/sec, find 


i) the induced e.mf. in the rod, 
i) the current through the resistance 
iii) the motional force on the rod, 


io) the power dissipated by the resistance (UPTU : 2006-07, 10 Marks) 





Fig. 9.12 
Solution : i) The induced motional e.m-f. is given by, 
0 
e = f(vxByedL= — [(82,x05a,)*(dy aj) 
1-10 x 107 2 


0 0 
4 (сау) (ду ау) =-4 {ду 
10 x1072 10:10? 


-4 [0 - 10 x 107 22] 


04 V 


iii) The motional force on the bar is given by, 
Е = BU = (05) (20 x 1073) (10x 10-2) = 1 x 10 °N = 1 mN 
iv) The power dissipated by resistance is given by, 
Рр = PR = (20 х 103? x 20 = 8x 10 ? W = 8 mW 
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пи» Example 9.33 : A loop shown in the Fig. 9.13 is inside a uniform magnetic field 
В = 50 à, mWb/m?. If side d.c. of the loop cuts flux lines at frequency of 50 Hz and the 
loop lies in the y-z plane at t = 0, find 
i) the induced e.m.f. at t = 1 ms 
ii) the induced current at t = 3 ms (UPTU : 2007-08, 10 Marks) 





Fig. 9.13 


Solution : a) As the magnetic field B is constant with respect to time, the induced e.m.f. is 
motional and is given by, 


ez [ух В) е. 

Now dL = dL = dzà, . 4) 
= dL раф _ m 
velo" d a, -роа, ...(ii) 


But from Fig. 913, р = 4cm-4x 10? т 
© = 2лҒ-2хлх50- 100 r rad/sec 


As velocity v and dL are expressed in cylindrical co-ordinates, transforming B into 
cylindrical co-ordinates. 


В = Ва, = Bo (cos фа, —sina,) ...(üi) 
: a, a, 3, 
Now vxB - 0 po 0 
Восохф -Bosino 0 

vxB = -poB,cosQa, ...(iv) 
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Hence 
z=3 x1072 
e-  ((-раВб cosa, ) «(dz a,) 
2-0 
2-3х1072 
е = І- ров, cos ódz ...(“) 
2-02 


We now calculate cos ф. we know that, 


- 96 


о = dp? O= Ot + ky 


where Ку is constant of integration. 


Att=0,9= 5 as loop is іп y-z plane. Hene kp = 1/2. 
Thus ф = +5 


Putting value of фіп equation (v), we get 


223x102 » 
е = | -P ©Bo ез өз) dz 


4-0 


z23x10? 
J +p By sin at dz ...(мі) 


zrÜü 


Putting values of p; œ By, we get, 


z-23x107 


e = +4х 1072 100 x nx 50 x 10? x sin wt f az 
4-0 


»an? 
e = +02 х кх, sin at 
e = +0. [3 х 107 2) sin ot 
e = %бтлбіп ot mV = + 6 nsin (100 лё) mV . (vii) 


Hence at t = 1 ms 


e = 6nsin (100 xx 1 x 1073) mV = 5.8248 mV 


[Note that angle should be expressed in radian.] 
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ii) The current induced is obtained as, 


ini 3 
I= О - 60 x sin (100 mt) mA 


Hence at t = 3 ms induced current is given by, 
I = 60 rsin (100 x xx 3x 10 3) x 10? 
= 152.496 mA = 0.15249 А 


Review Questions 


1. State and explain Faraday's law for induced emf. 
. Write a short note on : 
i) Equation of continuity 
ii) Displacement current. 
. Show that the ratio of the amplitudes of the conduction current density and displacement current 
density is of we for the applied field E = E,, cosot. Assume и =H y 
. Write a note on Maxwell's equations. 
, State Maxwell's equations for static fields. Explain how they are modified for time varying electric 
and magnetic fields. 
- Write Maxwell's equations in point form and explain physical significance of the equations. 
7. Write Maxwell's equations in integral form and give their physical significance. 
8. Explam following 
i) Motional ет. ii) Transformer е.т./. 
. Show that for a capacitor the conduction current in the wire equals the displacement current in the 
dielectric if subjected to a time changing field. 
. Show that 


_ рь 
ӘР 


where J = Conduction current density A/m? 
р = Volume charge density т ст? 
. Write a short note on retarded potential. 
- Find the amplitude of the displacement current density in air space within a large power 
transformer where H =10°соѕ( 377! *12566x10*z) а, A/m. 


[Ans. : Jo = 1.258 sin (377 t «1.2566 x10 *z) a,A/ т? 


. Find the amplitude of the displacement current. density inside a typical metallic conductor where 
6=5х10? U/m, f = 1 kHz, €, = 1. [Ans. : Jp = 11.126 cos (6283t — 4442) a, A / m?] 
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14. A straight conductor of 0.2 m lies on the x-axis. With one end at origin. The conductor is 
subjected to a magnetic flux density B = 0.04 a, T and velocity v = 2.5 sin?t а, m/s. Calculate the 
motional electric field intensity and e.m.f. induced іп the conductor. 

[Ans. : E- — 0.10 sin 10° t a, V/m, У =- 0.20 sin 10° t V] 

15. A rectangular loop shown in Fig. 9.14, moves toward the origin at a velocity V --200а, m/s in a 
magnetic field B = 0.75e “Уйа, T. 

Find the current at the instant when the coil sides are at y = 0.50 т and 0.60 mif R 3 О. 


Fig. 9.14 


[Ans.:i = 1.9 A] 

16. A square coil with a loop area 0.01 m? and 50 turns is rotated about its axis at right angle to a 

uniform magnetic field В = 1 T. Calculate the instantaneous value of e.m.f. induced in the сой 

when its plane is - 

а) At right angle to the field. 

b) In the plane of the field. 

с) When the plane of coil is 45? to the field. [Ans. : a) zero b) 52.38 V c) 37 V] 
17. A voltage of V(t) = 0.1 sin 120 п t volts is applied to a capacitor of 1 pF. Find the displacement 

current at t = 0. [Ans : Ip = 0.03768 nA] 
18. Show that in a capacitor the conduction current and displacement current are equal. 
19. A capacitor has a capacitance of 1.5 pF. Find the displacement current at t = 0, if a voltage 

55їп109 is applied to it. [Ans. : Ip = 23562 nA] 
20. Find the frequency at which conduction current density and displacement current density are equal 

in а medium with с = 2x10* mho/m and єр = 81. [Ans. : f = 44.384 kHz] 
21. If o = 0, € 2.5, & and р =Юно determine whether or not the following pairs of fields satisfy 

Maxwell's equation, 

a)E=2ya, , Н-5ха, 

b) E = 100 sin 6x10" t sin za, H -- 0.1328 cos 6x10" t cos z à, 


9 D=(2+6x10"t) a, B= (-7542- 45210") a, [Ans. : a) No b) Yes c) Yes] 
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22. What values of A and B are required of two fields Е = 120xcos(10*rt -Bx Ja, (V / т) and 


H -Acos (10% -Вх) & (A/m)? 


To satisfy Maxwell's equation in medium where 
€& -u,-4 and с= 0. [Ans.: А 2 1 and В = 0.0425] 


23. The sides of a square loop in the z = 0 plane are located at x = + 0.6 m and y 2 x 6m. There 
exists a uniform time varying magnetic field given by 
B= (022,042, * 0.82.) cos 2000 (Wb / m?) . 


If the total resistance of square loop is 1 К, find the current through the loop. 
[Ans. : і = 2.304 sin 2000 t A] 


University Questions 


1. 


Derive the equation of continuity for time varying fields and point out the inconsistency of 
Ampere's law for time varying fields. [UPTU : 2002-2003, 10 Marks] 


. Uniform E and B fields are oriented right angles to each other. An electron moves with a speed of 


8x10° m/s at right angles to both fields and passes undeflected through the field. If the magnitude 
of B is 0.5 m Whfn?, find the value of E. [UPTU : 2003-2004, 5 Marks] 


. Write the Maxwell's equation in the integral form and explain the physical significance. 


[UPTU : 2003-2004, 10 Marks] 


. State and prove Maxwell's equations and give their physical interpretation. 
[ 


UPTU : 2003-2004, 10 Marks] 


. A no. 10 copper wire carries a conduction current of 1 amp at 60 Hz. What is the displacement 
V 


current in the wire. For copper assume, 


1 
———— F/m 
36xnx10? / 


И -2pgoz4xx107 H/m 
o= 58 x 107 U/m [UPTU : 2005-06, 10 Marks] 


== є = 


. Consider а loop as shown іп the Fig. 9.15. If = 0.5 а, Wb/n?^, В = 20 Q, 1 = 10 cm and the rod 


is moving with constant velocity of 8 п, m/sec, find 
i) the induced е.т.ў. in the rod, ii) the current through the resistance 
iii) the motional force on the rod, iv) the power dissipated by the resistance 
[UPTU : 2006-07, 10 Marks] 
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. The loop shown in the Fig. 916% inside a uniform magnetic field B = 50 а, mWb/m’. If 
side DC of the loop cuts the flux lines at frequency of 50 Hz and the loop lies in the y-z plane at t 
- 0, find 
i) the induced e.m.f. at t = 1 ms 


ii) the induced current at t = 3 ms 


[UPTU : 2007-08, 10 Marks] 


8. Derive Maxwell's first and second equations in integral and differential forms. 
IUPTU : 2008-09, 10 Marks] 
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1.4 Introduction 


The electrical lines which are used to transmit the electrical waves along them are 
called transmission lines. The transmission line theory is the theory of propagation of 
electric waves along the transmission lines. The practical examples of the electric 
waves, which arc transmitted along the transmission lines are the telephone messages 
and electrical power signals. The transmission lines are assumed to consist of a pair of 
wires which are uniform throughout their whole length. 


The transmission line parameters like resistance, inductance and capacitance are 
not physically separable unlike circuit elements of a lumped circuit. The transmission 
parameters are distributed all along the length of the transmission line. Hence the 
method of analysing the transmission lines is different than the method of analysing 
the lumped circuits. In the analysis of the transmission line, only steady state currents 
and voltages are considered. The analysis includes the finding of current and voltage 
at any point along the length of the line, when a known voltage is continuously 
applied at one end. The end to which the voltage is applied is called sending end 
while the end at which the signals are received is called receiving end of the 
transmission line. 


1.2 Types of Transmission Lines 
The various types of the transmission lines arc, 


1. Open-wire line : These lines are the parallel conductors open to air hence called 
open wire lines. The conductors are separated by air as the dielectric and mounted on 
the posts or the towers. The telephone lines and the electrical power transmission lines 
are the best examples of the open wire lines. 


There are certain disadvantages of the open wire lines which are, requirement of 
telephone posts and towers hence high initial cost, affected by atmospheric conditions 
like wind, air, ice etc., maintenance is difficult and possibility of shorting due to flying 


(1-1) 


` 
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objects and birds. But less capacitance compared to underground cable is the 
advantage of open wire line. 


2. Cables : These are underground lines. The telephone cables consist of hundred of 
conductors which are individually insulated with paper. These are twisted in pairs 
and combined together and placed inside a protective lead or plastic shcath. While 
underground electrical transmission cables consist of two or three large conductors 
which are insulated with oil impregnated paper or other solid dielectric апа placed 
inside protective lead sheath. Both these types arc still considered as parallel 
conductors separated bv a solid dielectric. 


3. Co-axial line : As the name suggests, there are two conductors which аге 
co-axially placed. One conductor is hollow and other is placed co-axially inside the 
first conductor. The dielectric may be solid or gaseous. These lines are used for high 
voltage levels. 


4. Wave guides : These types of transmission lines are used to transmit the electrical 
waves at microwave frequencies. Constructionally these are the hollow conducting 
tubes having uniform cross section. The energy is transmitted from inner walls of the 
tube by the phenomenon of total internal reflection. 


Different types of the transmission line are as shown in thc Fig. 1.1. 








Solid 
® dielectric Solid 
dielectric 
(a) Open wire line (b) Telephone cable (c) Electrica! transmission cable 
J E 
(d) Coaxial cable (e) Rectangular waveguide (f) Circular waveguide 


Fig. 1.1 Types of the transmission line 
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1.3 Transmission Line Parameters 


For the analysis and the design of the transmission lines, it is necessary to have 
the knowledge of the electric circuit parameters, associated with the transmission lines. 
The various electric parameters associated with the transmission lines are, 


1. Resistance : Depending upon the cross sectional area of the conductors, the 
transmission lines have the resistance associated with them. The resistance is 
uniformly distributed all along the length of the transmission line. Its total value 
depends on the overall length of the transmission line. Hence its value is given per 
unit length of the transmission line. It is denoted as К and given in ohms per unit 
length. 


2. Inductance : When the conductors carry the current, the magnetic flux is 
produced around the conductors. It depends on the magnitude of the current flowing 
through the conductors. The flux linkages per ampere of current, gives rise to the 
effect called inductance of the transmission line. It is also distributed all along the 
length of the transmission line. It is denoted as L and measured in henry per unit 
length of the transmission line. 


3. Capacitance : The transmission line consists of two parallel conductors, separated 
by a dielectric like air. Such parallel conductors separated by an insulating dielectric 
produces a capacitive effect. Due to this, there exists a capacitance associated with the 
transmission line which is also distributed along the length of the conductor. It is 
denoted as C and measured in farads per unit length of the transmission line. 


4. Conductance : The dielectric in between the conductors is not perfect. Hence а 
very small amount of current flows through the dielectric called displacement current. 
This is nothing but a leakage current and this gives rise to a leakage conductance 
associated with the transmission line. It exists between the conductors and distributed 
along the length of the transmission line. It is denoted as G and measured in mho per 
unit length of the transmission line. 


Thus the four important transmission line parameters are R, L, C and G. As the 
current flows from one conductor and completes the path through other conductor, 
the resistance of both the wires is included while specifying the resistance per unit 
length of the line. These line parameters are constants and are called primary 
constants of the transmission line. These constants are assumed to be independent of 
frequency for the transmission line. These primary constants can be obtained by the 
measurements on a sample of the transmission line. 
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1.4 Properties of Symmetrical Networks - Characteristic Impedance 
and Propagation Constant 


The analysis of the transmission of the electric waves along a line can be done by 
considering a uniform and symmetrical transmision line. Before starting analysis of the 
symmetrical transmission line, let us take a brief review of the electrical properties of 
the symmetrical network. 


Any symmetrical network has two important electrical properties namely, 
1. Characteristics impedance (Zj) 


2. Propagation constant (y) 


1.4.1 Characteristic Impedance (Zo) 


Consider that infinite number of identical symmetrical networks are connected in 
cascade or tandem as shown in the Fig. 12 (a). The input impedance measured at the 
input terminals of the first network in the chain of infinite networks will have some 
finite value which depends on the network composition. This impedance is the 
important property of a symmetrical network. Thus the characteristic impedance of a 
symmetrical network is the impedance measured at the input terminals of the first 
network in the chain of infinite networks in cascade and it is represented Бу Zp. 


If first network is disconnected from the chain as shown in the Fig. 1.2 (b), then 
also the input impedance measured at the input terminals of second network will be 






To 
infinity 


To 
infinity 


1 
(c) Input impedance of first network terminated in characteristic impedance 


Fig. 1.2 


^ 


маи", 


Transmission Lines апа Waveguides 1-5 Transmission Line Theory 





Zo again as number of networks in the chain are still infinite. That means we can 
replace this chain by impedance 2, at the output port of the first network as shown in 
the Fig. 1.2 (c). Then the impedance at input terminals of the first network will be still 
Zy 

Thus in general when any symmetrical network is terminated in its characteristic 
impedance Zy the input impedance will also be Zp. 


This property is true for output impedance if the symmetrical network terminated 
in Zo is driven by a generator with 
internal impedance equal to Z,. In 
such network, the output 
impedance will be 2, only. The 

20 network terminated in characteristic 
impedance at input as well as 
output terminals is said to be 

Fig. 1.3 Correctly terminated symmetrical 4 eostectty terminated or- -properly 

terminal network terminated symmetrical network as 
shown in the Fig. 1.3. 








Symmetrical 
4 terminal 
network 


1.4.2 Propagation Constant (y) 


Consider a chain of identical symmetrical networks connected in cascade as shown 
in the Fig. 1.4. 


Fig. 1.4 


The current leaving any section will be definite proportion of that entering section 
and in general will be out of phase with it. Thus the relationship between the currents 
entering and leaving the section is a vector quantity with both modulus and angle. 
This guantity is represented in the form e' for convinence where y is a complex 


number given by y = a +В 
Let the ratio of input to output current be given by . 


Is = ef а) 
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Since all the sections are identical, we can write 


Is I Т» Із 


—— — T та. ушы ш = е! 
1, L k 3 
Is Is h эү 
Һ 2 = 2. =е'.е = 
Thus, Г n D е'-е'=е 
| Is I [5 3y 


Hence for n identical sections connected is cascade the ratio of input to output 
current is given by 


Is = e" wav (2) 
In 


Note that input current is represented by sending end current, [с; while the output 
current is represented by receiving end current, I, . Above equation can be written as 


Is = e * iP = еп . ein 


In 


епа (cos nf + jsin np) 
ena (/сов2 np «sin? пр 2 ап -1 sin nB 
cos np 


Is = Qm snp ... (3) 
Ік 





where e™ gives ratio of absolute magnitudes of sending end current to receiving 
end current and nf gives the phase angle between these two currents. 


If the network is correctly terminated, then we can write, 


Is _ 15-20 _ Es 


In In-Zo En 





Also — = е" = е пр ... (4) 


The real part © of the propagation constant у is called attenuation constant and it 
is measured in nepers. 











ез т 2 ... for one section ie. n = 1 
R 
Is 
a = In|—-| neper ... (5) 
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Similarly for n-sections, 





I | 
ena = |-$ ... for n-sections 
In 
= | 5 
na = Іп {-2-| neper 
In 








The imaginary part B of propagation constant y is called phase constant and is 
equal to the angle in radians by which output current leaving section lags that input 
current entering section. For n-sections, the phase constant will be nf radians. 


1.5 The Infinite Line 


The analysis of the transmission of the electric waves along any uniform and 
symmetrical transmission line can be done interms of the results existing for an 
imaginary line of infinite length having electrical constants per unit length identical to 
that of the line under consideration. Hence let us study the transmission of electric 
waves along a line of infinite length first. 


The Fig. 1.5 shows the transmission line of infinite length. 


Fig. 1.5 The infinite line 


The alternating voltage applied to the sending end is Es. A finite current will flow 
which depends on the capacity of the line and the leakage conductance between the 
two wires constituting the line. This finite current is denoted as Is. 


The ratio of the voltage applied Es and the current flowing Is is the input 
impedance of the line. This input impedance of the infinite line is called characteristic 
impedance of the transmission line and is denoted by Zo. This parameter plays an 
important role in the analysis of lines. Infact the characteristic impedance of any 
practical line is defined as the impedance looking into an infinite line having same 
electrical properties. The characteristic impedance is a phasor quantity having a 
magnitude of |Zo| and an angle $. Both magnitude and angle of the characteristic 
impedance vary with the frequency. Hence the frequency at which the characteristic 
impedance is measured, must be specified while specifying the value of the 
characteristic impedance. 
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1.5.4 Important Properties of the Infinite Line 


In addition to the characteristic impedance, the infinite line has the following two 
important properties. 

l. As the line has an infinite length, no waves will ever reach the receiving end 
and hence there is no possibility of the reflection at the receiving end. Thus 
there сап not be any reflected waves, returning to the sending end. The 
complete power applied at the sending end is absorbed by the line. 


һә 


. As the reflected waves are absent, the characteristic impedance Zo at the 
sending end will decide the current flowing, when a voltage is applied to the 
sending end. The current will not be affected by the terminating impedance Zr 
at the receiving end. This condition is fulfilled by the long lincs in practice. 


1.6 Short Line 


Ihe short line means a practical line of finite length. Short word does not indicate 
the information related to the actual length of the linc. As it is a practical line with 
finite length, it is also called finite line. Let us see how finite line is related with an 
infinite line. 

Consider an infinite line as 
shown in the Fig. 1.6. 


Tuer 77 Its input impedance looking 

266005 in at the terminals 1 and 2 is Zp 

Fig. 1.6 Infinite line which is its characteristic 
impedance. 


Now let the section AB at the near end of the line is removed as shown in the 
Fig. 1.7. 


eS cca oe Зб сі; Now section AB is a short 
25 a section and compared to 
infinite length of the line, it is 

20----- 40---------------- 


having negligible length. Hence 
the remaining line from the 
terminals 3 and 4 represents an 
infinite nature of the line as it is before. Hence as per the definition, impedance 
looking in at the terminals 3 and 4 is 20. 


Fig. 1.7 


From electrical point of view, the impedance at the terminating end of section AB 
must be Zo, at the terminal B. 
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A B Thus if the short section AB is now 
1 terminated in an actual impedance Zp as 
Zo shown in the Fig. 1.8, then all the 

2 properties of such a line will be exactly 


same as that of an infinite line. The 
current and voltage at all the points along 
the length of the short section will be 
exactly the same as if that section has an infinite length. 


Fig. 1.8 Short section terminated in Zo 


Thus it can be concluded that, a finite line which is terminated in its 
characteristic impedance behaves as an infinite line. This means that its input 
impedance will be Zo and there will be no reflection. 


1.6.1 Determination of Z, for Finite Line Terminated іп Zo 


Consider a short line terminted in its characteristic impedance Zo as shown in the 
Fig. 1.9 (a). The short line is a symmetrical network and hence can be represented by 
the equivalent T-section as shown in the Fig. 1.9 (b). Such a representation is the 
property of a symmetrical network. 


T section 


2, 24 -- Equivalent 
І 


— Zo Zo 





(а) Short line (b) Equivalent T section 


Fig. 1.9 


It is known that finite line terminated in 20 behaves as an infinite line hence the 
input impedance Zi, of the equivalent T-section network also must be 20. 


The input impedance Zi, of the equivalent T section network can be obtained as, 


Z 2 
Zin = 41 [zi(£ +20} 


74 
7, (2+2) 


Zin = = + 
2 Z2 «A zs 


маи", 


Transmission Lines and Waveguides 1-10 Transmission Line Theory 


But Zin = Zo 
Za (2+) 
E 7 2 
Zo = st- z а 


Z 
Z2 +> +70 


27а 7: Sen ш zz. Aen )+22[Ж+ж) 


22 : 
`~ 274 Za t Zo 7 +27? = ZA Za +— +7, 71 + 21 Z5 +270 Z3 
0 2 


72 
272 = 22,2. + 
24 
22 = +7 Z3 4.“ (1) 


This is the result applicable for equivalent symmetrical T circuit. 


Hence Zy for the equivalent T section of the finite line is, 


272 
Žo = T + 2122 we (2) 


But to obtain 7) and 7ҙ, practically two measurements are done. The input 
impedance is measured under two conditions. These two conditions are open circuit 
and short circuits. 


In open circuit, the line is kept open and input impedance is measured which is 
denoted as Zoc. This is shown in the Fig. 1.10. 


24 21 
2 2 
о-----0 
— Zin = Zoc Open А Zoe 2 Ореп 
о-----<9 
Fig. 1.10 
From the Fig. 1.10 we can write, 
Zo. = 2+2, 42. (3) 
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In short circuit case, the second end of the line is shorted and the input impedance 
is measured. It is denoted as Zsc. This is shown in the Fig. 1.11. 


E 21. 
2 2 
Е е. | - d ~ zu | T 
SC 


Fig. 1.11 


From the Fig. 1.11 we can write, 











а [А] „а, 2*2 
25с = 2 [zu 722 
> +22 
71 (2, 7 
Қы са г 
= 4,4 
5+7: 
22 ZZ, ZZ 2 
atom. ud 
2 ez, 2.2, 
Z2 
Zsc = zi (4) 
23 - Zoc Zsc 


Zo = ос Zsc . (5) 


Thus the characteristic impedance of a finite line is the geometric mean of the 
open and short circuit impedances. 


mm» Example 1.1: Find the characteristic impedance of a line at 1600 Hz if the following 
measurements have been made on the line at 1600 Fiz, 


Гос = 750Z-30°Q and Zsc 6007-20? 
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Solution : The characteristic impedance is given by, 


Zo JZoc Zsc = 1750 - 30°х 600 4 - 20° 
445x105 /-50% = /4.5х105 2-6 


67082 /-25%0 


1.7 Currents and Voltages Along an Infinite Line 


A line terminated in Zo behaves as an infinite line. Consider a line, terminated in 
Ze and divided into number of identical sections of unit length as shown in the 
Fig.1.12. 





Fig. 1.12 


The voltage Es is applied at the sending end of the line at A. The AB, BC, CD etc. 
are the identical number of sections, of unit length. At point B which is unit length 
down the line, let the current be |. Due to the losses in the line, this current is less 
than the sending end current Is. Similarly there will be some phase shift between 
15 and I;, due to the line parameters. Hence the ratio Is / Ij will be a phasor quantity. 


The phasor quantity can be represented in the form of an exponential term. Thus 
the ratio Is / I; can be represented as е? where y is a complex quantity. This y is 
called the propagation constant per unit length of the line. 


The line is terminated in its characteristic impedance Zo, while the input 
impedance at the sending end is also Zo. Each section is terminated by the input 
impedance of the following section. And last section is terminated in Zo hence each 
section is terminated in Zgo. Ав seen earlier, as all sections are identical, each section 
can be represented by its symmetrical T section equivalent. Thus line can be 
represented as shown in the Fig. 1.13. 


Hence the line is cascade connection of symmetrical T section equivalent circuits. 


For the further analysis, consider the equivalent T section for the first unit length 
of the line, to find y interms of Z, and Z2. It is shown in the Fig. 1.14. 
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[| 
[| 
L| 
1 
[| 
1 
1 
1 ї і 
1 V 1 
1 1 I 
1 V І 
Fig. 1.13 T section equivalent of the line 


As per the current division in parallel 
circuit we can write, 





h = Isx 22 
> + 0+ 7» 
Ic а + Z3 t Zo 
hoc 22 Fig. 1.14 Equivalent T section for unit 
I length of line 
But — = еї 
h 
йы g aA 
2; 225 Zs 
A , Zo 
s A „а 
Y ні. (1) 


This is the expression for y interms of 7) and Z2. 


Now the current at point С is I? which is less than I4. But the section ВС is exactly 
identical to section AB hence the expressions derived for section AB of the line are 
equally applicable to all the sections. All the sections are represented by same 


equivalent T section. Hence the ratio I; / I; is same as Is / I; іе. еї. 





where [> is current at point C which is 2 unit lengths down the line. 
Same logic can be extended to section CD and so on. 


Із 


— = е? 
Із 


.. (2) 
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where I5 is the current at D which is 3 unit lengths down the line. 
In general for the n'^ section, 


Т. = eY ... (2) 


where I,-; = Current at distance (n — 1) unit lengths down the line 


I, = Current at distance n unit lengths down the line 


Now Is = е? 
h 
15 2 Is ll exer жез 
pcm "E =е?хеї ше 
Is = НА 


[3 hl ] в 


Thus in general 


ls Is h kh Ini s 

= = xxx wx = ет 

In li [2 Із In 

In = Ige-" ... (3) 


This is an important relation which gives current at any point on the line interms 
of the sending end current and the propagation constant of the line. The I, represents 
current at a point which is n unit lengths down the infinite line and y is propagation 
constant per unit length. The equation (3) is applicable for any value of n. 


At all the points along the line, the ratio of the voltage and the corresponding 
current is equal to the characteristic impedance Zo. Hence similar to equation (3) an 
equation for voltage can be derived. 


Es _ Е _ E? Ез. Ea. 
NOV E de RN ^ n ^ 
Es _ En 
Is jm 
Es Is 
— = =e"? 
Е, i 
E, = Ебе-й* -- (4) 


where E, is the voltage at a distance of n unit lengths down the line and Es is the 
sending end voltage. Note that the equations (3) and (4) are applicable for an infinite 
line or a finite line terminated in 7о only. 
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1.7.1 Attenuation and Phase Constant 


It is seen that y is the propagation constant which is a complex quantity. It can be 
represented as, 


у = a+jp 
еу = e&tiB =e eff 
Now ei? can be expressed using Euler's relation as, 


е? = ес [cos +jsinB] 





Z Aa 2 n2 _, | біп 
ех Jcos? B+sin? В Ztan Ес ... polar form 
This is obtained by expressing rectangular form into polar form. 

еу = e? Ztan^! [tan] 
еу = et {В . (5) 
ls = еа Zp _. (6) 
I 

Hence, Is] = ес and Z E 
I I 
um du [ial -(7 

I; 





This а is known as the attenuation constant per unit length of the line and it is 
measured in nepers per km while f is known as the phase constant or wavelength 
constant per unit length of the line and it is measured in radians per unit length. The 
о indicates the rate at which the signal gets attenuated along the line while the В 
indicates the rate at which phase of the signal gets changed along the line. 


Thus if the length of the line is n units then 
Is _ Is h Ina 


т- = хх ..Хх-----езт 
In ki r й In e 


= en(atjp) =ena -einB 


Is 


In 


= епа Z nf .. (8) 


The attenuation of such line is thus п a nepers while the phase shift is n B radians. 
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Practically instead of nepers, the attenuation is measured in decibels (dB). The 
conversion is, 
1 Мерег - 8.686 dB 
While the phase shift is measured іп degrees where 
1 radian = 57.3 degrees 


The results derived іп this section can be summarized as, 


Іп case of an infinite line or a short line terminated in its characteristic 
impedance and having propagation constant y, the current at any point which is ‘x’ 
units from the sending end is given by, 


І, = зе*х 
= 15е-%х и -Вх 


The negative sign to the angle shows that the phase goes оп lagging, down the 
line away from the sending end. 

Similarly the voltage E at any point at a distance ‘x’ units from the sending end is 
given by, 


Éx 


Есе-ух 


Es e7ax 7-Bx 


where Is and Ес are the sending end current and voltage respectively. 


1.8 Propagation Constant interms of Zoc and Zsc 
We know that, 











Z Zo 
Y z pete. dt 
e 1+ 22; + 7, 
72 
Substituting Zo - uta 
72 
еї = 1+ Zi + 1 2 ... dividing by 22 inside root 


27; |422 Z 


7, Z ү 7) 
Y = Кашы. 208 ысыса, 264 
е 1+57; + GA “2, . (1) 
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Mathematically it can be shown that approximately, 














menda. лат” 
ег? = 1%; (52) +7, ... (2) 
Adding (1) and (2), 
——1 
еу кет? = 2%%, .. (3) 
ет+е-ї _ Zi 
err ONDES ... (4) 
Вш ЕЕ cosh y 
2 
ДА 
hy = 1 49 
cosh y %%2; (5) 
Now еї = coshy «sinh y 
| . 2. 21 
2. (cosh у + sinh y) - cosh y = е! 41 2) 
РИС Е ЛА ӨР 
sinh y = 122, | 57, 
sinay.— 2° _ (6) 
£o 
tanh y = T = £2 2. 2% 
cosh y 1 A Z Z 
275 АО 
But Zo = JZsc Zoc and 7; +A = Zoc 
tanh y = 255 205 
Zoc 
tanh y S Zsc Е (7) 
Zoc 


This is very important result which is already derived at the time of discussion of 
symmetrical networks. 
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1.8.1 T Section Values Interms of 70 and y 
2А 











A a 2(cosh y - 1) 22x 2sinh? Y 
Z2 2 
TAE [2 
sinh 2^ 2YZ | «+ (B) 
y Zo 
Now sinh y = — from (6) 
Z2 
sinhy _ Zo 
2 2% 
Y Y 
2sinh 5 cosh > _ Zo 
2 27 
cosh Ї = аі 220 х : 
2 27; inh Y 27; 1 21 
212. 
Zo 
cosh Y = ... (9) 
2 4AZ 








A= % гін 7) -. (10) 
me^ 
and 2 = и à _ (11) 


Thus if y апа Zy of the transmission line are known then the elements of T section 
equivalent circuit can be obtained for the line. 


Note: If the length of the transmission line is 'Г and y is defined per unit length 
then the expressions (5), (6), (7), (10) and (11) can be used by replacing y with 71. 
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Thus the T section equivalent for a line of length 'T can be shown as in the 
Fig.1.15. 


% ten 2) 


Zo 


sinh(y) 





Fig. 1.15 T section equivalent 


In a similar manner using T to n conversion, the т section equivalent for a line of 
length '7 can be shown as in the Fig. 1.16. 


Z4 = Zo sinh (у) 






горот (9) 22,3 2ұсоһ(ф) 


Fig. 1.16 п section equivalent 


mæ Example 1.2: А cable has an attenuation of 3.5 dB/km and a phase constant of 
0.28 radians/km. If 3 volts are applied to the sending end, what will be the voltage at 
point 10 km down the line when the line is terminated in its characteristic impedance ? 


Solution : Es = 3V, а = 3.5 dB/km, В = 0.28 radians/km 


Now 1 Мерег - 8.686 dB 
3.5 dB/km = Xx Neper/km - 0.4029 Neper/km 
Now E, = Ege^!* = Ege Z-fx .. Use a in Neper/km 
x = 10 km 
E, = 3 e7 0402910 /-028x10 rad 
= 0.05337 2-28 rad ... 1 rad = 57.3? 


= 0.05337 / –160.44° V 


This is the voltage at a point 10 km down the line. 
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уа» Example 1.3: Calculate the characteristic impedance, the attenuation constant and 
phase constant of a transmission line if the following measurements have been made on 
the line. 


Тос 25507 -60? and Zsc =500/-14° 0 
Solution : For a transmission line, 


Zo = ¥Zoc Zsc = 550х500 Z- 60°-14° 


524.404 /- 7. = 524.404 Z —37* О 


= 418.807 - j 315.594 О 


- (Ре. (OZ _ -14 + 60° 
Мом tanh у = Zo ш 550 260° - 0.9534 £—3 — 


= 0.9534 723? = 0.877 + j 0.3725 


en —1 
dh cl 
WHY T er 
2y _ 
€? -l. 0877 + j 0.3725 
e?Y +1 


е27 -1 = (0.877 +} 0.3725) (e? *1) 
e?Y -1 = 0877е27 +} 0.3725e?Y + 0.877 +} 0.3725 
е21 [1 - 0.877 -j 0.3725] = 1+0.877 + j 0.3725 
е21 (0.123-j 0.3725) = 1.877 +} 0.3725 


1.877 +j 0.3725 _ 1.9136 Z 11.22° 


2y = ————Ó— 22 = 
е 0.123 -j 0.3725 0.3922 /- 71.72? 


езу = 48791 7/8294? 
2y = In[4.8791 Z 82947] 


y = 548791 Z82947] 


Mathematically, In[a Zb] = In a+j b 


yig 1 (In 4.8791 + j 82.949 


Ви ү = а +јВ 
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a«jB = 110 48791 +f 


82.94 
2 


2 


в 
Ш 


5 іп 4.8791 - 0.7924 Nepers/km 


and В = (=) = 4147°/km = 0.7237 rad/km 


Note : Another mathematical result can be used to solve this problem. 


tanh y = tanh (a +jp)= А +} В 


1 А 2А 
then а = 5 tanh-! erc ғ Nepers 
1 2B 
and = zl tan”! 4———————— 
573 [co csi 


Units of B depends on tan~! function mode. If tan^! is calculated in degree mode, 
will be in degrees and if tan~! is calculated in radian mode, В will be in radians. 


1.9 Wavelength and Velocity 


It is seen earlier that the current and voltage decreases along the transmission line 
as electric wave propagates from the sending end towards the receiving end. 
Graphically the variation of current with respect to distance can be shown as in the 
Fig. 1.17, assuming current is maximum at the sending end. 


--------------- 


Distance 





Wavelength А. 
Fig. 1.17 Variation of current against distance 
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The current amplitude and phase decreases down the transmission line from the 
sending end. The voltage also varies similarly. 


The distance between two points along the line at which currents or voltages differ 
in phase by 2л radians is called wavelength. It is denoted by ^. 


It can also be defined as the distance between any point and the next point along 
the line at which the current or voltage is in the same phase. 


The distance between points C and D along the line shown in the Fig. 1.17 is 
wavelength i. 


The phase constant of the line В is defined as radians per unit length of line. So if 
В is defined as rad/km it indicates that there is a phase change of В radians for a 
distance of 1 km of the line. Hence for a phase shift of 27 radians, the distance will be 
2x/B km. This distance corresponding to phase shift of 2л radians is wavelength À. 


= — ... (1 
B (1) 


In one wavelength, one electrical cycle is completed. If the frequency is f Hz i.e. 
cycles/sec then for one cycle the time required is called time period given by, 


T = z sec/cycle 


The wave travels distance of X in one cycle, for which the time required is 1/f sec. 
Hence the velocity of propagation v can be written as, 


distance travelled = A 
time taken 1 | 
f 


= 2nf c 
у = B B -- (2) 


It is measured in km/sec if В is іп rad/km and іп m/sec if В is in rad/m and so 
on. As it is related to phase constant of the line, the velocity is called phase velocity. 


When В is a function of о then velocity is produced by introduction of a group of 
frequencies travelling through the system. Such a velocity is called group velocity and 
can be obtained as, 


This velocity plays an important role in wave guides and not in transmission line. 
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шәр Example 1.4 For an open wire overhead line В = 0.04 rad/km. Find the wavelength 
and velocity at a frequency of 1600 Hz. Hence calculate the time taken by the wave to 
travel 90 km. 


Solution : В = 0.04 rad/km, f= 1600 Hz 
2n 2л 


А = P 7004” 157.079 Кт 
and T о 2лҒ 2nx1600 
у -B В 004 


= 2.5132х105 km/sec 


So time required to travel 90 km distance is, 


90 km 


м 2} 581.104 s 
25132х 105 km / sec Ы us 


1.10 Relationship between Primary and Secondary Constants 


It is seen that the practical line has following constants, 

К = Resistance per unit length, measured in ohm (©) 

С = Conductance per unit length, measured in mho (О) 

L = Inductance per unit length, measured in henry (H) 

С = Capacitance per unit length, measured in farad (Е) 

All these constants are assumed to be independent of frequency and are called 


primary constants of the transmission line. All these constants are measured 
considering both the wires of transmission line. 


Apart from К, С, L and C few other constants related to the transmission line are 
characteristic impedance Zo, the propagation constant y, attenuation constant « and 
phase constant р. All these constants are fixed at one particular frequency but change 
their values as the frequency changes. Hence these constants are called secondary 
constants. Let us obtain the relationship between primary and secondary constants of 
the transmission line. 


Consider a short length of line 'Г km. This section will have resistance of RIQ, 
conductance of G? mho, inductance of LI H and capacitance of C! F. Its characteristic 
impedance is Zo. The line is shown in the Fig. 1.18 (a). 


This short line can be represented by symmetrical T network as shown in the 
Fig.1.18 (b). 
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If the length of the line is small, then the total series impedance of the section 
represents 21 and the total parallel impedance of the section represents Z3. 
21 = (R*joL)! 
1 
22 = ————_ 
7 (С -іоС)! 


апа 


The total series impedance per unit length is denoted as Z while the total parallel 
impedance per unit length is denoted as Y. 


Z = R*joL ... per unit length 
Y = Иди =G +јоС ... per unit length 
Hence the equivalent T network can be shown as in the Fig. 1.18 (c). 


(Кіші (R*joLY 
2 2 


24 A 
2 2 
о----------о 
2 RR 
2 (G*joCY 
9--------9 
Heu 


7 
(a) (b) (c) 





Fig. 1.18 Short transmission line representation 
Note that this assumption is valid only when length of the line is small i.e. / — 0. 


1.10.1 Determination of 20 Interms of Primary Constants 


For the T section we can write, 


22 (СЕРІНІ; (R^ joL)! 
2. Lizin s ие Башт А 
° йын. йн 4 “С *joC)! 


R*joL | (R*joL)'?? 
С +јоС 4 


But as | — 0, I? — 0 and can be neglected. 


_ [R*jeL ade 
Zo = Nat = У zm 
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cresce лы сі оез ыр arcis бб ЕАН ВЫ 


Representing in polar form we can write, 


Jn? +w? 12 oL oC 
Zo = |——— n 
G2 +@2 C? R G 


| R? +o? 12 1 wL wC 
p = ILL Tp леді ы 
0 4 С? С? tor C2 25 Б 5 Ғап С | (2) 


When frequency is very small, о — 0 hence 


Zo = a ... (3) 


When frequency is very large R? <<w?L? and G?««o? C? 


Е 
Zo = ТЕ 22 (4) 


-For all the practica] lines R/G is always greater than L/C hence variation of Za 
with frequency for a short practical line can be shown as in the Fig. 1.19. 





—» frequency 


Fig. 1.19 Variation of Zo with frequency 


1.10.2 Determination of y Interms of Primary Constants 


If y is the propagation constant per unit length defined for a line then its value for 
a line of length / is y Hence for the T section considered we can write, 








Substituting values of Z, and Z2 for a short line of length 1, 
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(R*jeL) | 2 


ет! = 1+ 
7 Бесін CPER ы ды. 
(G+jwC)! (С +С)! 
2 - - 
еу! = 1 СЈО 4390) (с ғ |в С) 
Е P(R*joL)(G-*joC) /R+joL | 
E же Ju Gro etie) 
12 Е » . 
e" = jo 6 te (o 99e) c R С jut) .. (3) 


2 


But mathematically exponential term е?! сап be expanded in a series as, 


212 
e" = l+yi+t 





+... 


As | > 0, neglecting higher order terms, 
2 |2 

ayl = Ү 

е 1+у/+ 5 





- (4) 


Comparing equations (3) and (4), 


у = K(R*joL)(G *joC) = VZY -. (5) 


If y is represented in the polar form as |y] Z9 then the attenuation and phase 
constants can be obtained as, 


u = у|соө0 and ф-|у|віп0 


Thus bv representing y in the rectangular form as а + jp the values of a and В can 
be directly obtained. While expressing 7 from rectangular form to polar form, В must 
be in radians. 


mæ Example 1.5 : А generator of 1V, 1 kHz supplies power to а 100 km long line 
terminated іп Zy and having the following constants, 
R = 10.4 O/km, L = 0.00367 H/km 
С = 08x10 6 mho/km, С = 0.00835 х 10-6 F/km 


Calculate Zo, attenuation constant о, phase constant B, wavelength X and velocity v, 
received current, voltage апа power. 
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Solution : The Zo is given by, 


Zo 


Zo 


Now y 


and 


Now Zo 


Is 


Now Ip 


In 


Ік 


ар where = 2л #=2л7х1х 103 rad/sec 
үс +joC 
10.4 *j(2xx 103 x 0.00367) 
0.8 х 10-6 + j(2 1x10? x 0.00835 x 10) 


10.4 +j 23.059 _ | 25.29 2 65.72° 
7 ү0.8х10 +} 5.246х105 \5.246х 10-5 Z 89.126° 


694.32 /-11.703%0 
0001326 Z151846* 


0.03641 777.423? = 0.007928 + j 0.03553 
o +] В 

0.007928 Nepers/km 

0.03553  radians/km 


2n 2n 

Z2. 176.841 К 

D Goss мос dam 

o 2лх1х103 

ХХ 195х104 km/ 

D 003553 1.95 х10 m/sec 

Es . Eg =1V 
5 

Es 140° 


Zo 694.32 Z —11.703° 

1.4402 x 10-3 Z +11703° А 

Is ех where х = Ї = 100 km 

ls e-(e*iby 

Is еге! zZ-pl 

1.4402 x 10-3 x e-0007228400 / _ 0.03553 x 100 rad 
6.518x 10-4 /-3.553 rad = 6.518х10-4 Z -203 . 58° A 
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Now En = Zo 
In 


Ев = Ir Zo 2 6.518x 10-4 Z — 203.58°х 694.32 / – 11703? 
Ев = 0.4525 Z- 215.283° V 


Thus Ig and Ев аге receiving end current and voltage respectively. 


The power received is given by, 





Рр ш Ер Ir соң En” in| 

where Er E In = angle between Ер and Ig 
Fig. 1.20 

Ө = Ек Ig -21528?-203.58* 


+11.703° 


This is nothing but angle of 2% 
6518 x 10+ x 0.4525 x cos (411.7039) 
288 х 10-6 watts 


Рк 


` 
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1.10.3 Determination of a and В Interms of Primary Constants 
It is derived that, 


1! 


Y 


XR jeL)(G *joC) 
| JR? 4o? 12 “апл “г. с? +02 C? апт! G 


ӘС 


Вш y 


а 4 jp = Jo? +В? ап P 
Equating magnitudes, 
Ja? +В? = 4(R? +a? D2)(G? +m? С?) 
a? +В? = J(R? «o? L? )(G? «o? C?) 
Now ysa*jp = J(R*joL)(G +joC) 
(а +В)? = (R*jeL)(G +јәС) 
a? +2јаВ +j? B? = ВС +joLG+joRC+j? о? LC 
о2-р2 +ј20 В = (RG-o? LC) *jo(LG + RC) 
Equating real parts, 
а? -В? = (RG-o?LC) 
Adding (8) and (10), 


2a? = KR +02 12) (С? +02 с?) “(ЕС - ©? LC) 
a = af (R? +02 L? )(G? +о2С2) “(ЕС -«?LC)} 


Subtracting (10) from (8), 


282 = (R? +a? L?)(G? +в? C?) -(RG -w?LC) 
B = В [(R? +а 12) (С? «e? C?) -(RG -e?LC)] 


` 


a(R? +? L? )(G? +0? C?) zs [tan oF + tan“ “| .. (6) 


G 


... (7) 


... (8) 


... (9) 


... (10) 


... (11) 


... (12) 
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1.10.4 Practical Formulae for Underground Cables 


The underground cables consist of number of conductors which are closely spaced 
to each other. The diameter of the conductors is also small іс accomodate large 
number of conductors. Now the diameter is small means cross sectional area is small 
hence the resistance R per km of such underground cables is very large. Due to close 
spacing of conductors, the capacitance C is also large. The inductance L is very small. 
The insulation between the conductors is good and hence leakage is very small. Thus 
the conductance G is very small. 


Hence for the unloaded underground cables, at audio frequencies, it can be 
assumed that 


1. С >> С hence С can be neglected 
2.0L << К hence o L can be neglected 


With these approximations, let us obtain the values of Zo, о and f. 
R+joL 
ЖЕР е С +јоС 


= ... for underground cables 


Wm 


KR юг) (С *jeC) = (R) (eC) 
= 0С 290$ = ГКС Z4 45° 


a = |у|соѕ0 = .JoRC cos 45 


42-45% 


г: 


while Y 


ont nepers/km 


[ү [sino = Jo RC sin 45 


ДЕ ке radians/km 


mm» Example 1.6 : Ап unloaded underground cable has the following constants : 


and В 





“ 


R = 40 Q/⁄km, С = 0.5 umho/km, L = 1 uH/km, С = 0.08 uF/km 
Find the approximate values of Zo, о апа B at 400 Hz and 1600 Hz. 
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Solution : For an unloaded underground cable neglect G and L. 
Case 1) f = 400 Hz ie. w=2nf = 2.5132x10? rad/sec 


| Е | 40 
— £-45°Q = |І--------------- 45° 
оС 2.5132 х 10? x 008х106 


446.03 Z – 45° О 


a = Jen = 0.06341 neper/km 
В = gone = 0.06341 rad/km 


Zo 


Case 2) f = 1600 Hz ie. 0-2nfÍ-1x10* rad/sec 
Zo = i3 <-459-223.606 7-45? О 
үес 
a = әке = 0.1264 neper/km 


В = ТӘНЕ 2 0.1264 rad/km 


1.11 General Solution of a Transmission Line 


A transmission line is a circuit with distributed parameters hence the method of 
analysing such circuit is different than the method of analysis of a circuit with lumped 
parameters. It is seen that, the current and voltage varies from point to point along the 
transmission line. The general solution of a transmission line includes the expressions 
for current and voltage at any point along a line of any length having uniformly 
distributed constants. 


The various notations used in this derivation are, 

К = Series resistance, ohms per unit length, including both the wires 

L - Series inductance, henry per unit length 

С = Capacitance between the conductors, farads per unit length 

С = Shunt leakage conductance between the conductors, mhos per unit length 
€ L = Series reactance per unit length 

€ C - Shunt susceptance in mhos per unit length 

Z-R-*joL = Series impedance in ohms per unit length 

Y = С +ј оС = Shunt admittance in mhos per unit length 
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s = Distance upto point of consideration, measured from receiving end 
] = Current in the line at any point 

E - Voltage between the conductors at any point 

l = Length of the line 


The transmission line of length | can be considered to be made up of infinitesimal 
T sections. One such section of length ds is shown in the Fig. 1.21. It carries a current 





Fig. 1.21 Infinitesimal T section of a long line 


The point under consideration is at a distance s from the receiving end. The length 
of section is ds hence its series impedance is Zds and shunt admittance is Yds. The 
current is I and voltage is E at this section. 


The elemental voltage drop in the length ds is, 


dE - IZds 

dE 

С: = IZ di 
ds (1) 


The leakage current flowing through shunt admittance from one conductor to 
other is given by, 








dI = БУ ds 
X - EY -- (2) 
Differentiating equations (1) and (2) with respect to s we get 
Soal 
and H ш YS 


This is because both E and I are functions of s. 
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SE EY ... (3) 








452 
2 

апа cd - YIZ ... (4) 
ds? 


The equations (3) and (4) are the second order differential equations describing the 
transmission line having distributed constants, all along its length. It is necessary to 
solve these equations to obtain the expressions of E and I. 


Replace the operator d/ds by m hence we get, 
(m? -ZY)E = 0 but E #0 
m = tJZY wld) 


Same result is true for the current equation. 


So there exists two solutions for positive sign of m and negative sign of m. The 
general solution of the equations for E and | are, 


Е = Ae Zr + Ве-//Ұ» - (6) 
1 = С еу so De-ZY + _ (7) 


where A, B, С and D аге arbitrary constants of integration. 
It is now necessary to obtain the values of A, B, C and D. 


As distance is measured from the receiving end, s - 0 indicates the receiving end. 


Е = Ер and І=1к ..atS20 

Substituting in the solution, 
Ex = A+B ... (8 (а)) 
Беер .. (8(b)) 


Same condition can be used in the equations obtained by differentiating the 
equations (6) and (7) with respect to s. 


ЧЕ = АУРУ ef" * e B(-JZY) e- 7 


ds 
and 2 = СУЗДУ е\ s +0 (-/ZY) е-ҮЖҮ» 
т S c! 
But = = 17 and A-CEY 


IZ 


АЧ2Ү е\2У s -BJZY е-/2Үв ... (9) 
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and EY = CNZY е\2У s - DJZY e-/ZYs ... (10) 
I= SD е Ws -SNZ e-VZY s 

T = a [Y алуы x MZ. 

ie. I = aly e B 29 (11) 

And E = ee еу2Ү Б e-VZY s ... (12) 


Now uses = 0, Е = Eg and І = Ig 


= Y в У 
In = Al Br ... (13(a)) 
апа Ев = ez -о [2 ... (13(b)) 


The equations 8а, 8b, 13a and 13b аге to be solved simultaneously to obtain the 
values of the constants A, B, C and D. 


Now while solving these equations use the results, 


"NN Ek _ [R*joL 2 
dE халы 20 = iG с^ Y 


Hence the various constants obtained, after solving the equations simultaneously 
are, 


А = FR TE 2-52 fi) _. (14) 

p= ми. (,_ 2) е 

c= IR, Ек 2-11-26) .. 16) 

p= Ir Ee Y Дш) an 
Hence the general solution of the differential equations is, 

EE СЕЗБЕ Zee] (18) 


m 
li 


In [1.28 | _2к Kms 
ЗІ КЕЗІ $+| 1 Zo e ... (19) 


ма”, 


Transmission Lines and Waveguides 1-35 Transmission Line Theory 


Taking LCM as Zg and taking (ек +) out from equation (18), 
R 


Er (Zn + Zo)| pr, , (Zr - 20) 
Е = ZY s -VZY s ..(2 
22р | "(Zr * Zo) e ( 0) 


Taking LCM as Zp and taking (En 2) out from equation (19) 
0 


Ir (Zr +Zo)| ду: _ (Zn Zo) ду. 
= Е = ... (21 
! 270 E (Zn + Zo) 5 ( ) 


The negative sign is used to convert Zo - Zg to Zp - Zo. 
The equations (20) and (21) is the general solution of a transmission line. 
Another way of representing the equations is, 


En 


E = 
2 Zn 





(Св + Zo) evZ¥ $ «(Za - Zo) e7 °] 


Е- шая e ZY s +71 evZY s +Zr e-VZY s — Zo е- 272) 
226 





JZY s + е-У2У s JZY s ө-У2Ү: 
Е = м: +е ys (е 5-е 4 


2 Zn 2 
But Ек - Zg hence Er ot, 
Ig Zn 
JZY -JZY VZY $ — o-VZY 
E = Ep [EE +1к Zo рн .. (22) 
2 2 
VZY s + a-J2Y s VZY $ _ o-JZYs 
_ е +е Ев [е -е 
апа I = Ig а | .. (23) 
ҮЛҮ s VZY > ҮЛҮ $ _ ZY 
But ее = соѕһ /2Ү s and ее = sinh J/ZY s 
Е = Ep cosh( /ZY s)+Ir Zo sinh (У2Ү 5) ... (24) 
E En . 
and I = Ig cosh (ZY s) Em sinh (/2Ү 5) ... (25) 


The equations (24) and (25) give the values of E and I ағ any point along the 
length of the line. 


^ 
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Important Note : The similar equations can be obtained interms of sending end 
voltage Ес and Is. If x is the distance measured down the line from the sending end 
then, 


x = l-s 


And the equations (24) and (25) get transferred interms of Es and Is as, 


Е = Es cosh(VZY x) - Is Zo sinh(VZY x) ... (26) 
I = Is cosh(VZY x) -58 sinh(JZY х) _. (27) 


And JZY =y as derived earlier and hence equations can be written interms of 
propagation constant y. 


Summarizing, 


If receiving end parameters are known and s is distance measured from the 
receiving end then, 


т 
И 


Ек cosh(y s) +1в Zo sinh(y s) 


— 
И 


En . 
In cosh (y J sinh (у s) 


And if sending end parameters are known and x is distance measured from the 
sending end then, 


m 
il 


Es cosh (y x) - Is Zo sinh (ух) 


= 
1 


Is cosh (ух) - Es sinh (y x) 
0 


Any set of equations can be used to solve the problems depending on the values 
given. 


1.12 Physical Significance of General Solution 


From the equations, the sending end current can be obtained by substituting s = / 
measured from the receiving end. 


Es = Egcosh(y/) «In Zo sinh(y/) ... (1) 
Ев . 
and Is = Ig cosh (11) 75 sinh (11) ... (2) 
Now Zr = Ек 


Ig 
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Is 


2 
Тк соѕћ (у І) +z Ir sinh (y!) 


Is Ig [cosh Qr) E sinh(y n| ... (3) 


Now if the linc :s terminated іп its characteristic impedance Zo then, 
Is = Ip [cosh (ү Г) + sinh(y/)] ... aS Ик = 20 


г. = [cosh(y/) + sinh(y7)] =e” ... (4) 


This is the equation which is already derived for the line terminated іп 20. 


Using Ер = Ig “к in equation (1), 
Es = Zr Ip соб (УГ) «In Zo sinh(y/) 
Es = In [Zn cosh(y!) + Zosinh(y7)] ... (5) 


Dividing (5) by (3), 
Es In [Zr cosh(y 1) +Zo sinh(y 1] 


Is Zg . 
In [вов (у l) EA sinh(y/)| 
But Es = Zs 
Is 


oe Zo [Zr cosh ( y!) + Zo sinh (y n] E 
[Zo соѕћ (v?) + Zr sinh (y n] 
When the line is terminated in Zp then Zg = Zo. So substituting in equation (6) we 
get, 
Zs = Zo ... (7) 
This shows that for a line terminated in its characteristic impedance its input 
impedance is also its characteristic impedance. 
Now consider an infinite line with / — œ. Using this in equation (6) we get, 
_ Zo [Zr + Zo tanh(y 1] 
[Zo * Zg tanh(y 1] 
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and tanh(y/l)—1 as / ә, 
2557 ... (8) 


This shows that finite line terminated in its characteristic impedance behaves as ап 
infinite line, to the sending end generator. 


Thus the equations for E, and I, are applicable for the finite line terminated in Žo. 
The equations are reproduced here for the convenience of the reader. 


E, = Es ех and 1, =15 e^ 


Ш in practice instruments аге 


E, orl, connected along the line then the 
instruments will show the magnitudes 
Es oF lg Ес ег“ and 15 e^"* while the phase 


angles can not be obtained. If the graph 
of E, or lx is plotted against x then it 
can be shown as in the Fig. 1.22. 


This is the physical significance of 
the general solution of a transmission 
line. Its use will be more clear by 
Fig. 1.22 studying the various cases of the line. 


Distance x 


1.13 Application of General Solution to The Particular Cases 
The current and voltage at any point, x distance from the sending end are, 
Е = Escosh(yx)- ls Zo sinh(y x) Г (1) 
Es . 
I = Iscosh(y 925 sinh (y x) ... (2) 


And if the distance s is measured from the receiving end then 5=/-х and the 
equations of E and I are, 


Е = Eg cosh[ (!- x)] *In Zo sinh [v(1- x)] ... (3) 


= Ip cosh ne -х)+ я sinh [Y (1- 3] ... (4) 


м 
[ 


Let us discuss application of these equations to the particular cases. 
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1.13.1 Finite Line Terminated іп Zo 
The case is equally applicable for an infinite line. 
Atx=l Е= Ев and І-ір 
Ек = Escosh(y!)-Is Zo sinh(y/) 


Es . 
and Ir = Is cosh(y!) - 25 sinh(y/!) 
Using Еһ /7ь = Zp we get, 
z, = ER Zo [ Е; cosh ү!-15 Zo sinh y !] 
n Ip [Is Zo cosh y | - Es sinh y /] 
But Zr = 20 


a Zo [Es cosh y! - Is Zo sinh y /] (5) 
© — [isZocoshy!- Es sinh I] d 


Solving we get, 
Es 
Is 


Zo - Ze ... (6) 
Thus input impedance for a finite line terminated in Zo is also Zo. 


1.13.2 Finite Line Open Circuited at Distant End 
The line of length 'Г is open circuited at a distance x = I ie. Ip = 0. 


0 = Iscosh(y/) -Es sinh (y7) 
0 
Es cosh (y!) 
— = — =Z th ! 
Is Ы sinh(y/) сов) 


But Es / Is is the input impedance so let us call this input impedance of open 
circuited line as Zoc. 


Zoc = Zecoth(y!) ... (7) 


If 1 — co, then coth(y I) >1 and thus input impedance Zoc approaches to Zo for an 
infinite line, on open circuit. 
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1.13.3 Finite Line Short Circuited at Distant End 
The line of length 'F is short circuited at a distance x = / i.e. Eg =0. 


0 = Es cosh(y) - Is Zo sinh(y/) 
E 
T = Zp tanh(y/) 


But Es / Is is the input impedance, so let us call this input impedance of short 
circuited line as Zsc. 


Zsc = Za tanh (v) ... (8) 
Multiplying (7) and (8), 
72 = Zs Zoc 
Zo- = Zoe Zee .. (9) 
This equation is already proved. 
ons Zsc _ 
Similarly, Zoo = tanh2 (Y 1) 
Zsc 
tanh(y/) = „|= — (10 
mam (10) 


This is also proved earlier. 


1.13.4 Determination of a, p and Primary Constants 
If ас апа Zoc are known then let, 


tanh(y!) = j=- А +} В 
tanh[(a +)8)] = А+] В 
tanh[o1«jB]] = A+jB .. (11) 
and  tanh[a /|-jp/] = A-jB .- (12) 


Mathematically if identity is true for + j, it must be true for — j. 


2A 
ЕШ o yeas 
2B 
d t 2ВР) = — 
ап an (287) 1-(А? ұр?) 


From these equations о and В can Бе obtained. 


` 
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Now у = 4(R*jeL)(Y *joC) 
_ [R*jeL 
gna м. = Y+joC 
Zoy = R*joL ... (13) 
and hog С +јоС ... (14) 
Zo 


Hence knowing Zo and y as complex quantities, all the four primary constants of 
the line can be determined. 


1.14 Input and Transfer Impedance 


It is derived in earlier section that the input impedance of a transmission line is 
given by, 


2 Zo [Zr cosh (y Г) + Zo sinh(y )] 


= .. (1 
a [Zo cosh (y Г) + Za sinh(y 1] (0 


Zin = 


1 +20. tanh(y!) 
25 = 20 ыр ENG ... (2) 
Zu + tanh(y Г) 


Let Zr = i = Transfer impedance of a line 
R 
Es . 

Now Ig = Is cosh(1/) - 72 sinh(y Г) 

1 = 15 cosh(y1) -4 sinh(y!) ... (3) 

Тв Zo 

While Eg - Eg сов (у /) -Is Zo sinh(y!) 

Шы Es cosh(y/) - Ев Т 

Zo sinh(y Т) 


Substituting in (3), 


fus e E sinh(y!) 
Zo 


Tr Zo sinh (ү Г) Zo 
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nu (#5) cosh? (y) 4%) cosh( y) _& sinh(y!) 


Tr ) Zo sinh (y) In } Zo sinh (у Г) Zo 
Ек _ 
M qj. ^^^ 
€ Zr cosh? (Г) - Zp cosh (y /) – 27 sinh? (y?) 
d Zosinh(y!) 
Zosinh(y!) = Zr [cosh?(v Г) - sinh?(y 1] - к cosh(y!) 
Zy sinh (7!) = ZT-Zn cosh( y!) 
Z1 - Zg cosh(y!) + Zo sinh(y!) ... (5) 


In terms of exponential coefficients this can be expressed as, 


! ~yl t_p-yl 
Zr = Zr Бе кел aj £ "| .. (6 


This is the required transfer impedance of a transmission line, terminated in an 
impedance Zr. 


mæ Example 17: Ап open wire line has a characteristic impedance of 7002-1290 
and a propagation constant у = 0.012 + j 0.058 when 2V are applied to the sending end 
and а current of 4 mA flows in. What will be the current at the distant end which is 50 
km ашау from the sending end ? 


Solutoin : Zo 2700 Z-12°Q and y = 0.012 + j 0.058 


According to general solution, 


I = Iscosh(y x)- 2 sinh (y x) 
0 


Now x = 50km, Es-2Z0? and Is = 4 mA 
] = 4х10-3 cosh [(0.012 +} 0.058) 50] 


220° 


FOZ ств Sinh[(0.012 + j 0.058) 50] 


= 4x10? cosh[0.6 +] 2.9]— 0.00282 +12°sinh[0.6 + j 2.9] 
Now sinh[a+jb] = sinh(a) cos(b) +} cosh(a) sin(b) 
and cosh[atjb] = cosh(a) cos(b) + | sinh(a) sin(b) 
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I = 4x 10-3 {cosh(0.6) cos(2.9) + j sinh(0.6) sin (2.9)! 
- [0.0027 +} 0.00058] (sinh (0.6) cos(2.9) + j cosh(0.6) sin(2.9)} 
.. use radian mode 

I = 4x 10-3 (- 1.151 +j 0.1523) - (0.0027 + j 0.00058) (- 0.6181 + j 0.2836} 

= 4x107 {1.16123.01 rad} - (0.0028 212%) (0.68 Z 2.711 rad) 

= 0.00464 4 172.473*—0.0019 Z 167.34? 

= -0.0046 + j 0.0006 + 0.00185 — j 0.00041 

= - 0.00275 +} 0.00019 
] = 0.00275 7176.04? А 


So current at 50 km distance is 2.75 mA. 


mm» Example 1.8: А line 20 km long has the following constants : 


Zo 26007090, а = 0.1 nepers/km, В = 0.05 rad/km 


Find Ше received current when 20 mA are sent into one end and receiving end із short 
circuited. 


Solution : For a line short circuited at the receiving end, 


Es 2 
qp Zo tanh(y!) 
Es = 1$ Zo tanh (ү /) ... (1) 
Р Es . 
And Г = Iscosh(y х) осет х) 
апа x = l= 20 km at the receiving end 


Is Zo tanh(y Г) 
Zo 


I = Is cosh (y!) - sinh (y) .. using (1) 


; h? ! h? П РЕ h? l 
БЕТА Шая шаа a) 


cosh ( y!) cosh (т Г) 
= 1s 
cosh( y!) 
Now 15 = 20 тА, у=0.1 +} 0.05 
20х 10-3 20x 10-3 


І = ---------------------- 
cosh[(0.1 +} 0.05) х 20] совҺ(2-)1) 
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-3 
- . 2х0% 2 .. use radian mode 


cosh 2 cos 1 +j sinh 2 sin 1 


20x103 2 20 x 10-3 
2.0327 +} 3.05189 3.667 Z 0.9832 rad 


0.00545 2 —0.9832 rad 25.45 / – 56.33° тА 


Thus received voltage is zero and received current 5.45 mA lags the sent current 
by 56.33*. 


1.15 Conditions for Minimum Attenuation 


~ - The value a is derived earlier in terms of primary constant of the line as, 


а = |! (к +0L?)(G? +в? С?) +(ВС -агіс)) 


Hence attenuation constant depends оп the four primary constants alongwith the 
frequency under consideration. Thus to find the conditions for minimum attenuation it 
is necessary to vary these constants in turn. 


1.15.1 Variable L 
Consider L to be variable while R, C and G are the constants for the frequency 
under consideration. Hence for minimum attenuation, differentiation of a with respect 


to L must be zero. 
аа 
2 emo 
dL 


Rewriting expression of a. in different form to obtain its differentiation, 


da d |1 240212 2 20232 2 Ы 
ar E 3:4 (R +0212 )(С +@2C )} 7 *RG-o LC 


1 2! 
spen +®?12 )(G? +@2С? )}? + ВС -c| 


SEG +6712) (С? кесеу! [pere «Әсе -бс) 


мағ”, 


Transmission Lines апа Waveguides 1-45 Transmission Line Theory 


| 2w? L(G? +w?C?) < 
——————— — (0- 


1 2 KR? +712) (С? +02С?) 
= =0 


Е: ІМ (Е? +712) (С? «a?C?) + КС -o LC] 


The denominator can not be о hence to satisfy this equation, 
w? L(G? ««2C?) 
(R? +0212) (С? «o?C?) 


Nie 


-w*C = 0 


L(G? +®?С? ) 
(R? +®?12)(С? +@?C?) 


G?«-oC? _ 
Lyra = © 
L(G? +w?C?) = СЕ? +0212) 


L? (G? «o? С?) = С? (К° +0212) 
1262 +o? LC? = CHR? +о212С2 
С?Е? 


G 
CR 
B j 


Thus when L is variable then the attenuation will be minimum when, 





Lx E H/km 


In practice L is kept less than this value and hence the attenuation can be reduced 
by artificially increasing L. This leads to the concept of loading of line. Hence this 


result is very important. 


1.15.2 Variable C 

Consider C to be variable while R, L and С are constants. Hence differentiating а 
with respect to C and equating it to zero, condition of C for minimum attenuation can 
be obtained. 
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1 
са = эке +®12)(С? +0?C?)}2 + КС -@?1 с) 


1 


5-1 


ке +a? lL? )(С? (enc Phe -еле| 
«ие +0212) (С? «o? C? y? [рсе +0212)] л) 


1/1 2w?C(R? «o?L?) i 

=< = ee -- (20-7 
1 213 (R? *o?L2)(G? +@2C?) 

= > 0 


аА = 
С *e?L2)(G? +w?C?)+RG -w?LC] 
Hence to satisfy this, 
w C(R? +o L?) 
(R? +®?12)(С? «e? C?) 
CVR? +212 ГУС? +@2С? 
С? (R? +0212) = L(G? +o?C?) 
C? R? + С20212 = L2G? + 1202С2 


-w?L=0 





202 
Ga. 
C= F/km _@) 


In practice, C is normally larger than the value required for the minimum 
attenuation. 


1.15.3 R and G for Minimum Attenuation 

When R or С is variable, then by differentiating а and equating it to zero, no 
minima can be found out mathematically. So theoretically no values of R and G can 
be obtained for minimum attenuation. 

But practically it can be seen that when К = 0 there are no losses along the line 
while when С = 0 there is no leakage thus in all when К and С are zero, the 
attenuation is zero. This can be observed from the expression for a at К = 0 and С =0. 
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Hence for minimum attenuation, practically R and G values must be kept as small as 
possible. 


1.16 Waveform Distortion 


When the received signal is not the exact replica of the transmitted signal then the 
signal is said to be distorted. There exists some kind of distortion in the signal. There 
are three types of distortions present in the transmitted wave along the transmission 
line. 

1. Due to variation of characteristic impedance Zo with frequency. 


2. Frequency distortion due to the variation of attenuation constant a with 
frequency. 


3. Phase distortion due to the variation of phase constant fj with frequency. 


1.16.1 Distortion due to 70 Varying with Frequency 


The characteristic impedance Zo of the line varies with the frequency while the 
line is terminated in an impedance which does not vary with frequency in similar 
fashion as that of Zo. This causes the distortion. The power is absorbed at certain 
frequencies while it gets reflected for certain frequencies. So there exists the selective 
power absorption, due to this type of distortion. 


it is known that, 





and hence 


сіп 


If for the line, the condition LG = CR is satisfied then == 


Lejos) _ L+iok 
RET IG 
[К d [L b 
Zo = С Z0°= C 20 Q 


For such а line 20 does not vary with frequency о and it is purely resistive in 
nature. 


Such a line can be easily and correctly terminated in an impedance which matches 


with Zo at all the frequencies. For such a line, Zp - © or JE This eliminates the 


distortion and hence selective power absorption. 
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1.16.2 Frequency Distortion 
It is known that, 


а = FI (R? +u?L?)(G? +677) + RG -o?LC] 


The attenuation constant о is a function of frequency. Hence the different 
frequencies transmitted along the line will be attenuated to the different extent. For 
example a voice signal consists of many frequencies. And all these frequencies will not 
be attenuated equally along the transmission line. Hence received signal will not be 
exact replica of the input signal at the sending end. Such a distortion is called a 
frequency distortion. Such a distortion is very serious and important for audio signals 
but not much important for video signals. Thus in high frequency radio broadcasting 
such frequency distortion is elliminated by use of equalizers. The frequency and phase 
characteristics of such equalizers are inverse to those of the line. Thus nullifying the 
distortion, making the overall frequency response, uniform in nature. 


1.16.3 Phase Distortion 
It is known that for a line, 


в = [fae +о?12)(С? чес?) -[RG -wLC]] 


The phase constant В also varies with frequency. Now the velocity v is given by, 


Thus the velocity of propagation of waves also varies with frequency. Hence some 
waves will reach receiving end very fast while some waves will get delayed than the 
others. Hence all frequencies will not have same transmission time. Thus the output 
wave at the receiving end will not be exact replica of the input wave at the sending 
end. This type of distortion is called phase distortion or delay distortion. It is not 
much important for the audio signals due to the characteristics of the human ears. But 
such a distortion is very serious in case of video and picture transmission. The remedy 
for this is to use co-axial cables for the picture transmission of television and video 


signals. 
A line in which the distortions are elliminated by satisfying certain conditions is 
called distortionless line. Let us derive the condition for a distortionless line. 


Mae, 


Transmission Lines апа Waveguides 1-49 Transmission Line Theory 


1.17 Distortionless Line 


A line in which there is no phase or frequency distortion and also it is correctly 
terminated, is called a distortionless line. 


To derive the condition for distortionless line consider, 


ү = 4(R*joL)(G *joC) 
y! = (R+joL)(G +joC) 
y! - (КС —w? LC) + joC(RC + LG) ... (1) 


It is known that Юг minimum attenuation г ie. LG = CR. Substituting this 
condition in equation (1) we get, 
y! = RG-e?LC-«j2oRC 
But RC = ІС-УКСІС 
y? = RG-e? 1С + j2o/ RCLG 


у? = (VRG +jovEC)’ 


у = УКС +С . (2) 
Ви y= a +]В 

а = JRG ... (3) 
and В. = wVLC ... (4) 


It can be seen from the equation (3) that a does not vary with frequency which 
elliminates the frequency distortion. 


Now B = ЛС .. for the condition LG = CR 
@ [n 1 
Now v = Еф km/sec we (5) 
J В өЛлс VLC 


Thus for the condition LG - CR, the velocity becomes independent of frequency. 
This eliminates the phase distortion. 

It is already proved that for RC = LG, the Zp becomes resistive and line can be 
correctly terminated to eliminate distortion due to Zo varying with frequency. Thus all 
the distortions are eliminated for a condition, 


RC = LG ie Rak .. 6) 
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This is the required condition for a distortionless line. For such a line, received 
signal is exact replica of the signal at the sending end, though it is delayed by 
constant propagation time and its amplitude reduces. 


Another important observation is that the condition for a distortionless line is 
identical to the condition for a minimum attenuation with L or C varied. 


Thus if the primary line constants do not mutually naturally satisfy the condition 
of equation (6), then this condition will have to be satisfied artificially by increasing L 
or decreasing C. When this is done artificially, the line is said to be loaded line and 
the process of artificially achieving the condition is called loading of a line. 


However if the frequency of operation is very high, then though the condition of 
distortionless line is not satisfied then jwL>>R and јоС>> С due to high « Hence К 
and С can be neglected. Thus 70 becomes equal to JL / C which is automatically real 
and resitive and line can be perfectly terminated. Hence for very high frequency 
operation like radio frequencies though distortionless condition is not satisfied, the line 
is automatically distortionless and hence loading is not essential. Practically for the 
line, R/G is higher than L/C and usually L is increased artificially to match the 
distortionless condition. 


1.18 Telephone Cable 


The ordinary telephone cable is an underground cable which consists of wires 
insulated with paper and twisted in pair. For the audio frequency range, the 
inductance L and the conductance G of such a cable is negligibly small and hence can 
be neglected. Hence impedance and admittance of such a cable becomes, 





Z=R .. (1) 
апа Y = joC ... (2) 
Now y = VYZ=,fjoRC 
_ ПРФЕС 
ү = 5 ... (3) 
Now vj = ¥1290° = 1 245° 


72/4 = 42 245°=(1+j1) 
Jj = 1+j1 ... (4) 
RC 
у = (1+1) (25 


п oRC |. КС _ +В 
Y= үзе 25 =а ) 
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... (5) 


. (6) 





Both « and velocity v are the functions of frequency ол Hence for high frequencies, 
there is large attenuation. And the velocity v is also high at high frequencies. Hence 
waves travel very fast than the lower frequencies, when frequency is high. Thus in the 
telephone cable both phase and frequency distortions are dominant. 


1.19 Loading of Lines 


It is seen earlier that if the primary constants of a line, mutually satisfy the 
relationship RC - LG then the distortionless transmission results. 


For a practica! line, R/G is always more than L/C and hence the signal is 


satisty 


distorted. Thus the preventive remedy is to make the condition Жаң 


artificially. 


Го satisfy the condition, it is necessary to reduce R/G or increase L/C. Let us 
consider all the possibilities. To reduce R/G, it is necessary to decrease R or increase 
G. The resistance R can be decreased by increasing the area of cross-section i.e. 
diameter of the conductors. This increases the size and cost of the line. Hence this 
possibility is uneconomical. 


To increase G, it is necessary to use poor insulators. To get poor insulator is easy 
and economical but from the receiving end point of view, increase in G is very much 
uneconomical. When G is increased, the leakage of the signal will increase, though it 
becomes distortionless. So quality improves but quantity decreases. Thus increase in G 
is quality at the cost of quantity. The signal at receiving end must activate the 
receivers. But if leakage is more, then received signal becomes so weak that amplifiers 
are required at the intermediate stages. This makes the design complicated. Hence 
advice of increasing С to reduce ratio К/С is ‘penny wise pound foolish’ advice. It is 
the worst advice and hence this possibility is ruled out in practice. 


Now to increase L/C, it is necessary to increase L or decrease C. If C is to be 
reduced, then the seperation between the lines will be more. Thus the brackets which 
were carrying previously more wires will now carry very less number of wires due to 
increased separation. Hence more number of brackets are required. Taller towers and 
posts are required and also number of towers and posts per unit length of the line 
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will be increased. Thus for the same strength of the line, the line will become very 
much costlier due to decrease in C. Hence this possibility is also ruled out. 


Thus the only alternative left is to increase L. This is opted in practice. The process 
of increasing the inductance L of a line artificially is called loading of a line. And 
such a line is called loaded line. 


There are two methods of loading a line which are, 
1. Continuous loading which is also called Krarup loading or Heavyside loading. 
2. Lump loading which is also called Pupin loading or Coil loading. 


Let us discuss in detail, these two types of loading methods. 


1.20 Continuous Loading 


In this method of loading, to increase the inductance, on each conductor the tapes 
of magnetic material having high permeability such as permalloy or p-metal are 
. wound. This is shown in the Fig. 1.23 (a) while the loaded cable is shown in the 
Fig. 1.23 (b). 


Steel tape or 





(a) Continuous loading (b) Continuously loaded cable 


Fig. 1.23 
The increase in the inductance for a continuously loaded line is, 


L = H mH 





where и = Permeability of surrounding material 
d = Diameter of copper conductor 
t = Thickness per layer of tape or iron wire 


n = Number of layers 


^ 
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1.20.1 Propagation Constant of Continuously Loaded Cable 


For the continuously loaded cable it can be assumed that its С = 0 and L is 
increased such that o L >> К. 


Now 2 = R«joL and Y=jwC as G=0 


VYZ zd R*joL)(joC) 
2.212 ^T. a К. T 
JR +o? L 25 tan oL оС25 


Thus Y 


Ts 
2 


- | R? a. R 
y = ші, 1+ oC Znr- tan aL 


Neglecting R? /o? L? as o L >> R, 


The angle of Z which is tan~! i: is written as = — tan! ar 





» x 1, ,R 
ү = «УТС <> 2 tan Sr 
Angle becomes half out of the square root sign. 


Let Ө = —-- tan 


Е т 1 а о 
соѕ Ө = «%[5 j tan ar sv (рап GE 


But for a small angle, 


эт Ө = tan0-0 ie. вап-10=0 





R R 1 R R 
dl = — 1 = -1_ j= 
tan L L and sin; tan at] 2oL 
R 
9 = — 
cos L 


and ѕіп Ө = sin( 7 ап at] =sin= = 1 ..asoL»»R 
2 2 ө 
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у = oV¥LC Z0 = oJLC [соѕ0 +јѕіпо] 


As cos 0 + j sin 0 = ¥cos? 0 + sin? 0 Ztan^! [tan0] 2170 


and 


y = wVLC cos0 + | o LC sin Ө 
ү = wVLC R +} оС =a «jf 





201. 





Thus the attenuation factor а is not the function of frequency while velocity v is 
also independent of frequency. And hence continuously loaded cable is distortionless. 


1.20.2 Advantages 


The advantages of the continuous loading arc, 


1. 


The attenuation to the signal is independent of the frequency and it is same to 
all the frequencies. 


2. The attenuation can be reduced by increasing L, provided that R is not 


3. 


increased greatly. 


The increase in the inductance upto 100 mH per unit length of line is possible. 


1.20.3 Disadvantages 


The disadvantages of the continuous loading are, 


l. 
2. 


[he method is very costly. 


Existing lines can not be modified by this method. Hence total replacement of 
the existing cables by the new cables wound with magnetic tapes is required. 
This is again costly and uneconomical. 


. Extreme precision care must be taken while manufacturing continuously loaded 


cable, otherwise it becomes irregular. 


[he size is increased. Thus the capacitance increases. Hence the benefit 
obtained by increase in L is partly nullified. 


. All along the conductor, there will be huge mass of iron. Thus for a.c. signals 


there will be large eddy current and hysteresis losses. The eddy current losses 
increase directly with square of frequency while the hysteresis losses increase 
directly with the frequency. Hence overall this puts the upper limit to increase 
inductance. 
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6. The maximum value by which inductance can be increased is fixed as 100 mH 
per unit length of line. 


Thus this method of loading is not used for the landlines but are preferred for the 
submarine cables. For underwater circuits lumped loading is difficult to use. It is not 
necessary to load the submarine cable continuously while the sections of loaded cable 
separated by the sections of unloaded cable can be used. This reduces the cost, still 
enjoying the advantages of continuous loading. This is called patch loading. 


1.24 Lumped Loading 


In this type of loading, the inductors 


"T" ___ ime arc introduced in lumps at the uniform 
Ae Е Н distances, іп the line. Such inductors аге 
called lumped inductors. The inductors 
are introduced in both the limbs to keep 
the line as balanced circuit. The lumped 
inductors are in the form of coils called 
loading coils. The method is shown in 
the Fig. 1.24. 


The lumped loading is preferred for the open wire lines and cables for the 
transmission improvement. The loading coil design is very much important in this 
method. The core of the coils is usually toroidal in shape and made of permalloy. This 
type of core produces the coil of high inductance, having small dimensions, very low 
eddy current losses and negligible external field which restricts the interference with 
neighbouring circuits. 


Lumped inductor 


Fig. 1.24 Lumped loading 


The loading coil is wound of the largest guage of wire consistent with small size. 
Each winding is divided into equal parts, so that exactly half the inductance can be 
inserted into each leg of the circuit. These are built into steel pots which are made in 
several standard sizes to accomodate one or more coils. The pots protect the coils from 
external magnetic fields, weather and 
mechanical damage. The Fig. 1.25 
shows the construction of loading 
coils. While installing the coils, the 
care must be taken so that the circuit 
balance is maintained. No winding is 
reversed. If winding is reversed, it 
will neutralize the inductance of other 
Coil winding ^ reducing the — overall 


Fig. 1.25 Winding of single loading coil inductance. 
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In case of lumped loading the line behaves properly provided spacing is uniform 
and loading is balanced, upto a certain frequency called cut-off frequency of the line. 
Upto this frequency, the added inductance behaves as if it is distributed uniformly 
along the line. But above this cut-off frequency the attenuation constant increases 
rapidly. The line acts as low pass filter. The graph of а against the frequency called 
the attenuation frequency characteristics of the line is shown in the Fig. 1.26. It can 
Бе seen that for continuous loading, the attenuation is independent of frequency while 
for lumped loading it increases rapidly after the cut-off frequency. 





Unloaded 
cable 






Lumped 
loading 


Continuous 
fS loading 
! 


Cutoff P ad Frequency 
frequency 


Fig. 1.26 Attenuation frequency characteristics 


If the loading section distance is d then keeping inductance Ls of the loading coil 
constant, the cut-off frequency is found to be proportional to the 1 / Vd. Hence to get 


the higher cut-off frequency, small lumped inductances must be used at smaller 
distances. 


1.24.1 Campbell's Equation 
This equation gives the analysis of the performance of a loaded line. 
Let 7а = Characteristic impedance of the line before loading 
7 = Propagation constant of the line before loading 
21 = Impedance of the loading coil 
N - Coil spacing i.e. distance in km between loading coils 
ү' = Propagation constant of the line after loading 


The analysis can be done by considering a symmetrical section from one loading 
to the next loading coil. The T equivalent section of the line is used for the analysis. 
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The Fig. 1.27 (a) shows the unloaded line and corresponding T equivalent while 
the Fig. 1.27 (b) shows the loaded line and corresponding T equivalent section. 


Z Z 
2 2 
O/O 
s— N -----е- 2, 
Оа) 
Unloaded line (а) T-equivalent 
a 
24 4 7 24 
152 2 2 21 
о-0---440--9 


H n 





Loaded line 


(b) 


Fig. 1.27 


Consider equivalent T section before loading the line. In the section 1.8 it is 
derived that, for a line of length N, 





4 20 
h(Ny) = 20 ... (1) 
sinh (Мү) 7, 
апа cosh(Ny) = 1-22 . (2) 
2 


When the loading section is added, the equivalent series arm of the loaded section 
becomes, 


Zi. Ht С 


The shunt arm of the equivalent T section remains unchanged ав 
7» = Zo / sinh (МУ). 
Now from (2), 


2- Za [cosh (Na) 1] oes [sh (NT) -1] -@ 
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Using (4) in (3), 


IN 
N 
D 
N 
© 








Now у’ is the new propagation constant after loading, 
4 2 14 2 24,072 
cosh (Му) = 1% =1+ Z 


sinh (Ny) 27. 
2” а "aser e em] 


„Z sinh (Ny) 
270 


1 


+ cosh(N y) - 1 


азы 1 ZL . 

cosh (Мү) = cosh(Ny) *3z; sinh(N y) ... (6) 
This expression is known as the Campbell's equation for a loaded line. It gives the 

expression for the propagation constant of loaded line, interms of the propagation 

constant of a loaded linc. 


For a cable, Z2 i.e. shunt arm is essentially capacitive. The cable capacitance and 
lumped inductance appear similar to the circuit of low pass filter. The cut-off 
frequencv of the low pass filter is given by, 

1 
хус 


.. (7) 





where L is the total inductance per unit length which is addition of inductance per 
unit length of line and that of the loading coil added to the line. 


The attenuation reduces below fe, due to the loading effect. But due to the filter 
action, it increases rapidly after f. is crossed. Thus fe puts an upper limit for the 
successful transmission over the lines. 


In practice R and L are to some extent are the functions of frequency hence truely 
distortionless line is not possible. But loaded cables perform much better than the 
unloaded cables. 
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1.21.2 Advantages 
The advantages of lumped loading are, 


1. There is no practical limit to the value by which the inductance can be 
increased. 


һә 


. The cost involved іс small. 
3. With this method, the existing lines can be tackled and modified. 
4 


. Hysteresis and eddy current losses аге small. 


1.21.3 Disadvantages 


The only disadvantage of this method is its action like low pass filter. The 
attenuation increases considerably after the cut-off frequency. The cut-off frequency 
must be at the top of voice frequency. Hence fractional loading is used. Whatever 
distortion results due to fractional loading is corrected using equalizers. The care must 
be taken while installing the lumped inductors so as to maintain the exact balancing 
of the circuit. 


1.21.4 Practical Formulae for 2% and у for Loaded Underground Cable 
For the loaded underground cable oL >> К and o С >> С. 


1. Characteristic impedance Zo : 


2, = к-ші — 
°  YG+joC — 


5 B _ [22905 "E SE 
- Cj - с 790$ ады neglecting oL and nc 
L 
= be ... (1 
ТЕ Z0 (1) 


This condition is permissible for heavy loading and for higher audio frequencies. 








Zo 


2. Propagation constant y : 


у = VZY =] R+jwL)(G +joC) 
: К ). G 


- RT R G 
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Expanding square root by Binomial theorem, 


ЖИК ГУЫ К G 
y. — Jo LC р дет“ Ё *2joC 


The remaining terms can be neglected as, 


joL wL joc 





ӘС 





2jeL 2joC 


9 R [че S [E aic = =a +) 


= RIC i E nepers/km 


and В = оС rad/km 


Y= D 5 


Thus а is independent of frequency. 


For loaded cables generally G is very small and can be neglected hence, 





a = R IC К 
2 YL 217) 
While у = 2. “ТЕ” = Ls 
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+ 


.. (2) 


.. (3) 


Thus the velocity is also independent of frequency. In practice though the loading 


is only a small fraction of the value required to make RC = 


approximately as distortionless line. 


та» Example 1.9 A particular underground cable has following primary constants : 


К-ААО/Кт, G=1 pho / km, L = 0.001 H / km, 


С = 0.065 wl / kin 


LG, the line behaves 


It is loaded with 88 mH loading coils of resistance 3.7 Q with 1.5 km spacing. Find the 
approximate values of Zo, о and В for the cable at 1600 Hz. Also find the cut-off 


frequency. 


Solution : Let us find the values of constants including loading coils. 


88 


Inductance per unit length of coil added = is^ 58.667 mH/km 


-. М = total inductance/km = 0.001 458.667 x 10-3 = 0.05967 Н/Кт 
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Resistance per unit length of coil added - 22 = 2.4667 O/km 


2 В = total resistance/km = 44 + 2.4667 = 464667 Q/km 


The approximate values for the cable are, 


D 0.05967 
"m [E = е - s58.1230 
ы С 0.065 х 10-6 
ов GIL’ 
ШИРА ES Гел 
_ 46.4667 |0.065х10-6 
5 0.05967 
-6 
„1x10 0.05967 0.0247. nepers/km 
2 V0.065x 10° 


В = wVL'C = 1600x 2x 0.05967 x 0.065 x 10-6 


= 0.626 rad/km 








The cut-off frequency is given by, 


1 1 
Е = —S E —————_—————————_—_———_—__—_—_—_—— 
* ХСС  n4005967 x 0.065 x 10-^ 

- 5.1111 kHz 


mmb Example 1.10 : For а cable it is decided to provide lumped loading. The primary 
constants of the cable are, 
R=40Q/km, 1 = 1 mH/km, С = 1 pmho/km, С = 0.05 pF / km 


Find the new value of inductance required to achieve the distortionless condition. By 
- what factor, the inductance is required to be raised ? 


Solution : The distortionless condition is, 


RC = ШС 

L= ЕС _ 30х 0.05х10% 
76 1x10 
- 2H/km 


The factor by which inductance to be increased is, 
L' 2 


T moe 


factor = 
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1.22 Reflection on a Line not Terminated in Zo 


Uptill now the current and voltage relationships are derived for the lines which 
are terminated іл Zo. But if a line is not terminated in Ид or it is joined to some 
impedance having value other than Zp then part of the wave is reflected back from 
the distant end or from the point of discontinuity. Thus reflection phenomenon exists 
for a line which is not terminated in Zo. Such a reflection is maximum when the line 
is on open circuit і.е. 26 =œ or short circuit ie. Ик =0. The reflection is zero when 
Zr = Zo. 


From the general solution of a line we can write, 


. | Ен(2а * Zo)| mv. Zu -Zo om. | 
ыз een is 
Ir (Zr + Zo) [ ү ZR -Zo m. 
| p = RUR t20) 27у, _4к—40 ууу, 20 
ала 22; e 217 е (2) 


Тһе s is the distance measured from the receiving end and treated positive. Eg 
and Ig are the voltage and current at the receiving end. “қ is the impedance at the 
receiving end in which the line is terminated. 


The value of Zr is not equal to Zo of the line. 
Now ZY = y 
And when Zr is not equal to Zo, each E and I consists of 2 parts, 
1. One part varying exponentially with positive s 
2. One part varying exponentially with negative s 


Er (Zn + Zo) iss „Ек (Zr + Za) (Zn - Zo) e 


Е = (Zr 7 Zo) 
2Zn 27% (Zr * Zo) 
Ек (Zr + Zo) Er (Zn - Zo) | 
Е = ,S - ets .. (3 
Iae т от e 
In (Zn + 2%) In (Zn - Zo) 
and | - IM——5 et? a rs ... (4 
inc 22 е 222 е (4) 


The first component of E or I which varies exponentially with +s is called 
incident wave which flows from the sending end to the receiving end. 


- Er (Zn +20) 


Е; еҮ5 = incident voltage wave 
2 Zn 
Ir (Zn + i 
and | = SIC ta) еї5 = Incident current wave 
240 
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It can be noted that s is measured from receiving end. Thus s is minimum (s= 0) 
at the receiving end and maximum (5-!) at the sending end. Thus as incident wave 
travels from the sending end to the receiving end, its amplitude decreases. Such a 
wave which flows from sending end to the receiving end, with decreasing amplitude 
is the incident wave. 


The second component of E or I varies exponentially with — s. It flows from the 
receiving end towards the sending end. When s is minimum (5 = 0) at the receiving 
end, its amplitude is maximum while due to negative index, when s is maximum 
(5-?) at the sending end, its amplitude is minimum. Thus such a wave which flows 
from the receiving end towards the sending end, with decreasing amplitude is called 
reflected wave. 


E -Z 
Ез - Er (^к. =2) е-15 = Reflected voltage wave 
2 Zn 
and Із Is Cis Zo) e-*5 = Reflected current wave 
0 


Thus the total instantaneous voltage or current at any point on the line is the 
phasor sum of voltage or current of the incident and reflected waves. 

Consider open circuit line with Zg =®. Then the incident component of voltage 
becomes, 


This is the wave which progresses from sending end to the receiving end with 
decreasing amplitude. 


The reflected component of voltage becomes, 


The amplitude of this wave varies with e- and hence its amplitude decreases as 
it travels from receiving end towards the sending end. Its initial value is equal to the 
incident voltage at the load on open circuit. 

5 a РЕ Е : E 
At s = 0 ie. at the receiving end, on open circuit E; = while E> =>" Thus 


initial value of the reflected wave is equal to incident voltage at the load on open 
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circuit. This is shown in the Fig. 1.28. The solid curve is for incident wave while the 
dotted curve is for reflected wave. 


Open circuit 
load 


Incident wave 





Reflected wave 


Fig. 1.28 Instantaneous voltage waves for open circuit line 


It can be seen from the equations (3) and (4) that the only difference between the 
curves for voltage and current for open circuit line is the reversed phase of the 
reflected current wave. The waves of instantaneous current are shown in the Fig. 1.29. 


Open circuit 
load 









Incident wave m wave 


- ~ 


Fig. 1.29 Instantaneous current waves for open circuit line 


The two current waves are equal and of opposite phases at the open circuited 

receiving end. Thus addition of instantaneous currents, at the open circuited receiving 
end is always zero as required by open circuit condition of the line. 
Zr -Zo 
Zn + Zo 
waves. Thus magnitudes and phase angles of Ск and Zo are important to determine 
the phase angle between the two waves. 


The term decides the relative phase angles between incident and reflected 
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If а =Zo it can be seen that the reflected wave is absent and there is no 
reflection phenomenon at all. Such a line is uniform line and there is no discontinuity 
existing to send the reflected wave back along the line. The infinite line with s=~ also 
behaves in the similar fashion. The waves travel smoothly along the line and the 
energy is absorbed in the load 20 without any reflected wave. Such a finite line 
terminated in Zo, without having any reflection is called a smooth line. 


1.22.1 Reflection Phenomenon 


The quantity which is actually transmitted along the line is not the current or 
voltage but the energy. Such energy is transmitted through electric and magnetic fields 
set up along the line. 


The energy conveyed in the electric field depends on the voltage E and given by, 
W, = 5 СЕ? J/ m _. (5) 


The energy conveyed in the magnetic field depends on the current I and given by, 


Wa = 5 LI? J/m3 .. 6) 
For an ideal line which is terminated in Zo, the ratio of E and I is fixed along the 


line which is Zo. 


m 


Zo = T ... for line terminated in Zo 


For such a line, R = С = 0 and the value of Zp is given by, 


Zo = c ... for line terminated in Zo 
Now E = I Zo 
;.L E 
and Zi = с hence "Zu 
CE? 1 2 
We = 5 73" 71 x(I Zo) 
1 
-2LP-2W, 
2 W 
We = Wm ... for ideal line 


Thus for an ideal line terminated in Zo, at all the points along the line, electric 
field energy is equal to the magnetic field energy. 
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When line is not terminated in Zg then 


This ratio is practically required for which the redistribution of energy between 
electric and magnetic field takes place. This redistribution of energy creates the 
reflected wave, back along the line. 

When the line is open circuit then Ig =0 thus the magnetic field energy must 
become zero. The magnetic field energy carried can not be dissipated but it gets 
added to the electric field energy causing increased voltage to appear. This increased 
voltage is the cause for the reflected current wave, back on the line. 


When the line is short circuited then Eg -0 thus the electric field energy must 
become zero. Again the clectric field energy carried, can not be dissipated but gets 
added to the magnetic field energy. This increased energy in the magnetic field set up 
a rcflected voltage wave down the line. 


1.22.2 Disadvantages of Reflection 
The reflection is undesirable because of following disadvantages, 


1. If the attenuation is not large then the reflected wave appears as echo at the 
sending end. 


2. There is reduction in efficiency. 
3. The part of the received energy is rejected by the load hence output reduces. 


4. If the generator impedance at the sending end is not Zo then reflected wave is 
reflected again from the sending end and becomes a new incident wave. The 
energy is transmitted back and forth till al] the energy get dissipated in the 
line losses. 


Hence it is necessary that the line must be terminated in Zp to avoid the reflection. 


1.22.3 Reflection Coefficient 


The ratio of the amplitudes of the reflected and incident voltage waves at the 
receiving end of the line is called the reflection coefficient. [t is denoted by K 


_ reflected voltage at load 
incident voltage at load 


The reflected voltage at load is component E; at the receiving end i.e. with 5-0. 


_ Ex (Zn - Zo) 
Ealo T ee . (7) 


` 
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The incident voltage at load is component E; at the receiving end i.e. with s = 0. 


Er (Zr + Zo) 


ЕЦ - 22; .. (8) 
к = Ер (Zr -2а)/24к 
Ев (Zn + 20) / 27% 
_ Zn - 20 
EE Zg +20 249) 


It is a measure of the mismatch between the load impedance Zę and the 
characteristic impedance Zo of the linc. 
The following observations can be made with respect to the reflection coefficient К, 
1. When 26 = Zo, К = 0 and there is no reflection. 
2. When Zg 20 i.e. when the line is short circuited, 
0-7 


К = Р ee 


Reflection is maximum. 


3. When Ик -о і.е. when the line is open circuited, 


eee. 
Ze 

К = —S =+1=120° 
1.20 
Zn 


Reflection is maximum. 
4. K ranges in magnitude from 0 to 1 and its phase angle ranges from 0° to 180°. 


5. The sign of K and hence the polarity of the reflected wave is dependent on the 
angles and magnitudes of Zp and Хр. 


The reflection coefficient is very important while studying the Radio Frequency 
(RF) transmission lines. 


1.22.4 Input Impedance Interms of 2, апа К 


The input impedance at the sending end is given by, 


Ес 70 [Zr cosh (y!) + 20 sinh (y 1] 
Zs =  —— = ————_————_———————_—_—_—__————————=+ 
16 [20 cosh (11) + Zu sinh(y/)] 


7 Zo [Zr + Zo tanh (у 1] 
7 [Zo + Zg tanh(7/)] 
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y-en! 
But tanh (Y Г) = ER 


ev! — e 
Ді Е (mz) 
er! - езу! 
E * Zg (cms cu | 


_ I te )Zg +20 (ет! mm 


-Z {ou + Zo]* e! [Zp 2 


eY [Zr + Zo]*e*! [Zo - Za] 


ev! + Ke^r! 
Zs - Zo теке eee (10) 


1.23 Reflection Loss and Reflection Factor 


It is seen that when the line is terminated in 20 then there is no reflection. But 
under mismatch condition, the ratio of voltage to current gets disturbed. The part of 
the energy is rejected and reflected by the load. Thus energy delivered to the load 
under mismatch condition is always less than the energy which would be delivered to 
the load under matched impedance condition. This is because of a loss called 
reflection loss. The reflection loss is determined from the ratio of current which 
actually flows under mismatch condition in the load to that which would flow if the 
impedances are matched at the terminals of load. 


The reflection loss is defined as the number of nepers or decibels by which the 
current in the load under image matched conditions would exceed the current actually 
flowing in the load. 

So if 15 is the load current under image matching condition and I? is the actual 
load current under image mismatch condition then the reflection loss in nepers is 
given bv, 


Reflection loss - ШЫ nepers „.. (1(a)) 
2 
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г 
Reflection loss - 20 log Е ав .. (1(b)) 


Thus reflection loss is actually mismatching loss. 


The reflection loss can be 
measured in terms of the power 
absorbed by the load and received 
at the load terminals as power 
and current are directly related. 


Consider a line of length 1. 
The sending end voltage is Es 
with an impedance of Zo while 
the line is terminated in an 
impedance of Zg. Then Ек is the 
receiving end voltage. The line is 
shown in the Fig. 1.30. 





Fig. 1.30 


Then as shown in the Fig. 1.30, 


P = Power at the receiving end due to incident wave 
P, = Power absorbed by the load 
Г; = Power reflected back down the line 
В = Р «Рр; - 8) 
1 
Now Po [2 ie Ic P? 


Reflection loss - 20 log Е 


1 1 
р2 2 
= 20 log + = 20 log Ей 
1 P, 
n 
; n 1 
Reflection loss = 10 log — dB = 20 log — ... (4) 
Р, ІК 


The reflection coefficient is given by, 


Zr – 20 


а 2р + Zo 
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If Ен andI are the values of voltage and current at the receiving end due to 
incident wave then the values of voltage and current at the receiving end due to the 
reflected wave are K Ep and K Ij. 


So B = Received power = Eg Ig 
P, = Power absorbed by load = P, - Р; 
P; = Reflected power = (K| Ек) (K| 1к)= |K? B 
P = R- |К B -(1HKI2) В ~ (5) 


Zr and Zo аге complex hence К is also complex but only magnitude of K is to be 
considered. The power calculated is the apparent power in volt amp and not the true 
power in watts. 


Hence the reflection loss can be obtained as, 


| _ В _ — ħħ 
Reflection loss = 10 log р, > 10 105 Is [1 Е zrl 


1 


1 1 = (Zr + Zo) 


Now — = 
1-К? 1- 2р - Zo | (Zr + Zoy - (Zn -Zoy 
Zr +70 
= (Zr + Zo) 
© Z% +72 +224 2-22-22 *2Zn Zo 
_ (Zr +20)? 
^ 47р Zo 
1 [26 + Zo? 


14KP 2,24 


2 
2, 
Reflection loss = 10 log ast к + Zol 1- 10 ШЕ = 


K Za Zo| р./2ж Zol 


dB - 20 log [El _. (6) 


|Z + Zo| 


р/к Zo] 


Reflection loss = 20 log 
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The ratio which indicates the change in current in the load due to reflection at the 
mismatched junction is called reflection factor. It is denoted by K and defined by, 


2x Zn Zo ... (7) 


К = reflection factor = 
Zn * Zo 


The reflection loss is inversely proportional to the reflection factor. 


1.23.1 Return Loss 


Тһе return loss is defined as, 


D ag .. (8) 


Return loss = 10 log P 
3 


It indicates the ratio of the power at the receiving end due to incident wave to the 
power reflected by the load. 





В 1 
Return loss = 10 Іор ——— = 101 
eturn loss ов KER 0 Яр 
1T 1 
Return loss = 20 log |28120) dB 2.0) 


This is also called Singing point. 


1.24 Insertion Loss 


The word insertion loss clears the fact that this is a 
loss which occurs due to the insertion of a network or a 


% 2 line in between the source and the load. 
R 
EC) Suppose a generator of an impedance Z, is 
= 3 connected to a load of impedance Zp, as shown in the 
Fig. 1.31. 
Fig. 1.31 42 2 
The generator is directly connected to the impedance 
Zr. The current flowing through load is, 
kR =E 
RO +Zr 
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. Now suppose a transmission line is inserted between the load and the generator as 
shown in the Fig. 1.32. 


% Transmission 
line 





Fig. 1.32 


It becomes a line terminated in an impedance Zg. Now there are various losses 
due to insertion of line between the load and the generator. If input impedance Zs is 
not equal to Z, then reflection loss occurs at the terminals 1-1. If Zp is not equal to 
Zo then second reflection loss occurs at the terminals 2-2. The attenuation loss occurs 
all along the line. The overall effect of insertion of a line is to change the current 
through the load and hence power delivered to the load as compared to current and 
power when load was directly connected to generator. The loss which causes such a 
change, due to insertion of a network or a line in between the load and the generator 
is called insertion loss. The insertion loss is the effect of several individual losses. 


Thus insertion loss of a line or a network is defined as the number of nepers or 
decibels by which the current in the load is changed by the insertion of a line or a 
network in between the load and the source. 

In some cases there сап be increase in the load current due to insertion. Such an 
increase indicates a negative loss and in that case there exists an insertion gain rather 
than a loss. 


1.24.1 Expression for Insertion Loss 
Consider the circuit shown earlier in the Fig. 1.31 with a load current of 
1 Е Е 
In = 2% +r E (1) 
The line is inserted between the load and the generator. 
Let Zs be the input impedance of a line which is different than Zg hence, 
E 


ls E 2; +75 m Q) 


It is known for the line that input impedance is given by, 
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Zo Базы .. Q) 


28 - Кет! 


Substituting іп (2), 
E 


et! + Ke! 
% ЖЕ - Кет! | 


Е(е" -Ке-!) 
26 (е! - Кет!) +20(е"! + Ke!) 


ls 


15 = ... (4) 


We want the current through the load 1.е. Ір due to the insertion of line. This can 
be obtained from the relation between Is and Ig. 


In (Zn + Zo) a 

Is - —3z (6 er! — Ke г) eee (5) 
The equation is obtained from the general solution of a line substituting $ = l і.е. 

1=15 at the sending end. 

2 Zo Is 


LUE (Zn + Zo) е! -Ке-"] 


22 Е(е!! -Ke-v!) 
_ 7, (e! -Keri )+Zo(e”! + Кет!) 





(Zr + Zo)(e!! - Ke?!) ~ using (4) 
— HUC — P .. (6) 
(Zr + Zo) [Zo(e'! + Ke) +2, (e -Ke7)] 
Now introduce the value of reflection coefficient, 
_ Zn -Zo 
K - 212% ... (7) 
TES 22, Е Ж 
1 ZR 7 Zo) о-и 1-бк-2) н 
5 н(е" (Zr +Z) 6 (Zr +20) 
270 E 


2в -Z 
(Zr +20) Zoe" |222 212, e! +Z; еї! - > Ae "| 
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—— E иш 
(Zr + Zo)(Zo + Z, Je «(Zn - Zo)(Zo - Z, Je! 





... (8) 


la = 


The insertion loss is the ratio of currents in the load without insertion and with 
insertion. 
E 
E £g +Zr 
2Zo E 
(Zn + Zo)( Zo +Z jer! *(Zn - Zo)( Zo -Ze je"! 
Ig _ (Zn + Zo)(Zo +7, Jer! *(Zn - ZoX Zo -Ze jer! (9) 
In 2Zo(Z, * Zn) 7 
The current ratio is made up of two parts, one which is continuously increasing 
with line length and other decreasing with line length. The length of line is usually 
very large hence е! — 0. Hence the second term in the numerator сап be neglected 
compared to first. 


Ip _ (Zr *Zo(Zo + Ze" 
Ik © 2AL(nsZ) ” 


Zg * Zo)(Zo * езі ej P! 
г Casto) (Zo za jee” ... use y -a «jp 
2 Zo (2, + Zn ) 
But insertion loss is to be calculated as a function of ratio of current magnitudes 
and hence the term ei?! which gives phase angle can be neglected. 


Ik] (в + ZollZo + Z, |e*! 


... (10) 








КІ 21707 «Z«| 259 
Now multiply numerator and denominator by 2./Z, Zr, 
ІЛЕ 2/2 Zn |Zn + Zo| |Zo + Z; |e*! 
In 4,4, Zn IZol[Z, + Z«| 
Using |Zo| 7 J| Zol AZo] we get, 
М. Ве +20] Ек * Zl 242, Zr ж. da 
«| 22, 20 242r Zo |, +2] „| T 


All the terms on right hand side indicate reflection factors. 
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Let г 27% 40 
+ zi 


This is the reflection factor at the terminals 1-1 when the generator is mismatched 
at its junction with the line. 


Then = 2/76 20. V Zr Zo 


© [Ёк +24 





- Reflection factor at source side ... (13) 


= Reflection factor at load side. ... (14) 


It is factor at the junction between line and load i.e. at the terminals 2-2. 


2/27. 


= = Reflection factor for direct connection ... (15) 


while ksr 

This is the reflection factor when the generator and load were directly connected. 
The last term еч! indicates the loss in the line. 

us 

In 





ksr І 
а ... (16 
keke un 





The insertion loss is defined in nepers or decibels hence can be expressed as, 


А ; Ij 
insertion loss - In т 
R 





1 1 1 
= | In— +In— -In— +al| nepers ... (17(a 
| ks kn ksr | P (080) 





insertion loss = 20 log Ik el -20 [log + log log - - log; —+ 0.4343a. | dB ... (17(b)) 
SR 





The term corresponding to ksr is negative. It is the loss if generator and load 
would have been directly connected. It is not related to insertion hence it is subtracted 
from the overall loss. 


The expression can be applied to a single section of network putting /=1 and 
proper value of a. of the network. 


Note that while calculating the insertion loss, only magnitudes of all the 
impedances are to be considered. 


The insertion loss also can be expressed interms of ratio of powers delivered to the 
load under two conditions. 


Let Pk = Power delivered to the load when generator is directly connected to load 


В = Power delivered to the load when a line or a network is inserted between 
generator and load ~ 


Then, insertion loss = 10 log FR P. dB ... (18) 


маи", 
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те» Example 1.11: А transmission line has Zo - 700 Z -13.4° Q is inserted between а 
generator of 200 © and а load of 400 О. The attenuation and phase constants of a line 


are, 
a = 0.00712 nepers /Кт and В = 0.0288 rad / km 
Calculate the insertion loss if line length is 200 km. 
“Solution : Zo =700 2-1349%0, 7. =20020°Q, Zr -400/0%0 


E 220. Zu _ 24 200 x 700 748.3314 
„^з 


|. а] |00-)0%7002-1344 |200-|0--68094 - j 162.4 


748.3314 748.3314 
= SS, = E 2 
[880.94 -j 162.22] — 895.7514 0,8354 
25 2,7% 7а = 2 400 x 700 = 1058.3 
К [Ze +Zo| [400 +j 0+ 680.94 -j 162.2] [1080.94 —} 162.22] 
1058.3 
7 1093.044 | 0.9682 


z 2 JZ; Zn _ __ 2200x400 _ _ 565.685 
IZ, +Zr| 1|200-|0--400-)) 600 





Кы 


= 0.9428 


Insertion loss = 20 lesa * log. - log. — + 0.4343 хо | ав 
5 R SR 


1 1 1 
= === ——— = == 2 
20) log 05355 +198 09685 – 98008" 04949» 0.00712х 200) 
= 13.7 dB 
mmb Example 1.12 : A transmission line has Zo =745 Z-12°Q and is terminated т 


Zr =100 О. Calculate the reflection loss and return loss in dB. 


Solution : The reflection factor, 


к - 220 _ 24100x 745 __ 545.8937 
[Ёк +Zo| [100+]0+728.72-] 154.894] [828.72 -j 154.894] 


_ 545.8937 _ 
© 843.0711 2 сое 


1 
Reflection 1 = 201 = 20 log ----- = 3.7751 dB 
eflection loss og | O8 06475 
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Zr +20 -201 100 + j 0 +728.72 — j 154.894 
Zr -Zo C8100 +j0-728.72 +j 154.894 
828.72 — j 154.894 
- 628.72 + j 154.894 





and Return loss = 20 log 








843.0711 
647.519 


20 ов) | = 20 log | = 2.2922 dB 


Examples with Solutions 


лиф Example 1.13: А voltage of 45 V is applied to a 10 km long field quad cable. The 
receiving end voltage is 7.868 V and it lags behind by 110.2°. Calculate the attenuation 
and phase constants of the cable, if it is properly terminated. 


Solution : x = 10 km, Es = 45 V, E, = 7.868 V, x B=110.2° 


Now E, = Es e-¥* =Еѕе-%х /-рх 
Bx = 1102? 
В = 10 =11.02° per km = 0.1923 rad/km 
and E, = Есе-©°* 
7.868 = 45 e-«x0 
e-10« = 0.1748 


-10a = Іп (0.1748) =- 1.743 
a = 0.1743 Nepers рег km 
шә» Example 1.14 : А transmission line has the following primary constants measured 
per km, 


К = 10.150, L = 3.93 mH, С = 0.00797 uF, С = 029 ито 


Determine Zo and propagation constant at а frequency of 796 Hz. Also calculate the 
ratio of current at a point which is 100 km down the line to the current at the sending 
end if the line is terminated in its characteristic impedance. 


Solution : о-2лҒ-2лх796-5х103 rad/sec 
R+joL = 10.15+]5х 103 х3.93х10-3 =10.15 +] 19.65 © 
= 22.1166 /62.68° О 
0.28 x 10-5 +} 5x 10? x 0.00797 x 107* 
0.29 x 10-6 +] 3.985 x 10-5 = 3.985 x 10-5 /89.58° 


G+joc 


Mae, 
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and 


z, . [јәс _ | 221166 262.68° 
? ^ YG-«joC ү3985х10-5 289.58° 
744.97 2 –13.45° Q 


(R * joL)(G ғ|оС) = 4221166 262.68°x3.985 x 10-5 789.58? 


у = 
= 0.02968 2 76.13? = 0.00711 + j 0.0288 

а = 0.00711 nepers/km 

В = 0.0288 rad/km 


As the line is properly terminated we can use, 


I, = Ig e^ ** =Ige7** Z-fx 


I, a -ах — d 

E^ e-«* Z-px 

= = е- 0.007110 /_0.0288х100 rad 
5 


np 


= 0.49115 /-2.88 rad = 0.49115 Z – 165.024° 
... 2.88 rad = 2.88 х57.39-165.0249 
Example 1.15 : Impedance measurements made on a 0.25 km field quad cable at 
1600 Hz under open and short circuit conditions gave the following results, 


Zoc 224607 —863?0, Zsc 2215Z «14? 0 
Calculate Zo, а, В and the line parameters R, L, С and C per unit length of line. 


Solution : For a line of length 1, 


and 


and 


[Zsc 
Zoc 
Zo = JZsc Zo 


Zo = У2460х215 2 – 86.3°+14° 
= 230 /-36.15%0 


[215 24° _ amen 
tanh (у Г) = 2460 2 —86.3° ш 0.00873 214°+86.3 | 


0.0934 750.15? = 0.0598 + j 0.0717 
А +} В 


tanh (y!) 





` 


... 
MA, 
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tanh (2« Г) = --2А 4. 20.05% 4 


1+А? +В? 1,(0,0598): + (0.0717)? 


2Б 2х0.0717 E 
1-(A? «B*) 1-|(0.0598)* +(0.0717)* | 


and tan (281) 


201 = tanh^! 0.1185 








0.119 
а = усу 55 = 02381 nepers/km 
and 2В1 = tan?! (01446) = 0.1436 .. use radian mode 
0.1436 
В = 55055 = 0.2872 rad/km 


у = a + jß = 02381 + j 0.2872 = 0.373 20.8785 rad 
= 0.373 250343? 
Now Zay = R*joL 
R+joL = 230z -36.15?x 0.373 750.343? = 85.79 714.193? 
= 83.171 + j 21.034 
К = 83.171 Q/km 


and wL = 21.034 

L = Че = 000209 H/km 
And % = G+joc 

И 


С+]0С = 0.00162 286.493°= 9.9 x 10-5 *j1.61x 10-3 
С = 9.9х10-5 mho/km 


and С = 161x107? 
1.61 х10-3 
С = 7%лх1600 - 0.1608 и F/km 


та» Examle 1.16 : Find the primary and secondary constants of the line 50 km long when 
Zoc measured by a bridge at 700 Hz is 286 Z — 4090 and Zsc is 1520 21690. 
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Solution : [= 50 km, w= 2rf 22nx700 = 4398.2297 rad/sec 


[Zsc | 1520 416° 
tanh (7!) ш Zo = 2867 — 40° 
= 23053 228° = 2.0354 + j 1.0822 
e2r! —1 И 
Моуу tanh (Y ) = eh 41 = 2.0354 + ] 1.0822 


e?! -1 = (е?! +1) (2.0354 + j 1.0822) 
езі! -1 = e?r! [2.0354 +j 1.0822] + 2.0354 + j 1.0822 
егі! [1 — 2.0354 -j 1.0822] = 1 + 2.0354 + j 1.0822 


3.0354 +] 1.0822 3.2225 /19.622° 
— 1.0354 -j 1.0822 1.4977 Z – 133.733° 


e?! = 

e?!! = 2.1516 2153.355° 

231 = In [2.1516 2153.355°] 
But In[aZb] = Ina+jb 


2yl = In 2.1516 + j 153355° 


1 1 © 
у = 57 [21516 +j 1533557] 


ү = 0.00766 +} 1.53355° = a +p 


a = 0.00766 Nepers/km 


1.5335 
57.3 


0.00766 + } 0.02676 = 0.0278 /74.026% 





апа В = 1.5335 deg/km = гад /Кт = 0.02676 rad/km 


Y 
Note that while obtaining polar form of y, В must be expressed in rad/km. 
Zo = ¥Zsc Гос -/1520 216°x286 Z – 40° 
= 659.333 7.12? Q 
Now R+joL = 20ү = 659.333 Z —12?x0.0278 774.026? 
= 18.3294 762.026? 8.5977 +} 16.187 
К = 8.5977 О / km 
oL - 16.187 
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Е 16.187 
L = 23982297 = 3.6805 mH/km 


у _ 0.0278 274.026° 


y _ 0.0278 274.026° _ 5 : 
Zo "653337 ias =4.2163х 105 286.026 


and G+joC 


= 2.922 x10 +} 4.206 х 10-5 
С = 2.922 y mho/km 


and ӘС = 4206x10-5 
_ 4206x105 _ 2 
С = 743982297 = 9.563 х 10 F/km 


Note : In this problem if the direct formula of tan (27) is used we get, 


2B 
tan (281) = 1-[A? +82] where А = 2.0354 
апа В - 1.0822 
tan (281) = - 0.5017 
2pl = - 0.465 ... use radian mode 


Now В сап not be negative, it is due to behaviour of tan function. It is necessary to 
add 180? i.e. п rad to this angle to calculate В. 


2p! = - 0.465 + n= 2.676 rad 
2.676 
p = 2x50 - 0.02676 rad/km 


To avoid this confusion, it is recommended to use the basic procedure to calculate 
о and В from Zsc and “ос without using direct formulae. 


mæ Example 1.17 : А transmission line with a characteristic impedance of 50 © is 
connected to а 100 О resistive load. Calculate the voltage reflection coefficient at the 
load. 
Solution : Zo =50 40° 0 апа Zr =10020°Q 
_ 2% -20 100-50 50270? 


= 0.333 Z0? 


тщ)» Example 1.18 : A telephone transmission line 100 km long has Zo = 685 2 – 12°0, 
a = 0.00497 N/km, В = 0.0352  rad/km at 10 Hz. The line is terminated т 
Zr =2000+ j0 О and is supplied by a generator with ап emf of 10 V т.т and 
Rm -7000. Calculate the values of 15,25 and 1р ,Eg, Ps апа Pg. 


мағ”, 
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Solution : [= 100 km, 2, =Rm =700+j0Q, Zr =2000+j 00 
Zo = 685 / – 12° Q =670.03 -j 142419 О 
еу! = ее! ZB] = e000497400 /0.0352 x 100 =1.6437 23.52 rad 
= 1.6437 2 + 201.696°=- 1.5272-] 0.607 
езу! = e-a! Z =B I= е- 000497400 / _ 0.0352 x 100 = 0.6083 Z - 3.52 rad 


= 0.6083 Z — 201.696°=- 0.5652 + j 0.2248 


_ Zg-Zo _ 2000+j0-670.03+j 142.419 1329.97 +} 142.419 
Zr +20 2000+]0+ 670.03 –ј142.419 2670.03 -j 142.419 





_ 1337.573 6.1129 
7 2673825 2 — 3.05° 


= 0.5 79.162? 
Ker?! = 0.5 Z9.162*x0.6083 2 — 201.696°= 0.30415 Z — 192.534° 

= – 0.2969 + j 0.066 
e?! + Ке-т!= —1.5272 — j 0.607 — 0.2969 + j 0.066 = — 1.8241 — j 0.541 = 1.9026 Z — 163.48? 
ev! Кети! = -1.5272 - |0607 + 0.2969 — j 0.066 = —1.2303 — j 0.673 = 1.4023 Z — 151.32? 


z. = z, [8 *Ke?' | _ 6852 - 121.9026 Z - 163.48? 
5-0 Ken | 14032-15132 


= 929.388 Z - 2416° = 847.98 - | 380.385 Q 
Ес 10 20° 


t = -Es Юю 2 
57 25+7, 81798-]380.385 +700 +}0 
= 10°. — 
Б 15920312 213.88 6:2734х10 4 +13.8° А 
In (Zn * Zo) T 
Now Is = —2»z "-Ker] 


... as line is not properly terminated 


а 2 Zo ls _ 2x 685Z —12?x6.2734 x 10-3 713.8? 
К (Zr +205) [е -Ke-r] 2673825Z — 3.05°x1.40232 -151.32 


= 2.2921 x10? Z «156.17? А 
Er =1 Ик =2.2921х 10-3 2156.17°x2000 20° 
= 4.5842 7156.17? V 


ME, 
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Ps = Ес Ig соз Es p^ |нох 6.2734 x 103 cos(13.8°) 


= 0.06092 W 


Pg = Eg In cos( Er ТЕ } 45542 2.2921 x 10? x cos(0?) 








- 0.0105 W 
Pr 0.0105 
“, = = = * 96 
пет x 100 = 206062 х 100.= 17.2479 % 


та» Example 1.19 : A transmission line has following parameters per km 


К-150, C215 нЕ, L=1 mH, С = 1 шийо 
Find the additional inductance to give distortionless transmission. Calculate a. and В for 
this inductance added transmission line. 


Solution : For the distortionless line, 


RC = L'G 
ЕС 15х15х10-6 
= Н 
E G 1x10-6 223 


So additional inductance required is 225 - 1x10? = 224.999 Н 


For the loaded line, 
R [€ с E 215 ше 1х10-5 (m. 
ZVU '2YC 2Y 25 | 2 \ү15х10— 
0.00387 N/km 
В = o УСС 
So assume о = 6.283 х 103 rad/sec 


В = 6283x10? J225x15x10-5 = 365 rad/km 


R 
| 


та» Example 1.20: А transmission line has the following per unit length parameters, 


L-0.1 uH, К= 59, С = 300 pF, G = 0.01 mho 


Calculate the propagation constant and characteristic impedance of the line at 500МН2. 
Obtain the same parameters for the lossless line. 


мағ”, 


Transmission Lines and Waveguides 1-84 Transmission Line Theory 


Solution: ш=2лЁ=2лх500х 10° rad/sec 
Z-Wejolz-25-j2nx500x105 x01x10:5 254j 314.1592 = 314.199 289.088" 
У =G +] оС = 0.01 +]2 пх 500 х 10° x 300x 10 ? 20.01 + j 0.9424 = 0.9425 Z89.39 


2425 E - [314199 289.088" _ 15 9583 7 0151*0 


~ Y 09425 489.39° 


and y = J4YZ = [314199 289.088°09425 289.39° 
= 17.2085 289.239°= 0.2285 + j 17.2069 =а +jß 
и = 0.2285 М/Кт 
апа В = 17.2069 rad/km 


For the lossless line, R = С = 0 
as 0 


and B = «ЛС =2лх500х 106 J0.1x10 © x 300x 10-1? 


17.2072 rad/km 


| 6 
and Zu = ye 20° | Z0? 


18.2574 20° Q 


Thus for a high frequency like 500 MHz, the line behaves almost as lossless line. 


University Examples with Solutions 

ша» Example 1.21 A generator of 1 V, 1 kHz supplies power to а 100 km open teire line 
terminated іп 200 Q resistance. The line parameters are, 
Rs10O0/km, L= 3.8 mH / km, С-іх106 mlo / ki, С = 0.0085 uF / Кт 


Calculate the input impedance, reflection coefficient, the input power, Hie output power 
and transmission efficiency. (Dec.-2005, 16 Marks) 


Solution : The characteristic impedance is given by, 


КЕЗІҢ 10 (2лх1х103)38х1053 
Zu =; == Ая. ан 
С+]оС 1x10 é +j( 22x 1x 103 ) 0.0085 x 10:6 


Е 10 + j 23.876 _ 25.685 /67.27° 
1x10 © +] 5.34 х 10 5 5.34 x 10 5 Z88.92* 





маи", 


Transmission Lines and Waveguides 1-85 Transmission Line Theory 


4.847 x 107 - 21.65? = 696.204 / – 10.825° О 


ХК + јо) (С +}®С) = 25885» 534 х10-5 267.27°+8892° 


= 003717 278095? = 0.0076 + j 0.03637 
u = 0.00766 nepers/km 


E 
и 


and | - 0.03637 rad/km 
- Zr-Zo $ = Ў ЕТА 
К = 2:7 where Zę -200/090 given 
к = 200 20°-696.204 Z —10.825° 


~ 200 20°+696.204 2 – 10.825° 
200 + j 0 — 683.8153 +} 130.754 _ - 483.8153 + j 130.754 


К = 5004102 683.8153} 130751 — 8838153130791 
_ 501.1724 Z 164.876 
~ 803435 Z -8415? 

К = 0.5609 Z 173.291" 


Now ет = eu! ZBI rad = e099766 «100 / 0.03637 x 100 rad 
2.1511 23.637 rad = 2.1511 Z2084*? 


et! + Кет! 
Zs = Zo Ier] 


e 1! ел! Z-fM rad = e 990766» 100 / — 0.03637 x 100. rad 


= 0.4648 / -208.4° 


2.1511 Z208.4?-- 0.5609 7173.29*x0.4648 < -208.4? | 


vid 2 NE iB. vL а ое л этол Sidi л т ше 
ii Н E [ris келет 5609 2 173.29°x0.4648 Z -208.4* | 


2.1511 Z 208.4°+0.2607 Z -35.11° 
2.1511 /208.49-0 2607 Z -35. 11° 
-1.8922 — j 1.023 + 0.2132 — j 0.1499 
= 1.8922 - j 1.023 — 0.2132 + j 0.1499 


696.204 Z -10.85° | 


696.204 Z RA 


696.204 Z -10.85° | = 1.679 -j 1.1729 | 


- 2.1054 – j 0.8731 


2.2792 Z —157.476? 
625.6122 Z + 1.564? 0 


s 99 
696.204 Z 1085") 2.0481 Z 145.062 | 


` 
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It is known that, 


lI 


At sending end, s = / 


15 = 

Now Zs = 
15 = 

Апа Zr +20 = 
Ке-т! = 


2. 15984 x 10-3 Z —1.1564? 


1.5984 x 10-3 2 –1.1564° 


In 
En 
Ер = 


So Ps 


and Pr 


or Рр 


% т = 


Ix (Zr + Zo) [oys _ Zr -Zo o~s 
2 Zo ZR +Zo 


as s is measured from the receiving end. 
In (Zn + Zo) 
2 Zo 


Ts and Eg-1Z0*V 
S 


е" -K e^] 


Es _ 140° 
75 6256122 Z1.564° 


200 20°+ 696.204 Z – 10.825° = 893.435 Z — 8.415? 


= 1.5984 х 10-3 7 -1.1564° А 


0.5609 7173.291?x 0.4648 Z - 208.4? = 0.2607 Z - 35.11? 


_ In x 893.435 Z — 8.415? 
7 2x 696.204 Z — 10.825? 


= In 06416 Z + 2.41° [22792 Z -157.476*] 
1.0932 x 10-3 Z +153.909° А 
In Zp =1.0932х 10-3 /153.909%200 20° 
02186 Z +153.909° V 


Ес Is eo Es ^ Is | 


10°х1.5984 x 10-3 хсов(- 1.15649) 
1. 598 х 10-3 W 


Ев Ip cos{ Ee "| 


0.2186 x 1.0932 x 10-3 x cos [0°] 
2.3897 x 103 W 
12 x R=(1.0932x 10-3)" x 200 = 2.3897 x 10-4 W 


_ 2.3897 x 10-4 


gg 2287210 тоб 
Б” 1598x103 ^ 


[21511 Z208.4?-0.2607 Z ~ 35.11*] 
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m Example 1.22: A generator of 1 volt 1000 Hz supplies power to а 1000 km open 
wire line terminated іп Zo having the following parameters : (Мау-2005, 16 Marks) 


R = 10.4 ohms / km 

L = 0.00367 H /km _ 

С = 0.8 x 10 $ ohms / km 

C - 0.00835 micro farad / km 

Calculate the power delivered at the receiving end. 


Solution : The characteristic impedance is given by 


7 = R*joL _ 10.4 + (2х 1x 1000) x 3.67 x 10-3 
0 G +joC 0.8x10-$ + j(2x zx 1000) x 0.00835 x 10-6 
E 10.4 423.0592 _ | 25.2959 265.72? 
0.8х 10-6 +}5.2464 10-5 ^ Y 5.247 x 10-5 7 89.12° 


4.821x105 Z —23.4? = 694.3342 / - 1179 Q 





The propagation constant is given by, 


у = J R+joL)(G + jac) 
у = \/ (25.2929 765.72?) (5.247 x 10-5 289.12?) 
ү = 1.3272x 103 2154.84 = 0.03643 777.42" 


y = a «jf = 0.007934 + j 0.03555 
y - 0.007934 nepers/km 
В - 0.03555 rad/km 
For 1000 km long transmission line, the propagation constant can be written as, 
езі = eet! = eo 7 -pI 
= е (000794 009) и _ (0.03553) (1000) 


The transmission line is terminated in Z, at the load side. Also the line is 
connected to a generator of 1V. As internal impedance is not mentioned, we will 
assume generator to be ideal. The set up is as shown in the Fig. 1.33. 


ма”, 


Transmission Lines апа Waveguides 1-88 Transmission Line Theory 








Е, = Zp = 694.337 - 11.7 
At input side, E = E-1Z20V 
Thus „= Ёѕ 140 ударо х 10-3 Z4117^ A 


Zo  694.33427 -11.7? 


Hence curent at the receiving end is given by 

Ip = Ig-e™ 
[1.4402 x 10? 211.77 [е 007934201000) 2 — (0.03553) (1000)] 
[1.4402 x 1073 Z 11.7°] [3.5835 x 10 * Z — 35.53*] 


But for angle 35.53 is expressed in radians. Its degree equivalent angle is 2035.72". 
Hence I, = [14402 x 10°? Z 11.77] [3.5835 Z 10^ * Z — 2035727] 
[1.4402 x 10^? Z 11.7] [3.5835 x 10°* Z — 23572] 

0.5161 x 107 $ Z — 224.02? А = 0.5161 Z — 224.02 pA 


The receiving end voltage is given by 
Е, Ig - Z = (0.5161 x 107 Z – 224.02) (694.33 Z — 117°) 
0.3583 x 107° Z ~ 235.72° V 


Hence received power is, 


Pr 


Ек Ip cos (Ep ^ I4) 
0.3583 x 1073 x 0.5161 x 107. cos (11.7) 
0.181 x 10? W 


0.181 nW 


шә» Example 1.23 : A transmission line 2 miles long operates at 10 kHz and has 
parameters К = 30 Ә/тие, C = 80 nF/mile, L = 2.2 mH/mile and С = 20 nV/mile 


Find the characteristic impedance, propagation constant, attenuation and phase shift per 
mile. (May-2004, 8 Marks) 


` 
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Solution : For a transmission line of length / = 2 miles, 


К = 302/mile L = 22 mH/mile 
С = 20nÜ0/mile, С = 80 nF/mile and 
f = 10 kHz 


The characteristic impedance Z, is given by, 


z [В+ _ 30% (2хлх10х103)х2.2х107 
97 YGrjoC (ү20х109:|(2х лж10х 103 x (80x 10-9) 
. 30 + j138.23 
20x 10-9 + 5.0265 x 10-3 
5 141.4479 277 .75° 
^ WV 5.0265х10-3 489.99° 


167.7511 Z - 6.12 Q 





The propagation constant y is given by, 
y = J (Re joLXG +jwC) 


- Н, (30 + j2x лх10х 103 х2.2х10-3)(20х 10-9 +j2x nx 10x 10-3 x 80x 10-9 
= 4j (141.4479 777 .75?) (5.0265 x 10-3 / 89.99? 


= 0.8432 / 83.87? Лет 
Representing y in rectangular form, we get 
y = a +jP = 0.09 + j 0.8383 
Hence attenuation constant = a= 0.09 nepers/miles 


Phase constant В = 0.8383 rad/miles 


та» Example 1.24 : Find the sending end impedance of the line having 2, = 710 214", 
r = 0.007 + j 0.028/km, 2р = 300 ohm, ! = 100 km (May-2004, 6 Marks) 


Solution: The input impedance of a line having characteristic impedance 7, and 
terminated in Zp is given by 


Ж Zr cosh yl + Zosinhy 1 (i) 
7 Zocoshyl+ Zr біп һу! = 


Неге Z = 710 4142, І= 100 km 
Za, = 3000, y= 0.007 + j 0.028 /km 
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Calculating cosh ү! and sinh y! separately. 

cosh (a + |В)! = cosh (a 1+ jp) 

cosh [(0.007 x 100) + | (0.028 x 100)) 
cosh [0.7 + j 2.8] 


cosh y? 


From trigonometric results, 


cosh (А + j B) = cosh A cos В + ј sin A sin f and 





sinh (A + j В) = sinh A cos B 1 j cosh A sin В 


Hence 
cosh [0.7 + | 2.8] = cosh 0.7 cos 2.8 + j sin h 0.7 sin 2.8 
= - 1.1826 + j 0.2541 
Similarly, 
sinh y? = (sin a + jf)! = sin h (al + jfi) 
= sin (0.7 +) 2.8) 
But using trigonometric result, we сап write, 
sinh (0.7 + j 2.8) = sinh 0.7 cos 2.8 + j cosh 0.7 sin 2.8 
= - 0.7147 + j 0.42 
Substituting values of Zy Zp sinh y! and cosh yl in equation (i) we get, 


„рл с ые и лш, ол о уо 
ш 710 Z14*(-1-1826 + j0.2541) + 300(-0.7147 + j0.42) 


= 710 714% | @9940°)@.2095 2167.87 ) “(710 214%)(0.8289 2149.55 | 


(710 714^) (1.2095 2167 .87°) + (300 20°) (0.8289 7149.55") 


= 710 214 | (658.745 7181.87") + (248.67 7149.55°) 


= 710 214° | C994 748 +76. 2458) + (-564 4292 + j166. 6559) L^ 


(-858.2876- |28.0224)--(-214.3713 +j126.0225) 


ЕЗ 852 167 .87°) + (588.519 2163. = 
= 710 ewe Баи 


-919.1772 + j242.9017 
—1072.6589 +j98 
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„[ 950.7302 7165.19* 
Ко 222224 


= 626.68 / PQ 


Review Questions 
. State the various types of transmission lines used in practice. 
Which are the important parameters of a transmission line ? 
What is the difference between limped parameters and distributed parameters ? 
. State the important properties of the infinite line. 
. Prove that a finite line terminated in its characteristic impedance behaves as an infinite line. 
. Find the expression for Zo interms of T section equivalent parameters for finite line. 


. For a transmission line terminated in Zo prove that 


i) Zo = VZoc Zsc 


ii) tanh (yl) = үг 


. Obtain the expression for current and voltage at any point along a line which is terminated іп Zo. 
Define attenuation constant and phase constant. 
Derive the relationship between у, Гос and Zac. 
Define wavelength of the line. 
Obtain an expression for the phase velocity of a linc. 
What is a group velocity ? 
Derive the relationship between Zo and primary constants of a line. 
Derive the expression for y interms of primary constants of a linc. 
Derive the expressions for œ and В interms of primary constants of a line. 


What are the practical considerations for an underground cable ? 


Starting from fundamental, derive the expression for voltage and current at any point on line 
which is at a distance 's' from the receiving end interms of receiving end voltage and current. 


Explain the рһувіса! significance of a general solution of а transmission line. 

Derive the expressions for input impedance and transfer impedance interms of Zo, Zg and ү. 
Derive the condition for тіпітит attenuation with, 

? L variable and ii) C variable 

What are the conditions of R and G for minimum attenuation ? 

Which are the various types of distortions іп a line ? 

What is distortionless line ? Derive the condition for distortionless line. 

Write a note on telephone cable. 


What is loading of lines ? Which are the two types of loading ? 
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27. 


28. 
29: 


State the advantages, disadvantages and application of following types of loading 
i) Continuous loading and ii) Lumped loading 
Derive the expressions for o. and В for continuously loaded line. 


What is patch loading ? 


. Derive the Campbell's equation. 


31. 


What is the importance of cut-off frequency for the lumped loaded Ime. 


. Explain the reflection оп a line not terminated in Zo. 


What are disadvantages of reflection ? 
What is reflection coefficient ? 

Write a note оп 

i) Reflection loss and reflection factor and 
ii) Insertion loss 

What is return loss ? 


Derive the expression for the insertion loss of a line. 


. A line has the following primary line constants : 


К-1000/Ктш, Gz15x10 тһо/ km 
L = 0.001 H / km, C = 0.062 pF / km. 
Find Za for the line [Ans. : 507 7 — 43° О] 


. A sample of field quad cable has the following primary line constants, 


Rz780/km, С = 62 х10-6 mho / km 
Е = 1.75 mH / km, C = 0.0945 pF /km 
Find the following at a frequency of 1600 Fiz, 
(i) Zo (да (iti) B (iv) X 


(v) v апа (vi) time for the wave to travel 100 km down the line. 
[Ans. : 290 Z —36.5°RQ, 0.179 N/km, 0.209 rad/km, 30 km, 


47840 km/sec, 2.09 msec] 


. For a typical open wire telephone cable the primary constants arc, 


К-100/т, L = 0.0037 H/km, C = 0.0083 pF/km, С = 04x10% mlio/km 
Determine Zo and the propagation constant at a frequency of 1 kHz. 
[Ans. : 683 — j 138 О, 0.0074 + j 0.0356 /km] 


. An open wire line has Zo 27307 —11? Q at 1000 Hz and у = 0.012 + j 0.058. When 2 volts are 


applied to the sending end, a current of 4 mA flows. What will be the current at the distant end 
50 km away ? [Ans. : 2.8 7176.3? mA] 
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42. A line 10 km long has the following constants : 
Zo = 60070? Q, о =0.1 nepers/km, В = 0.05 rad / km 


Find the received current when 20 mA are sent into one end and receiving end is short circuited. 
By what angle received current lags with respect to current sent ? 


[Ans. : 13.66 mA, 22.3? lagging) 


. The following measurements are made оп a 25 km line at a frequency of 796 Hz 
Zac = 3220 (-79.29° О, Zoc 21301 /76.67%0 


Determine the primary constants of the line. 


[Ans. : 11.83 О / km, 0.035 H / km, 0.919 pmho / km, 0.00835 pF / km] 
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2.1 Introduction 


In the previous chapter, we have discussed the theory of transmission line, 
definitions of line parameters, general solution of a transmission line and physical 
significance of the equation. In this chapter, we shall discuss the line at a radio and 
power frequencies. For the radio frequency line working at a frequency of the range of 
megahertz and more than that, the standard assumptions are different than that 
studied in the previous chapter. For the radio frequency line of cither open wire type 
or coaxial line type, the standard assumptions made for the analysis of the 
performance of the line are as follows. 


1) At very high frequency, the skin effect is considerable. Hence it is assumed that 
the currents may flow on the surface of conductor. Then the internal inductance 
becomes zero. 


2) It is observed that due to the skin effect, resistance R increases with Vf. But the 
line reactance oL increases directly with frequency f. Hence the second assumption is 
oL >> К. 


3) The third assumption is that the line at radio frequency is constructed such that 
the leakage conductance G may be considered zero. 


There are two considerations for the analysis of the line performances. First 
consideration is that R is slightly small with respect to oL while the second one is that 
К is completely negligible as compared with œL. If К is neglected completely, then 
such a line is termed as zero dissipation line. This concept is useful when the line is 
used for transmission of power at a high frequency and the losses are neglected 
completely. While if R is small, then such a line is termed as small dissipation line. 
In the applications where line is considered as a circuit element or properties of 
resonance are involved, this concept of small dissipation line is very much useful. In 
this chapter we will discuss properties and different applications of the zero 
dissipation line only. 


(2-1) 
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2.2 Line Constants for Zero Dissipation Line (Dissipationless Line) 


In general, the characteristic impedance (Zo) and propagation constant (y) of a line 


are given by, 
| _ 2. [R0 
2 = |2 = (С *joC) „.. (1) 
У2Ү- J R+joL)(G+joC) w (2) 


According to the standard assumptions for line at a high frequency, 


and Y 


joL>>R and jwC>>G 
ШЕ [L 
$ joC C 9) 


As the value of characteristic impedance is real and resistive, it is represented Бу 


symbol Ко, 


L 
Zo = Ro= dc ... (4) 
Similarly the propagation constant y is given by, 


(jo) God) = jovEC 


y= 
y = 0+jwVLC ... (5) 
But y = a+jp 


Hence at high frequencies, 


= 0 and 


о УСС radian/m ... (6) 





1 m/sec . (7) 





From equation (7), the velocity of propagation for open wire dissipationless line, 
separated by air, is same as the velocity of light in space. 
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The distance corresponding to the phase shift of 2л radians is called wavelength 
(4). For the dissipationless line wave length is given by, 


a = 2Е— 2r 


B orc 2) 





mm» Example 2.1 A line with zero dissipation has К = 0.006 Оли, L = 2.5uH / m and 
С = 4.45pF/m. If the line is operated at 10 MHz find 


D Ко ша ШВ iv wa 
Solution : Given R = 0.006 О/т, L = 2.5 x 105 H/m, С = 445 pF/ m, f = 10 MHz. 
At f = 10MHz, oL = 2afL = 2x пх 10х 106 x 2.5x107$ = 15.708 О. Hence oL >> R at 


10 MHz. So according to standard assumption for the dissipationless line, we can 
neglect R. 


i) Тһе characteristic impedance is given by, 


L | 2.5х10% 
ques $- gaip e 7749530 


ii) The propagation constant is given by, 
а *jB = 0+ ЛС 
с +6 = 0+j(2x xx10x105)42.5x 10-6 x 4.45x 10 12 


у = a *jB = 0 + j 0.2095 per m 


Y 


Hence Y 


Attenuation constant = a = 0 
Phase constant = В = 0.2095 rad/m 
iii) Тһе velocity of propagation is given 


= 2. 998 х 108 m/sec 


1 
VLC CYT CIE 712 


iv) Тһе wavelength is given by, 


2n 2n 
T = 0.2095 - 29.9913 m 
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2.3 Voltages and Currents on Dissipationless Line 


Consider a transmission line of length ! and terminated in Zg as shown in the 
Fig. 2.1. 





In previous chapter we have obtained the expression for voltage E and current I at 
а distance x from sending end in terms of receiving end voltage Eg and receiving end 
current Ig. 


The voltage E at a distance x from the sending end is given by, 


Е = Ep-coshy(/—x) +1в - Zo sinh y(1- x) ... (1) 
Putting (1-х) = s, equation (1) reduces to, 
Е = Ер собК у $ +Гь -Zosinhys ... (2) 


But at very high frequencies, 
Zo = Ro and y =jB 


Hence equation (2) can be rewritten as, 


Е = Ер cosh(jfs) «In Rosinh(jfs) 
105 4 e-iBs] . В _ e- is 
E = Ep ee | +) Ір Ко | 
Е = Ep с03(В $) +] 1в -Ro sin( Bs) ... (3) 


Above equation represents a voltage in terms of receiving end voltage and current, 
at a point distance 's' away from receiving end. 


Similarly for current at a point distance 's' away from receiving end is given by, 


I 


In cos( Bs) + sin( Bs) . (4) 


But В = 2 
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Hence equations (3) and (4) reduce to, 


En cos aT +] In: bus ... (5) 


rz one 


E 


and I .. (6) 














215 
А 
From equations (5) and (6) it is clear that the voltage and current distribution is 
the sum of cosine and sine distributions. 
Let us consider different conditions at the receiving end. 


1) When line is open circuited at the receiving end, Ig =0. Then the expressions for 
voltage and current at a point, distance 's' away from the receiving end are given by 


Eoc = Ев cos 215 ... (7) 
D . ER . 20S 
loc = ] Re sm UA v" (8) 


From above equations it is clear that current and voltage are in quadrature. 


The magnitudes of voltage and current distributions for an open circuited line 3 


wavelengths long аге as shown іп the Бір. 2.2 (b) At every А distance, voltage 


changes from maximum to minimum or vice versa, and so the current also. 





Es 
р 3 t 
—_—— 3 ------і 
(а) % long line open circuited at (b) Voltage and current on a line open 
the receiving end circuited at the receiving end 
Fig. 2.2 


2) When the line is short circuited at the receiving end, then Eg =0. Then the 
expressions for voltage and current at а point, distance 's' away from the receiving 
end are given by 
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Esc = jln -Ro sin 259 _ (9) 


EE cos 275 .. (10) 


Then again the magnitudes of voltage and current distributions for a short 


circuited line 5 wavelengths long аге as shown іп the Fig. 2.3 (b). 





(a) > long line short clrcuited at (b) Voltage and current on a line short 
the receiving end circuited at the receiving end 
Fig. 2.3 


3) When a line is terminated in an impedance Zp = Ко, the reflection coefficient is 
given by 
- Zg -Ro _ Ro-Ro _ 0 
Zr *Ro Ко + Ro 

That means the reflected wave is absent. Then the voltage and current on the line 

are given by 
Е = Eg.eifs ... (11) 
апа I = Ig-eiPs ... (12) 
From equations (11) and (12) it is clear that both voltage and current have constant 
magnitude with zero attenuation ; only continuous varying phase angle along the line. 
The magnitudes of voltage and current distributions are represented in the Fig. 2.4 


Receiving 

end 

E 

1 
„= RR=Ro 
Distance 


Fig. 2.4 Voltage and current on a line properly terminated т К, at the receiving end 
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2.4 Standing Waves 


According to the discussion in the previous section, if a line is either open 
circuited or short circuited at the receiving end, we get nodes and antinodes in voltage 
distribution as shown in the Fig. 2.5 (a). 

If a line is terminated in a load other than Во, the distribution of voltage at a 
point along the length of the line consists maximum and minimum values of voltage 
as shown in the Fig. 2.5 (b). 


Voltage Antinode 
1 


Е 





Distance Distance 


(a) Standing waves on open or shorted line (b) Standing waves on a line terminated in 
a load not equal to Ro 


Fig. 2.5 Standing waves on a line 


We know that voltage and current are in quadrature, thus it is obvious that the 
magnitude of the current along the line would be same except for a 2/4 shift in a 
position of maxima and minima. 

The points along the line where magnitude of voltage or current is zero are called 
Nodes while the points along the lines where magnitude of voltage or current is 
maximum are called' Antinodes or Loops. The nodes and antinodes are as shown in 


the Fig. 2.5 (a). 
When a line is terminated in Ro, the standing waves are absent, such a line is 
called smooth line. 


2.5 Standing Wave Ratio (S) 


The ratio of the maximum to minimum magnitudes of voltages or currents on a 
line having standing waves is called standing wave ratio and it is denoted by S. 


The standing wave ratio (5) is given by, 


.. (1) 





When line is not terminated properly, standing waves are produced. Then the total 
power absorption is not possible in such case. The standing wave ratio S is measured 
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using RF voltmeter across the line at a point. Then the ratio of Emax to Emin is 
referred as voltage standing wave ratio (VSWR). Similarly the ratio of Imax to Imin can 
be measured using RF Ammeter in series with the line at a point. Then such ratio is 
referred as current standing wave ratio (ISWR). But in practice, ISWR calculation is 
very impractical because for this one has to cut the line, insert RF ammeter and then 
rejoin the line. Hence practically only VSWR measurement is done. So it is understood 
that VSWR is nothing but SWR. Theoretically the value of S lies between 1 and оо. 


2.5.1 Relation between Standing Wave Ratio (S) and Magnitude of 
Reflection Coefficient (K) 


The standing wave ratio bears a simple relationship with the magnitude of the 
reflection coefficient i.e. | КІ. 

Along the line, at a point, if the incident and reflected waves are in phase and 
added directly, we get voltage maxima at that point. 


Let E* - Magnitude of the incident wave 
E - Magnitude of the reflected wave 
Then the magnitude of voltage maxima is given by, 
[Emax| = [E+] + [ET . (1) 
Similarly along the line, at a point, if the incident and reflected waves are out of 
phase and subtracted directly, we get voltage minima at that point. 
The magnitude of voltage minima is given by, 
lEmin| = IE*I- [El ~ (2) 
Then the standing wave ratio is given by, 
JEmax| _ [E+] + |Е-| 

















б = нілі. Gg ce TOI cM 
[Emin] [E+] [Е 
iE 
ICE dd .. (3) 
ІЛЕ 
[E*] 
But the ratio E] is nothing but the magnitude of the reflection coefficient, 
Е- 
ІК| E | 1 
|E*| 
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Then, 5 = тк! ... (4) 


_ [Е тах Е | 


ог ЕЕ 9) 





From equations (4) and (5), it is possible to calculate value of S and |K| from 
measurements of maximum and minimum voltages on the line. Similar expressions 
may be obtained by considering maximum and minimum currents on the line. 














ШЕШЕНІ? ШЕБЕРІ! 
_|| | ИШ || 
‚| ТЛ || | 
ШШ || | 1111 
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eV Sepe uu 

ИРЕН НИЕ LL EL LEUTE 
ТӨН ШЕНІНЕ EIE SIE ПИ! 


01 40 6080 100 
Standing-wave ratio 






Value of |K| 






04 











Fig. 2.6 Relation between standing wave ratio and magnitude of reflection coefficient 








_ Rg-Ro 
IK] Е Кр + Ко 
Send 
| 
g = L+IKI__ [Rn *Roj .. (6) 








Then if Кр > Ro, 


p E 

Sz Rc 

and if Rr < Ro 
Ro 
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In general, for resistive load Кк, 


PT БЕСЕ] Ro ... (7) 
Rg + Ко 





2.5.2 Relation between Standing Wave Ratio and Reflection Coefficient 


The voltage at a point distance s away from the receiving end is given by, 


Е = Ep -cosh(jBs) +I - Zo sinh (18 $) ... (1) 
cifs + e ifs eil's — e ips 


E = Er EC +r Zo =—, 





ifs -jßs 
E = = [En +18 - 2%] += [En -Ir -Zo] 


ills -ifs 
E z 5- Пк -ZR +Ip Zo] ; : 





Па -Zr -1r - Zo] 


ips : 
Бе. ш дукен а 


Ed. (Zn 720) eis es e| (0) 
Вш К = AA = |K| Z4 say ав К is complex, 
dote Esh 2841 55 eibs [1+ |K] ei? - e-h5] 

E = Ig 26540 сіһв [1 +|K| ell@-2Bs)] 

Be тк. А eit» [1 20 «|K| Zb- 20] _. (3) 


In above equation (3), the first term represents voltage in the incident wave while 
the second term represents voltage in the reflected wave. 


Thus the voltage E at any point is the vector sum of voltages in incident and 
reflected wave. This voltage will be maximum when both, the incident and reflected 
waves, are in phase. When both waves are in phase, their phase angles will be same. 


Thus for E max, 


0 = $ -2ps .. (4) 
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Then equation (3) is modified as, 


I Zg +20 
Қр 


еі? [140+ |К| <0] 


E man 


Emax = In 


28 +20 авер + IKI] ~ (5) 


When the incident wave and reflected wave are out of phase, we get minimum 
voltage. Then the difference of angles of the two waves is л. 


Thus for Emin, 
O+n = %-2рв ... (6) 


Then equation (3) is modified as, 


Emin = Ip 20720 eits f1 Z04K| Zr] 
Emin = In 2:2 ей“ [1 Z 04K] 
Ewin = In AA eiPs [14K 1] .- (7) 


Hence from equations (4) and (7), the standing wave ratio S can be determined as, 


.. (8) 





mm» Example 2.2 A certain transmission line, working at radio frequencies, has following 
constants. 


L = 9 uH/m, С = 16 pF/m 


The line is terminated in a resistive load of 1000 О. Find the reflection coefficient and 
standing wave ratio. 


Solution : 


Rp=10000 





Fig. 2.7 


The characteristic impedance of line is given by, 


T [9x105 
Zo = Юю-Үс = | 540%. -7500 ... at R.F. only 
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Hence reflection coefficient is given by, 
Zr -Zo 1000-750 





= == 0.1428 
Zn + Zo 1000 +750 
The standing wave ratio 5 is given by, 
с = 1+|К| 10.1428 -13333 


14K] | 1-0.1428 


мж» Example 2.3 A certain R.F. transmission line is terminated in pure resistive load. The 
characteristic impedance of the line is 1200 О and the reflection coefficient was observed 
fo be 0.2. Calculate the terminating load, which is less than characteristic impedance. 





Solution : At radio frequencies, = Ro _ 1200 рог resistive load 
Rn Rr 

Kee Sot 295 
s+ 
1200 
Re 

К = 1200 i Ve 
Rp 

Simplifying for Rr, we get 
Кр = 800 О 


mm» Example 2.4 Calculate standing wave ratio and reflection coefficient on a line having 
Zo = 300 © and terminated in Zp = 300 + j 400. 


Solution : The reflection coefficient is given by, 
Zr -Zo _ (300+j400)-(300) /400 


К = Ze Zo ` (3004) 400) +(300) ^ 600+} 400 
к = — 400 490° 
721.11 Z 33.69° 
К = 0.5547 Z 56.31° 
The standing wave ratio S is given by 
. 170.5547 
1- 0.5547 
- 3.4913 
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2.6 Input Impedance of the Dissipationless Line 


Ihe expressions for sending end voltage and current at a distance s from receiving 
end for a line of length s are given by 


Ес = Encosfs-4jIn Rosinfs 


and Is Ig cosps «jd sin Вв 


Consider a line of length s and terminated in Zg as shown in the Fig. 2.8. 


els culis 








Es © — Žin 2а Есгір.ең 


pee eem 


Fig. 2.8 A line of length s and terminated in Zg 


The input impedance of such a line is given by, 


Ес Ев cosßs +j Ir · Rosinfs 


Zin = Te ш 


Ер. 
Ig созфв--1---віпрв 
R В IR В 
En Er cosps +] In · Rosinfs Ro sinBs 
Е Tr Ко cosBs+j En sinBs 


aL: Er *jIn : Rotanps Ко tanBs 
0| Tr Ro +j Ев tanBs. Ко +j Eg tanBs 


deem бап 5 


Ro +] Ек tanBs 


= Zn +) Ко ғап В $ 
Zin Е Ro Е +) Ze шага) vee (1) 
From equation (1), it is clear that in general the input impedance Zi, is complex. 
Another convenient form of the input impedance is obtained as follows. 
= Zn +] Ко tan f 5 
Zw = Ro E +] Zp tans 
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= в Zr cosps +] Ro sinBs 
Mio. Ro соѕВ $ +j Zr зтВ$ 
Writing numerator and denominator іп exponential forms апа rearranging, 
14 ZR 729. q-iaps 
- Zn*Zo  — —. ... (2) 


_2в - 20 ,izps 
ПУХ + Zo 


Zin = Ко 


But ав we know, 


= Zr -Žo и where K is reflection coefficient and writing іп modulus-angle form, 
в +4 


.o-2ps 
Zn =R е | 


от күфе 1205 


1-|К|/%-25 E 
= Ro [ше = ГЕРЕН еш = — [cos (2B s) + jsin(2p s)] 


=1/-2fs 


As Zi, is the input impedance measured at the sending end hence it is also 


termed as Zs. 
in = S = Ко 1-ІКІ ^b -2Bs ... 
The input impedance will be maximum at a distances, 


$ 2 ps or $-2ps-0, 


Or $ = % ... (4) 


Тһеп 
1+ [K| 
Zs( max) - Ко ЕН = 5 Қ 
where S is standing wave ratio, thus Zs (max) becomes resistive. 


Along a line if we travel a distance of х from the point where impedance is 


maximum, we get a point of minimum impedance. 


Mave, 
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Hence input impedance will be minimum if 


\ 
5 = 


ud ... (5) 





ог 2ps = ф-л ... (6) 
Then 


Zs(min) = 


S 1+|K|/o-@ +n) 
°| TKI -(% +) 


= р 1-ІК|/-л 
7 "|-|K|Z-z 


» 1- |K] 
us Еш 


Ro 
S 


where 5 is standing wave ratio. Thus Zs(min) 1S also resistive. 


2.7 Input Impedance of Open and Short Circuited Lines 


Consider equation (1) obtained in the section 2.6. 


UT es Zr +) Ro tans 
Zs = Zi =Ro Е *jZn cis] 


Let us find input impedance of a line, open circuited and short circuited at the 
receiving end separately. 


2.7.1 Input Impedance of Short Circuited Line 
If a line is short circuited at the receiving end, 


then 
Zr = 0 


ма", 


Transmission Lines and Waveguides 


Then the input impedance is given by, 


Zsc 


But В 


75 
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Zs = Ro EM =j Ro tans (1) 
Ro 
x then, 
j Ro (5) . (2) 


As Zs is purely reactive, let it be denoted by Xs. 


Zs 


Xs 
Ro 


j Xs =j Ro tan( =) 


2л5 


е .. (3) 


tan( x 


Above ratio gives normalized value of reactance for a short circuited line. 


Let us calculate the ratio as for different values of s. 
0 


When 6 














(4). Xo о 
бап Е =tan(F}=c ші o, 
E Xs 
tan X -іап(л)-0 ы.” 
tan [ss = tan ЕЗ дб = апа 
2, tan (| an (2) =0 35-0 


ма", 
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The graph of variation of 28 for a short circuited line with various lengths of lines 
0 


is as shown in the Fig. 2.9. 






Distance s 


-————————— ---.---. 


e—a —+ 


Fig. 2.9 Variation of (==) for а shorted line with various lengths of lines 
0 


2.7.2 Input Impedance of Open Circuited Line 
Rearranging the expression for input impedance as follows, 
1+ int tanBs 


Ro ,; 
Ze anes 


When a line is open circuited at the receiving end, 





26 = © 
Then the input impedance is given by 
1 -j Ro А 
= --------- - =- ... 1 
75 d пре j Rocotf s (1) 
2n 
But В = T 
21 
Хос = 25=-} Ко cot] _ (2) 
Again Zoc = 75 is purely reactive, let it be denoted Бу Xs 
jXs = -jRo cof 245) 
А 
Хе 2ns 
22 = - кесені ... (3 
Ro со( X | d 
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Let us calculate the value of ratio Xs for different values of s. 





Ro 
when s -0, cot (44) = cot(0) =, S. i-e 
5 =, ЕЗ = cot( 5) = 0, Я 43-0 
5 =>, cot (542) = соҚ(л) = ос, ? =o 
5 oaks cot (ZF) = cot (=) = 0, гу me and 
$ =), cot ($2 } = cot (2n) = o, en? 


The graph of variation of = for an open circuited line with various lengths of 
0 


lines is as shown in the Fig. 2.10. 






> ] 
Distance s 


ы 





Fig. 2.10 Variation of (=) for а shorted line with various lengths of lines 
0 


According to the discussion in the last two sections, it is clear that the input 
impedance of a line either open circuited or short circuited is pure reactive in nature. 


It is also observed that the value of reactance is repeated after every 5-5 period. For 


first quarter wavelength, short circuited line acts as an inductance while the open 
circuited line acts as a capacitance. After each quarter wavelength, the nature of 
reactances reverses. These curves as shown in Fig. 2.9 and Fig. 2.10 are for ideal 
dissipationless line. In practical line, zero or infinite impedances can not be achieved 
because of small resistive component indicating some power loss. Thus practically the 
values of impedances tend to maxima and minima. 


> 5 ғ "ав 
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When transmission line is open circuited at its end, the current is always zero and 
voltage is maximum at the open end. After every half wavelength (A / 2) distance, 
these conditions of voltage and current will repeat themselves. When there is a voltage 
maxima, there is current minima and at voltage minima we get current maxima. This 


repeats al every х distance from open end. From this it is clear that the input 


impedance varies all along the length of a line. The nature of the input impedance is 
also varying such as low resistance, high resistance, inductive reactance or capacitive 
reactance. These characteristics are similar to those of resonant circuit. Hence 
mismatched lines are called resonant lines. 


The variation of input impedance of an open circuited line is as shown in the 
Fig. 2.11 (a). 





(a) Open circuited line (b) Short circuited line 


Fig. 2.11 Input impedance variation along open circuited and short circuited line 
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For open circuited line, as terminating end is open, the impedance is high. The 
line acts as parallel resonant circuit. But quarter wavelength (A / 4) back, the input 
impedance is low resistance. The line acts as series resonant circuit. In between the 
two such points, the input impedance is capacitive. Between the quarter and half 
wavelength, the input impedance is inductive. 


When a line is shorted at terminating end, the voltage is zero and current is 
maximum at that end. Similar to open circuited line, these voltage and current will 
repeat themselves at half wavelength intervals back from the short circuit. Refer 
Fig. 2.11 (b). The standing waves on short circuited lines are displaced by a distance 
equivalent to quarter of a wavelength compared to waves on the open circuited line. 


At the short circuit end, the input impedance is low, thus line acts as a series 
resonant circuit. А quarter wavelength (A / 4) distance back, the input impedance is 
high resistance, hence the line acts as parallel resonant circuit. In between two points, 
the input impedance is inductive. Between a quarter wavelength and half wavelength 
the input impedance is capacitive. 


It is observed that for a given length back from the end, if open and short 
circuited lines are compared, then the reactances are opposite to one another. The 
following diagrams illustrate the input impedance presented to the generator by the 
different lengths of open and short circuited lines. 


r—6 ^! Inductive — ' = Capacitive >. Small 


resistance 
(a) Input impedance for different wavelengths of short circulted line 


о----- о- о---------- 
Zin Zin = Zin = ш 
ЖЕ 571 f ЗА 1 Т А ! 
a * Capacitive ‘8 Inductive 2 р High 
resistance 


(b) Input impedance for different wavelengths of open circuited lines 


Fig. 2.12 
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2.8 Power and Impedance Measurement on Line 


The expressions for voltage and current on the dissipationless line are given by, 


E = Ip Zi Po A 4K) 26 - 2Bs) ... (1) 
and [des 26.410 өш Zr * (тік - 2B) (0) 


Now consider two phasors А and В representing voltage E and current I 
respectively as shown in the Fig. 2.13. 





Fig. 2.13 Phasor representation of E and 1 


We have already studied that at a point where the voltage is maximum, the 
incident and reflected voltage waves are in phase. Hence, maximum voltage is given 
by, 

In ZR * Ro 
Emax = mE (HK) ... (3) 


Similarly for current, the incident and reflected current waves аге іп phase at the 
current maximum point. Hence, maximum current is given by, 


Ima = — ZR (ік) ... (4) 


Hence, Ema . Ко ... (5) 





Similar condition тау be obtained бог minimum values of current and voltage 
with only phase reversal of reflected wave. The phase reversal will be same for Emin 
as well as Imin- 
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р Е min m 
Hence 990 = Ro ... (6) 
Imin 


From Fig. 2.13 and the theory of standing wave discussed earlier, it is clear that a 
voltage maximum and current minimum occur at the same point on a line. Thus the 
impedance looking into line towards load is purely resistive. The expression for 
minimum valuc of current is given by 

= Ir |2к + Rol 


Lmin = 2 Бо (14K}) e.. (7) 


Dividing equation (3) by (7), we get, 


E max = 1+ ІК| ИК 
Emm _ [ТЕ № 2.9) 


This impedance is the impedance in voltage loop represented as Ru 


Emax = $ Ro = Rmax ... (9) 


min 


Similarly, the expression for minimum value of voltage is given by, 





In Zg +R 

Emi = чм. (к) _. (10) 
Dividing equation (10) by (4), we get, 

E min 14 K | Ro 

тт = R == 

[pm 0 (= IK] S ... (11) 
This impedance is the impedance in current loop represented by Rmin 

E min = МЕ Ко 

І = Rain 76 ... (12) 


The effective power flowing into a resistance Rmax is the power passing voltage 
loop at voltage Emax. This power is given by 


E2 

P = =“ -. (13 

Rmax | ) 

Since there is dissipation іп the line same power must flow into the resistance 


Rmin in the current loop at voltage Emin. This power is given by, 
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2 
Р = Беа . (14) 
min 


Multiplving equations (13) and (14), 
= Епа E 


p = - a ses (15) 


If we substitute values of Emax, Emin, Rmax and Rmin from equations (1), (10), (9), 
(12) respectively, the power flow along the line is given by 


E Е 
P= (ЕЕ) ... (16) 


Similarly, Pz (| [Ein |) Ro ... (17) 


From аБоуе equations (16) and (17), power flow measurement on a line is possible. 
It is clear that the greatest or maximum power will be transmitted if the magnitudes 
of Emax and Emin are same. This is possible only when a line is smooth line i.e. 
without standing waves and terminated properly in Ro. 





By carrying out standing wave measurements on the open wire line, an unknown 
load impedance value can be obtained. Generally for carrying such measurements 
some form of bridge circuits are used. It is necessary that Ко i.e. characteristic 
impedance of a line must be known or calculated. 


The impedance is minimum at a point where voltage is also minimum. 


At any point on the line, the input impedance is given by, 


Zg +] Во tan( 2) 


Ro +] Zn Е 


At the point of voltage minimum such that point is distance s away from load, the 
input impedance is given by, 


Zs - Ro ... (18) 








Б Zr +} Ro tan( 222 ) 
— = Rmin =Ro 


5 " 
Ко +] Zr tan( 25 | 


... (19) 





Mae, 
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Solving equation (19) for Zr, 


Б +) Zr tan( 7 | = zs +j Ro tn =] 


Inxs’ , 
-SZa +]7к tan =] = -Ro +jRo Stan( 2 | 











А А 


: 2ns' 
- 2x|8-jtan( =} = -®1- jStan( 539 X 3 
i-e s “5 

Ко 

Sejtan( 22") 3 
1- -jSte( 525.) 
— . (20 

S+jtan 218 i 

) X 


In this method, measurement of voltage minimum is preferred over that of voltage 
maximum as voltage minimum measurement is possible with greater accuracy. 


2% = 








Zr = Ro 


2.9 The Eighth-Wave Line 
Let 4 be the wavelength of the transmitted frequency 'f. Consider a transmission 


line of length А as shown in the Fig. 2.14. 


—— 1$ —elp 





Fig. 2.14 The eighth-wave line 


The generalised expression for the input impedance is given by, 
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Zin = Ro Е ud K =A БЕ (1) 


Ко +) Zr їап(ф35) 


But В = an 
ZR +j Ro tan( 3% 
Zi = Ro EY 
Ro +} Zg ЕЗ 
А 
But for a line, s = : P 
Zr +j Ro tan( 5 Э 
Zin = Ro nh 
Ro +j Zr БЕЗ Я 
Zr +} Ко (2) 
Zin = Ro 
Ro +] ZR (1 | 
: Zn +) Ro 
Zin = Ro End ... (2) 
If a line is terminated in pure resistance Zp = Rpr then, 
E Кк +j Ro 
Zin zi Ro era ... (3) 


From equation (3), it is clear that Zin is a complex quantity. 


Thus the magnitude of the input impedance is given by, 


.. (4) 





Thus, the eight-wave line is generally used to transform any resistance Кр to an 
impedance Zi, having its magnitude equal to the characteristic resistance Ко of the 
line. 


2.10 The Quarter-Wave Line - Impedance Matching 


The generalised expression for the input impedance of the line is given by 


Гав +] Ro tan(Bs) 
Zma = Ro 8 +jZr Е] MD 
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Rearranging the terms in R.H.S. of the equation (1), 
Zn 





tan (p s) Фа 
Zin = Ко SS ГЛ, ee 
Ro 2 
tan(Bs) P 
2n 
But = — 
u В "b 
ZR А 
(2%) 
їап 25 
Zin = К ... (2) 
Ro ; 
+] 2. 
tan 28. Um 
A 


.. (3) 
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Thus equation (3) is similar to the equation for impedance matching using 
transformer. 





Fig. 2.15 The quarter-wave line 


Thus a quarter wave line may be used as a transformer for impedacne matching 
of load 2, with input impedance Zin = 2к. 

For matching impedances Zp and Z,, the line with characteristic impedance Қ, 
may be selected such that condition given in equation (4) gets satisfied. 


Ro = | ZR ` Zin ... (4) 


А quarter wave line can transform a low impedance into a high impedance and 
vice versa, thus it can be considered as an impedance inverter. Hence an open 


circuited х line gives zero input impedance while a short circuited x line gives infinite 


input impedance. Thus a short circuit quarter wave line behaves as an open circuit at 
the other end while an open circuit quarter wave line behaves as a short circuit at the 
other end. 


The quarter wave matching section has number of applications. One of the 
important applications is the impedance transformation in coupling a transmission line 
to a resistive load such as an antenna. If the antenna resistance is RA and the 
characteristic impedance of the line is Ro, then a quarter wave impedance matching 
section is designed such that its characteristic impedance Ко transforms antenna 
resistance RA to the characteristic impedance of line Ко given by 


Ro = КА: ... (5) 
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RA 






Antenna 
resistance 





Quarter wave 
matching section , 


--ф----------б--- 


Fig. 2.16 Application of quarter wave line to couple line to the antenna 


The value of the characteristic impedance Ro is the value which gives critical 
coupling condition between two impedances and hence maximum power transfer 
takes place from the line to the load. In case if the distance between the line and 
antenna is greater than the quarter wave section of the line, it is possible to achieve 
same transformation by using a line any odd number of quarter wave in length. (such 
as 3 times, 5 times, 7 times, ..... А / 4 length). But eventhough the coupling is achieved 


with line of odd multiple of 5 in length, the losses іп the line increase with increase in 


length reducing the efficiency. 


Another application of a quarter wave section is in the line with load which is not 
pure resistive. Under such condition, the impedance of the line at the points where 
voltage is minimum (Emin) or current is maximum (Imax), the resistive impedance of 


the line is either S Ко or 2. Thus for step down in impedance from value Ко, the 


characteristic impedance of the matching section Ко should be 


For step up in impedance from value Ко, the characteristic impedance of the 
matching section should be, 


К = JRo(SRo) = Ro VS - (6) 


Other than the applications discussed above, the quarter wave line may be used to 
provide mechanical support to the open wire line or centre conductor of a coaxial 
cable. Such a line used as mechanical support is shorted at ground as shown in the 
Fig. 2.17. 


Please refer Fig. 2.17 on next page. 


As quarter wave line is shorted at ground, its input impedance is very high. So 
the signal on line passes to the receiving end, without any loss due to this mechanical 
support. Thus the line acts as an insulator at this point. Hence such line is referred as 
copper insulator. 
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Fig. 2.17 A quarter wave line used as a mechanical support to an open wire line 
2.11 The Half-Wave Line 
The generalised expression for the input impedance of a line is given by, 


Ж Zn +) Ro tan (В s) 
Zi = Ro El ... (1) 


2n 
But В Е, uc 
Zr +j Ro [55] 
Zin = № > -@ 
Ro +j Zr LE s] 
: 2 
But for a half wave line, $7, 
: Е Zr *j Ro tan( 32; 5) 
= p re ni 
0+] 4n tan x. 2 


Zr *j Ro tan (п) 
Zn = в 5—5 
9 Е +j Zn tan(xz) 


Тасы 6 


From equation (3), it is clear that a 
half-wave line repeats its terminating 
x 1 impedance. In other words, the half wave line 

$ = . 
2 Н may be considered as опе to опе transformer. 











Fig. 2.18 A half wave line 
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The main application of a half wave line is to connect a load to a source where 
both of them can't be made adjacent. In such a case, we may connect a parallel half 
wave line at load point as shown in the Fig. 2.19. We can then take suitable 
measurement as half wave line repeats its impedance. 


Load 
Source 


Transmitter 





: и i ^. Antenna 
B 
e 


Fig. 2.19 Application of a half-wave line 
2.12 Single Stub Matching on a Line 


When a high frequency line is terminated in its characteristic impedance Ко, it is 
operated as a smooth line. Under such conditions reflections are absent, hence we get 
the maximum power delivered to the load and hence efficiency. But in practice, the 
loads such as antennas do not provide resistances equal to Ко of the line. Hence it is 
necessary to add some impedance matching sections between the line and the load, 
such that load appears as a resistance Ro to the line. As we have already discussed 
that the quarter wave line or the tapered line may be used as impedance matching 
sections. 


The other method of achieving impedance matching is to use open or closed stub 
lines. In this method, a stub of suitable length is connected in parallel with the line at 
a certain distance from the load as shown in the Fig. 2.20. By using such stub, 
antiresonance is achieved providing impedance at resonance equal to Ко. 





Voltage "d 

minimum 
before insertion 
of stub 


Fig. 2.20 Use of single stub for impedance matching 
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Because of paralleling of the element, it is convenient to work with admittances. 
Then the input admittance Ys, looking towards the load from any point on line is 
given by 


Ys = Со] В ... (1) 

This may be the admittance at point А before stub was connected. The point А is 

located such that at the point A, Go - 1. Then at the point A, a short stub line is 
0 


connected. This line is selected such that its input succeptance is FB. This stub is 
connected across the transmission line. Then the total admittance at input is given by, 


я s 1 
Ys = (Go £jB)«(*jB) -Go- т ... (2) 
25 = Ro -- (3) 
Thus the input impedance of the line at point looking towards load is 
1 
Zs ш wh 


Thus, the line from the source to the point A is then terminated in Ко. It acts as a 
smooth line. The reflection and hence standing waves occur in between the portion of 
line from point A to the load. But by making this distance less than the wavelength, 
the losses can be minimised. 


For the impedance matching using single stub it is very much essential to know 
the exact point at which the stub is to be connected to the line and also the length of 
the stub. For this two independent measurements must be made on the line. It is easy 
to measure standing wave ratio S and the voltage minimum nearest to the load. The 
measurement on the line is made for the voltage minimum because it is observed that 
it can be measured accurately rather than the voltage maximum. 


In the last chapter, we have already obtained the expression for the input 
impedance as, 


өзек [Ut IK] РЕ 2В8 
Zin = Ze =R RLS RS imd (1) 


Hence the input admittance is given by, 


1 (1-|к|/%9-2В5 


- 1 Еи 
9 zs Re Е усл. oe 
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Writing terms in rectangular co-ordinates, 


ыл Nee 2р ао 285) 
Gs +j Bs ый 


Ro 
. _ [1-|K|cos@ - 28s) - j| K[sin(6 - 28s) | 
ux = Be Em es 


Ys 


1-IKP? -2;lKlsin(ó - 20s 
банан ны 
1-|К| +2] К|соѕ(ф - 285) 


Gs+jBs _ (1-1)? -j[2]K]sin( –2р5)] 


Со (1 1K[) +2] K|cos( - 2853) 
Gs , Bs _ 1-|к[ = 21К|ѕіп(ф - 28s) 
Go Со 1«|kf +2|K|cos(>-2Bs) 1 +| КР +2|К|с0$($ - 285) 
Su Eon LS Еа _ (A) 


Со 14кр»2|К|сов(ф - 285) 


Bs _ 2|K]|sin($ - 285) 


iab ... (В 
Go і4к|»2|К|сов(ф -285) e 


From equation (A) and (B), we can get the two important parameters related to the 
stub length and point at which the stub is to be connected. The Fig. 2.21 shows the 


plots of = апа a for arbitrary value of | K| say 0.5. 





Fig. 2.21 Admittance conditions on line 
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From above plot and expressions (A) and (B), it is observed that the value of Ss 
0 


is maximum if the cosine term іп the expression (A) is negative i.e. - 1. 





$-2ps; = -n 
_ ф+л 
s2 = 58 - (3) 


At distance $2, the maximum value of оз is given by 
0 








(5%) -IKË _ачкра-к) 14Kl , ІТ 
Goma 1+|КР-2К|] (1-кү)? 1-|K| 

Gs, 2 LORS Bis xU 

© 17 = Rs e or Rs 5 ... (5) 


Thus at point distance s? from load input impedance Rs is resistive and its value 


is minimum equal to Po, So this is the point of minimum voltage at distance s; 


from the load. 
At a distance sı from the load, Gs = Со. 
This is the point at which the stub is to be connected. 


The value of S. is unity at this point. From equation (A) 


Go 
ST NE > о oec 
Со 1+| К +2| К|соѕ(ф - 2Bs1) 
1+|КР -2|К|сов(ф-28я) = 1-|Kf 
2|К|сов(ф-285) = -2]K[ 
соѕ(ф -2Bs) = -|K| 
$-20s = cos!(-|K]) 
But cos"! (-|K]) = —nx+ cos"! (IKI) 
Hence, 
ġ-2Bsı = -л + cos" (|К]) 
+ cos"! (|K 
ЖҰМА лалы QD) ІС 


2p 
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Thus the distance d from voltage minimum to the point of stub connection is 
given by, 


Я = 82-51 


ы (555) +nF 22 (0) 





_ cos"! (| KJ) 
cp SEE E 


S-1 
-1 
+ cos (35) 


(7) 





In general, the stub may be located at distance d measured in either direction from 
voltage minimum. But it is observed that for better performance the stub is placed on 
the load side of that minimum which is nearest to the load. 


Let us calculate now, the input succeptance of the line at a distance sı using 
expression (В). From expression (B), if s=s), 


Bs _ -2|К|віп(ф — 2851) 
бо 1+|K|? - 2] K]cos( -251) 


b+ n F cos! (|К]) 


Вш $ = = ... from equation (6) 
cos (ф-2В51) = we - іле) 
= cos (л + cos" |K]) 


= -1к 


==) 


= sin (x t cos"! |К) | 


= +.1-К? 


ѕіп(ф — 285) 
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Hence we can write, 


e 2 әм 2 
Bs _ ФКК жак 


° 1+ КР +2] КК) 1-|Kf 
2|K 
402 ... (8) 
ү1-Ікі 
Equation (8) gives the succeptance of the line at the distance s; where stub is 


connected. To cancel this succeptance of the line, the succeptance of the stub should 
be, 


Вс Со |F 


%2К 
Bes Gol ee ~ (9) 
Тер! 
Іп general, the input impedance of the shorted line is given by 
Zin = 25 =} Ro tan(Bs) 


The stub connected is also a transmission line short circuited and of the total 
length L. 


в C £2|K| 1 

si b = 0 — | = 
ММ һ-|к[ Ro tan( BL) 
+ 2|K| _ Со 


Go 


пкр n tan (ВТ) 
tan( DL) = ӘЛСІН 


2K] -- (10) 


Let us make assumption that Ro of stub and original transmission line are same 


| 2 
pL = tan" SEES, (А 


+2/K| [1А 
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Hence the length of the stub is, 


i әк 
2 Pes fom . (11) 


NE X 
5 2n tan 2|K| 


As we measure standing wave ratio along the line, equation (11) can be expressed 
in terms of S. 


r [6 
L = 2n tan~! ESI m (12) 


This is the length of the stub which is short circuited to be placed 'd' meters 
forward to the load, from point at which voltage minimum exists before the 
connection of the stub. Then the stub succeptance cancels the succeptance of the line 
at point d, so that the line appears as a smooth line terminated in Ro from generator 
to the point at which the stub is placed. 

The stub can be placed d meters towards the source from the voltage minimum. 
The sign of the reactance then reverses with respect to the sign for the location nearer 
to the load. 

Then the stub length is given by, 

À 
Г = z-L дә 
5 (13) 


Let us summarise the result. For a short circuited stub the point of location of the 
stub on the line and the length of the stub are given by 


_ ф+т- сов (KD Ау А 4A-IKf 


5 L=— tan! |+ 
2n 


т 4” 2|К] 
р ф+л+ с05-1 (ІК| А À J1 -IKF 
s = —————————.—5;Lbz-—tan'! |--—— —— 
x 4 2n 2| K| 


mm Example 2.5 Determine length and location of a single short circuited stub to produce 
an impedance match on а transmission line with Ко of 600 Q and terminated т 
1800 О. 


Solution : Given 
\ Ко 
Zn 


600 Q 
1800 Q 
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The reflection coefficient is given by, 


K - 


Hence ф = 


Zr -Ro _ 1800-600 1200 
Zg + Ко 1800+600 2400 





0, |K| = 05 


Calculation for the location and length of stub : 


Case (1) : S = 


But В 


51 


Саве (2): 51 


Li 


ф + 1- cos"! |К |) 
2p 


2n 
) 


ф *x-cos(|K]) 





0.1135 А, 


ф + cos (|К |} 
жаа AT eq 
4л 


04 -1(0. 
T cos (0 5) n 
4n 


0.3333 А 


А ae 


ao к. [Б А sce А 
25 9 БҰТА 


me tan 
2л - 2(0.5) 
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А Е 
EE tan ^! (- 0.866) 


- 2. (x- tan"! 0.866) 


= 0.3861 


ump Example 2.6 Design a suitable transmission line for properly matching a load as 
shown in Fig. 2.22 (а), to a transmission line of Ко = 400 ©. Also carry out the design 
if load is changed to the condition as shown in the Fig. 2.22 (b) 


Rp = 4000 = у Rp = 4000 өзі pem 
(a) (b) 


Fig. 2.22 


Solution : Consider the circuit shown in Fig. 2.22 (a). 


For proper termination, the reactance j500 О must be cancelled out by a 
transmission line impedance matching section of length s. 


The length of the open 


A 
circuited line ie. s must be 
iwa one selected such that it presents the 
: reactance of - j500 О at А-В 
terminals. The input impedance 
Кыш 5---- for an open circuited line is 
| i iven by, 
Fig. 2.23 е á 
Zoc ш -jxe-jRaeo( 32) 
2 
-j500 = -j400 (57| 
215 
1.25 = со ]—— 
cot 24) 
2п5 


—— = cot”! (1.25) 
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Thus Юг proper termination of a line with Во =400 О, an open circuited line of 
length 1.073 А may be used to cancell out +j500Q reactance in the terminating 
impedance. 

b) Refer Fig. 2.22 (b) 


For proper termination, the 
reactance -)6000 must Ре 
cancelled out by а transmission line 
having its input impedance equal to 
+} 600 © as shown in the Fig. 2.24. 





t 
е 5» Choose а short circuited line of 


length s which cancells out - | 6000 
load reactance. 


B 


Fig. 2.24 


The input impedance of the short circuited line is given by 


Zu jX=j Ro tan( у=) 
j600 = j 400 tan (5) 


one tan! 600 
400 


0.1564 А 


т 
il 


Thus a line with 400 Q characteristic impedance appears as a properly terminated 
line for the given load conditions by connecting a short circuit line of length 0.1564 2. 


2.13 Circle Diagram for Dissipationless Line 


In general, the design of dissipationless line can be simplified significantly by 
drawing circle diagram which is useful in simplifying the impedance equation. This is 
also called impedance circle diagram which facilitates rapid calculations for the 
transmission line. 

[А] Constant S-circles 


Consider the expression for input impedance of a dissipationless line given by, 


a rad 
= Z = Rg|——— ы ... (1 
fac ЕРГЕ i 


fhe normalized impedance is given by, 
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75 _ 1«|K|Z6 -2ps 


Бе = чер о 0) 
о 1-|K|z6 -2Bs 


Equation(2) is valid for all the lines irrespective of their characteristic impedances. 
In general Z, is complex in nature consisting real and imaginary terms. Let it be 
denoted by г, + jx; where г, and x, are the resistance and reactance expressed рег 
unit of Құ. Hence we can write, 


7, _ 22-14 К|4%-285 











= s — (3 
Ry ^4 кА NS 
Simplifying above equation, using componendo and dividendo method. 
N+D _ Та +jXa +1 Е (1 +|K|/ - 28s) * (1-|K]/ $ – 285) 
N-D пчра-1 (1 *|K|/$ -285) - (1+| К] / ф - 28s) 
(г, *1)*jxa = 2 x 1 (4) 
(т, -1) *jxa 2|K|/6-28s |K| /  -2fs i 
(ra +1)+jxa [|K] /% ~ 28$] = (ra –1) +јха 
Equating magnitudes on both the sides, we get, 
ig +1)? +33 | [К] = (Ta +1)? +х2 
squaring both the sides, we get, 
ІЕ +1)? +x3] K? = (6. -1) + 
К [гр +2, +1+х2] = [r -2ra +1+x3] 
r?(K? -1) + 2r,(K? +1) + x3(K? -1) +(К? -1)=0 ...(5) 
Dividing Бу factor (К? -1), we get, 
г? 24 5; = ) х2 +1 = 0 ...(6) 
: : 5-1 
We have already derived expressions as | К|= т 
2 5-1 г +1 
IK +1 (5+1 292 -25+1+52 +2541 2(5? +1) 
| КЁ -1 5-1) zi 52-25-1-(52 +25+1) -45 
5+1 
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K? +1 (52-1 
K?-1 _ 25 


Substituting above value in equation (5), we get, 


2 
г2 к. 1 +1 = 0 


2 
| 2-1 ... (7) 


2 
2 
To have complete square term on L.H.S., adding term | on both the sides, 


25 
2 VIS ISP. _ tar, 
E ar 25 87726 





we get, 











.. (8) 





Comparing above equation with equation of circle, whose center shifts c units 
from origin on positive x — axis given as,, 


(x- 9? +y? = r? 


Equation (8), thus represents a family of circle with raidus equal to, 


.. (9) 


... (10) 





A family of circles drawn with radius r given by equation (9) and with center, 
shifted by c on positive real axis r, given by equation (10) is as shown in the Fig.2.25. 

Please refer Fig. 2.25 on next page. 

Note that the magnitude of k ranges from 0 to 1 and thus value of S ranges from 


1 to ж. The radius and the location of center along the real axis both are functions of 
5, the family of circles may be drawn for different values of S. 
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Fig. 2.25 


The S-circle makes two intercepts along the r,-axis (real axis); with one intercept 
located near origin while other far away from the origin. The intercept near origin is 


located at 5 while that far away from origin is located at S. 


For minimum value of S i.e. unity, the radius г =0, while the center is located on 
the positive real axis at (1,0). Thus for 5-1, the circle is the point located at (1,0) itself. 
All the remaining circles for different values of S surround this point. When the line is 
open or short circuited then the value of S is maximum i.e. со. Thus for 5 = оо, i.e. for 
extreme case, the imaginary axis x, represents circle a because as value of S increase, 
the radius of the circle also increases. At the same time, the center shifts towards right 
along the positive real axis i.e. r, axis. 

Hence, from above discussion, we can conclude that, for given = normalized 
impedance, a given constant S-circle represents all possible values of the resistive 
part т, reactive part x, A line drawn from origin to the point on the S-circle 


indicates normalized impedance 25. with real and imaginary component i.e. г, and 
0 


jx, respectively. 
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The two intercepts made by the given S-circle indicate the location of voltage 
minima and voltage maxima. We have already studied that the input impedance at 


the voltage minima is =, while that at the voltage maxima is s. Thus the intercepts 


1 
< 
made near origin by different S-circles indicate the minima points. Thus, the voltage 
minima points are located in between 0 and 1 along the real axis near the origin. 
Similarly the intercepts, made far away from the origin, indicate the voltage maxima 
points. Thus, the voltage maxima points are located between 1 and o. along the real 


axis, away from the origin. 
[B] Constant 35 circles 
Consider equation (4), 
(ta +1) + jxa_ +1) +јха , 1 
(та (г, -1) +jxa |К|2%-2)5 
(та +1) +јха +1) +јха 
(ra -1)* jx. -1)ғіх 


|K|2 – 28s 


Rationalizing term on L.H.S. and rewriting equation, 


we get, 
2 2 4i 
га ышы ы = |К|/ф-285 
(ra 1) +х2 
т-1)+х: 
(ri ) ха +} 2Xa = |K |Z – 285 (11) 


2 2 
(5 +1) + х2 (с. -1) + х2 
Here angle ф can be considered to be zero so as to start the Bs scale at 0” Equating 
tangents of the angles on both the sides of the equation (11) we get 


А 
(ға +1)? +x? 
(2-1) «x 
(ға +1)? + х2 


tan(-2f s) 


tant tan! 


2x oOo Da 0 
(12 +1)-x} +1)-xł 

7 2x 
ds. tan(—2D s) 


tan (-28 s) 
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2x 
2-1 = -— ... tan (-0) = - tan 8 
і2-1-х2 tan(2Bs) an (-0) an 
2x 
214 x2 a = 0 
га 14x + (285) 
А 2х 
r2 + ху + 0205) = 1 PS (12) 
Adding term A on the both the sides to adjust for the perfect square on 
tan? (2fs) 


L.H.S., we get, 


2Xa 1 1 


"CX + ABs) "lanis an 









... (13) 





2 
r2 +|х. + E NN = 1 + е oe = TEC m 
" ы tan(2fs) tan?(2Bs) сіп? 285 





Equation (13) represents equation of circle similar to the equation (8). For above 


circle, the radius is given by, 
Е 1 
сіп 285 


The center of these circles shift downwards оп imaginary axis i.e. x, axis given by, 


... (14) 





... (15) 





The family of constant fis-circle is as shown in the Fig.2.26 


Note that equaiton (13) indicates a family of circles with each circle passes through 
the point (1,0). АП the constant Bs are orthogonal to the constant S-circels. 


When the value of |5 lies in between 0 and 2 the constant fis-circles lie in the 


positive region of the imaginary axis i.e. x, axis. While when the value of fs lies in 


between 2 and x, the constant fis-circles Ше in the negative region of the imaginary 


axis i.e. x, axis. 
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1.5 





Xa 0 = 
-25.--- MN M a 
80° 5 - gel vy Suc 
== ^ 7 Y aX 
-0.5 е ^ ; ! \ хе 
776047 и V MW ы 
- 750° 7 I \ “ 
= ^us | i “ 
-10 sworn N 10° 
/ о ` 
же” J 30° 120 қ 
2 1 X 
-1.5 z | . 
Fig. 2.26 


Ву superpositioning the constant fis-circles on constant S-circles, we get final circle 
diagram useful to calculate input impedance rapidly. 


The circle diagram is as shown in the Fig. 2.27 
Please refer Fig. 2.27 on page. 


In the circle diagram it is necessary to specify the direction of travel between load 
and generator. If the travel is in clockwise direction along the circle diagram, it 
indicates travel from load to the generator along the uniform transmission line. 


Similarly if the movement along the circle diagram is in anticlockwise direction, then 
the travel is from generator to load along the line. 


Another important point is that using the circle diagram, along with per unit 


impedance i.e. normalized impedance, it is possible to represent normalized 
admittance also. The normalized admittance can be written as, 





Ye _ 101 | 1 a-o 
Go Zs) та +јха 12 +х2 
Ко 
Ys Ta | Xa 3 
29 plo жаманат а». bm ... (16 
Со РЕ? [и exl ба” P» 119) 
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EE 
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SOME 


Hee 
ПЕ АТ 
i pc MI 


SEES АНАМЫЗ 


e 


o 


| 
базаға 





Fig. 2.27 


From equation (16) it is clear that positive inductive reactance x, becomes negative 
susceptance b,. 


From equation (1), we can write, 


Ys 1-[K| Z6 - 28s 
= = ib. = —— ...(17 
Со 5-55 1+ К| Z6 – 285 (17) 


Equation (17) can be considered as the equation (1) itself with r, replaced by 
Б, X, b, - b, and + К| by - |К| So we can similarly make changes in equation (8) so 
as to get following equation given by, 
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... (18) 





Hence it is clear that the circle diagram used for impedance (z), resistance (r) 
reactance (x) can also be used for admittance(Y), conductance (g) and susceptance (b) 
by simply changing г, scale to g,. It is observed from equation (18) that the 
substitution of -b, for x, is not necessary since the term in equation (18) is squared 
term ie. Ь2. 

In normal circle diagram, the inductive reactance is plotted upwards from the real 
axis while that for capacitive reactance plot is downward form the real axis. When the 
same chart is used for the susceptances, the positive inductive reactance changes to 
negative susceptance and hence plotted downwards to the real axis. And the negative 
capacitive reactance chnages to positive susceptance, so it is plotted upwards to the 
real axis. Note that both the types of the susceptances are plotted with the same scale 
used for x,. 


2.14 The Smith Chart - The Smith Circle Diagram 


The main drawback of the circle diagram is that the constant S-circles and 
constance fs-circles are not concentric which makes it difficult to interpolate these 
circles. Moreover the circle diagram can be used for the limited range of the 
impedance values with reasonable, practical chart size. 


P.H. Smith of Bell Laboratories, developed а new chart, similar to the impedance 
of circle diagram chart, in which the drawbacks of the circle diagram were removed. 
The modified chart is named as the Smith chart after P.H. Smith and it is extensively 
used for the analysis of the transmission line problems. 


The Smith Chart is a valuable graphical tool for solving radio frequency 
transmission line problems. Under the matched impedance condition the value of 
reflection coefficient is 0 and that of VSWR is 1. In almost all the transmission line 
problems, the main objective is to match the impedances of line to that with load. 


2.14.1 Construction of the Smith Chart 

Basic difference between the circle diagram and the Smith Chart is that the values 
of resistive and reactive components are represented in the rectangular form which are 
extended to infinity. But in the Smith Chart, the infinite resistive and reactive 
components are transferred to an area inside a circle. As the resistive and reactive 
components are in circular form, the smith chart is also known as circular chart. 


The smith chart is basically a polar plot of the reflection coefficient К expressed in 
terms of the normalized impedance. 
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The input impedance of the line can be expressed in terms of the characteristics 
impedance of the dissipationless line is given by, 





К|2ф – 
Zin = жәе Е e et cope .. (1) 
1-|K| 2 - 28s 
The normalized impedance is defined as, 
Zin _ 1+|К] 2 - 285 Q) 
Ro 1-|K|Z$ - 28s E: 


Basically the normalized impedance in a complex quantity which can be 
represented in rectangular from as г,+јх,. 


Zin _ Fi _1+|K|¢ - 20s 


Ro ^ “АТК 285 id 





Let |K|Z$ — 28$ be represented in rectangular form as и + jv. Then equation (3) 
can be written as 


Zin _ sv АЛО 
те 1-(и ғу) vent 





Rationalizing denominator term R.H.S. of equation (4), we get, 


(1-ч)ғіу (1-и) +ју 


MNT (1*u)-jv (1-u)+jv 
Е (1-u?)+jvf[i'-u+1+u]- v? 
(1-u?)+v? 
qty? үз 
Pas (1-02 -у2) +ј2у 


(1-и)? +v? 








; l-u?-v? 2v 
r; + jx; = = a НИИ) тит ЕВЕ 
(1-0) «v? (l-u) +v? 


.. (5) 


Equating real and imaginary terms , we get, 


... (6) 
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апа 


























TRE 2v 
^ (l-u +v? « @) 
А. Constant Resistance Circles 
From equation (6) we can write, 
n[a - v *v?] = (1-u? -у?) 
г, [1 -2u +u? +у?] = (1-и2-у?) 
u?(rj +1)-2ur +у?(цо+1) = 1-7, 
Dividing both the sides of the equation by factor (r; + 1) 
u?-2u-f. gy? = 1-1 
n г; +1 
қ 2_ г; 2 = l-r 
i.e. u {+ re J+ v ТТ, ... (8) 
To complete the square for the term on L.H.S., we get, 
2 2 
2_ f г 2 = 1-rn Ti 
u мае (Ы) id 1+5 (тї) 
_ 1-12 +12 _ 1 
Инес уы ... (9) 


(14) (+n) 





Equation (9) represents a family of circles having equation of the form 
x? + y? =r?, The actual radius for the circles is given by, 


1 
peg. ... (10) 





and the centre in located at the point given by, 


C -( n ,9) 22 (11) 


ler 





The constant (normalized) resistance circles are as shown in the fig. 2.28(a). 
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B. Constant Reactance Circles 


Form equation (7), we can write 
Xi (а -uy +v?] 


x[1-2u*u? +у?]-2у = 0 


2v 


(u? -2u+1)x; * v?xi -2v = 0 
Dividing all the terms by x,, we get, 


2v 


(u? -2u+1)+v?- =0 
х 
(u-1)? «v2 -2 - 0 ... (12) 


To complete the square term on L.H.S., adding term Шы on both the sides of the 
х: 


equation. 


... (13) 





Equation (13) also represents a family of circles called constant reactance circles. 
The actual radius of the circle is given as, 


r= — ... (14) 


... (15) 





The constant reactance circles are as shown in the Fig. 2.28(b). Practically, the 
presently in use Smith chart is the superposition of the constant resistance circles and 
the constant reactance circles as shown in the Fig. 2.28 (c). 
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(c) Basis of the Smith circle diagram 


Fig. 2.28 Smith chart circle diagrams 
C. Constant S-circles 
Consider equation (2) 


tj : 1 Ё 
- ii 2. x 
(» i] did Fea 


Assume v = o, such that the centers of all S-circles lie on the horizontal real axis of 
the Smith chart. Then we can modify above equation as, 


Ti 2 1 Ы 
u- = 
1tn 1+1 


" Ti = 1 
147; 1+7; 




















u = —!—+ 
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u 








і.е. u 
consider u 
1-ч 
1-u 
1+и 
1-ш 
But и + jv 


u 














ц-1 ok r -1 
r +1 n +1 
Ti -1 

1 e n +1 

ri -1 

rn +1 
ааыа ... Бу componendo-dividendo 
Ti *1- (ri -1) 
2. 

2 — el 
|К|4ф – 285 We have assumed v = 0. 
|K] 


Substituting value in above equation, we get, 





Thus the constant S-circle can be drawn with radius equal to distance between 
center of the Smith chart and point r; = s. The constant S-circle cut horizontal real axis 


at point г; = s to the right hand side of the center while at point г; = 1 to the left hand 


side of the center. 


2.14.2 Properties of the Smith Chart 
1. The Smith chart may be used for impedances as well as for admittances. 


2. The Smith chart consists constant r;circles and constant x,-circles 
superpositioned on one chart. The values of r; and x, are normalized and they 


are given by. 


and X, = те where Zp = Rg + |х 
0 


The constant r,-circles have their centres on the horizontal axis i.e. u-axis and 
constant x,-circles have their centers on the vertical axis i.e v-axis. 


3. The Smith chart is based on the assumption that, 


ІК | 6 - 28s 


u + jv 
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The maximum magnitude of u + jv is the maximum value of |K] i.e. unity. 
Thus, in the chart, it is possible to locate all possible values of impedances 
inside the outer circle of unit radius. 


4. The impedance of a line of any length can be read at any point on the given 
S-circle. For properly terminated line and any length, the impedance is 
represented by the point (1, 0) which acts as the centre of the Smith chart as 
shown in the Fig. 2.29. 






Centre 


Fig. 2.29 The Smith Chart properties 


5. The horizontal line passing through the centre of the smith chart represents 
real axis or r,-axis for impedance plot or g;-axis for admittance plot. 


To the extreme left of the chart, along the r,-axis, г, = 0 and x, = 0 ie. 
Z, = 0 + j0. This indicates zero impedances at load point or the short circuit 
condition. Similarly, to the extreme right of the chart, along г;-ах}5, г; - and 
xi =% ie 21 =% + јә. This indicates infinite impedance at load point or the 
open circuit condition. 
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6. The outer rim of the chart is scaled into either degrees or wavelengths with an 
arrow. This arrow indicates the direction of travel along the line. The outer 
circle is called fis scale of the chart which indicates the electrical length of the 
line. 


7. A complete revolution of 360° around the center of the chart represents а 


distance of > on the line. The clockwise movement along the outer rim 


indicates the travel towards the generator from load along the line. Vice a 
versa, anticlockwise movements along outer rim indicates the travel towards 
the load from the generator. Both these directions are indicated by the arrows 
G and L in the Fig.2.29. 

The distance x on the line corresponds to a movement of 360° on the chart. 
Thus the distance X corresponds to a 720° movement on the chart. 


А = 720° 


8. On the periphery of the Smith chart, three scales аге provided. Eventhough 
there are three scales, they serve the same purpose. These scales are useful in 
determining the distance from the load or generator in dégrees or wavelengths. 
The three scales аге as shown in the Fig.2.29. 


The outermost scale may be used to calculate the distance from the generator 
in wavelengths, along the line. The next scale is used to determine the distance 
from the load in wavelengths, along the line. The innermost scale is used to 
determine the angle of the reflection coefficients. The innermost scale is in 
` degrees. 
9. If the Smith chart is used for impedances, the inductive reactance are above 
r-axis or u-axis while the capacitive reactance are below u-axis. 


Similarly if the Smith chart is used for admittances, the г, axis becomes g, axis 
while x, axis becomes b, axis. Then the extreme left of g, axis represents zero 
conductances or open circuit, while the extreme right of g.axis represents 
infinite conductance or short circuit. 


10. The voltage maxima (Vmax) occur where Zin (max) is located while the voltage 
minima(V min) occur where Zin is located. Thus voltage minima occur to the left 
of the centre of the chart, along r,-axis while the voltage maxima occur to the 
right of the centre of the chart, along т;-ахіз as shown in the Fig. 2.29. 
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2.15 Applications of the Smith Chart 


Let us consider few applications of the Smith chart through an example. 


Consider а 30 m long lossless transmission line with the characteristic impedance 
of 500 operating at 2 MHz. If the line is terminated in impedance (60-40) © 
calculate the reflection coefficient, the standing wave ratio, the input impedance, if the 


velocity on the line is v =06с (с=3х108 т / $). 


The reflection coefficient is given by, 


К ^ 2:2 72,2% ^ 60+] 40+50 ^ 110:|40 
_ 41.231.75.96 
7 117.0469219.98° 

К = 0.3523. 56° 


Тһе standing wave ratio is given by, 


1«|K| 140.3523 1.3523 
is 1-|K| 1-0.353 0.6177 - ae 





The velocity on the line given by 


v2.9 ie. B= 


p у 
But the electrical length of the line is Bs where $ = 30 m. 


ER 2x nxf zs 2x mx 2x 105 x 30 
у vo 0.6x 3108 





= (0.6666) к = 120° 


Then the input impedance is given by, 


Е Zg *jRotanps 
2 (60 + j40) +j50tan120° 
2 50 — j(60 + j240) - tan120^ 
Za = 24.01 23.22°Q = 23.97 + j 1.35 О 
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Applications 
1. Plotting an Impedance 
Any complex impedance can be represented by a single point on the Smith chart. 


. : қ й Rr. 
This point is nothing but the intersection of constant г; circle i.e. г, TR circle and x; 
0 
; ; . ХЕ _. 
circle i.c. x; =j к circle.. 


Consider above example 
Ze = К+) Хр = (60- |400 , Ro 2500 
ZR 60+ j40 


-. The normalized impedance 26 = == = 


R = g 712*j08 





Locate a point P оп the the Smith chart as shown in the Fig.2.30, where г; = 1.2 
circle and x; = 0.8 circle meet together. The intersection of the two circles is 
represented by the dotted lines and the point P indicates the normalized impedance 
on the chart. 


2. Measurement of VSWR 

After plotting the normalized impedance, we can determine the value of VSWR by 
drawing constant S circle with center of the chart fie. point (1,0) on the и-ахіѕ] and 
radius equal to distance between centre O and point indicating the normalized 
impedance. Then the point of intersection of S-circle with the real axis at the right side 
of the centre indicates a VSWR for given line. 


Consider above example. Select a centre of the circle as point O(1,00 Take а 
distance from O to the point P indicating normalized impedance and then draw a 
circle. The circle cuts the horizontal real axis at point Q(2.1, 0). This indicates value of 
the VSWR for the line considered as shown in the Fig. 2.30. 


From the Fig. 2.30 the value of VSWR is 2.1. approximately. 


3. Measurement of reflection coefficient K [magnitude and phase] 

The angle of the reflection coefficient K can be obtained by extending a line from 
center to the outer rim of the chart through the point which indicates the normalized 
impedance. The point at which the extended line cuts the outer rim gives directly the 
value of angle of the reflection coefficient K. 


In the commercial Smith chart, the K-scale is provided at the bottom of the chart. 
Then by selecting point center on this Scale draw an arc just intersecting the straight 
line of voltage reflection coefficient, with radius equal to distance between the centre 
of the chart and a point indicating normalized impedance. Then the distance from 
center to the point of intersection on the horizontal K-scale gives directly the 
magnitude of K. 
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For the transmission line considered in above example, draw a straight line 
starting form center and extending upto the outer rim through point P. This line 
intersects outer rim at point M, which indicates angle of k, as shown in the Fig. 2.30. 
At point M, angle of k = = 55.5 (approx) | 


Similar on the K-scale, at the bottom of the chart as shown іп the Fig.2.30, the arc 
draw with radius equal to ОР, intersects with horizontal line at М. At N, [К] = 0.35. 


4. Measurement of Input Impedance of the Line 

To find the input impedance of the line, first locate the load point by plotting 
normalized load impedance and extending upto the outer rim of the chart. As we 
have to find the impedance at the generator, move along the outer rim in clockwise 
direction, towards generator, with a distance equal to the length of the transmission 
line. This is the point which indicates the generator side. Mark the point on outer rim 
and draw a line from point O to the generator point. This line cuts the circle drawn 
corresponding to the SWR of the line. This point of intersection indicates the generator 
point. This point gives the normalized input impedance and the actual input 
impedance can be obtained by multiplying this normalized impedance by Rọ 


For the transmission line in above example, the total length is 30 m. Let us first 
calculate length, interms of А or degrees. 


у Q6c 06х3х108 
MUN айт NU 
But $=30м = ah B > m or 70 - 240 (2720) 


Now in the the chart, the line OP extended upto outermost scale cuts at point E 
say. The distance corresponding to point E is 0.1734. Then move from point E, a 
distance equal to 0.33334 in clockwise direction to reach generator point F as shown in 
the Fig. 2.30. Now the total distance to be travelled is 0.33334. From point E to the 
extreme right point corresponding to 0.25A is given by 0.25%, - 0.173). = 0.077. Then 
from extreme right point on the chart to the extreme left point the distance of travel 
equals 0.254. Then to reach point F from extreme left point corresponding to 0 or 0.3 А 
is given by 0.3334 — (0.077 + 0.254) = 0.00634. The point of intersection of line ОТ and 
constant S circle is represented by point T, which is the intersection of г; = 0.48 circle 
and x, - 0.035 circle. As point T is above horizontal axis, the reactance is positive. 
Hence the normalized input impedance represented by point T is given by 


Zin = 0.48 + j 0.035 
Hence the actual value of the input impedance is given by, 


Zin = Ro (41) = 50 (0.48 + j 0.035) = 24 + j 1.752 
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5. Impedance to Admittance Conversion 

Consider that the impedance is represented by point P on the Smith chart as 
shown in the Fig. 2.30. To find the admittance of the impedance located at point A, it 
is rotated through the constant S-circle by a distance equal to 0.25 A. Let the point p' is 
located on the diameter exactly opposite to P. 


For above example, the terminating impedance is given by, 


Zp = 60+ j 40 
Hence the terminating admittance, by calculation is given by, 
Үр = 2 NN M КИБЕА жеке 0.013862 — 33.69" 


Zr 60:|40 7211123369 


0.0115- j 7.688 x10 3 U 


Now trom the chart point P' placed diametrically opposite to P can be obtained Бу 
moving point P exactly a distance equal to 0.254. 
Point P' is the intersection of g= 0.58 circle and -b, = - 04 circle. Hence the 
normalized at pint P' is given by, 
ук = 058-j04 


Hence the actual value of the admittance is given by, 


0.58 - j0.4 Қ 2 
Yr = Golyr] g lyel = 0416 - j8 x 100 


H 


2.16 Single Stub Matching using Smith Chart 


When the high frequency line is terminated in its characteristic impedance Rẹ it 
operates as a smooth line. Under such conditions reflections are absent. But practicallv, 
the load connected to the line may not be equal to R, giving rise to reflections. In 
order to overcome this difficulty, impedance matching technique is used. The section 
used for the impedance matching can be realized by using a open or closed stub lines. 


In single stub matching technique, a stub of suitable length is connected in parallel 
with a line at certain distance from load. Using such stub line, antiresonance is 
achieved providing impedance at antiresonance equal to Ry. The stub to be connected 
provides susceptance equal in magnitude but opposite in phase as compared with that 
of the load. 


We have discussed the numerical method for the analysis of single stub matching 
of a line. Let us now study the same analysis using the Smith chart. 
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Firstly, the stub is connected in parallel with a line hence it is convenient to work 
with admittances. Following are the steps to be followed while using Smith chart of 
single stub matching analysis. 


Step 1 : 


Step 2 : 


Step 3: 


Step 4 : 


Step 5 : 


Step 6 : 


Step 7 : 


Step 8 : 


First locate the normalized load impedance point on the Smith chart, 
say point p. 

Draw a constant S - circle with centre of the chart as the centre of circle 
and distance from centre to point P as radius. This circle cuts the 
horizontal axis at the right of the centre. This indicates SWR value 
before the use оҒ stub. 


Locate a point Q on the constant S-circle drawn, exactly diametrically 
opposite to the point P. This indicates normalized load admittance. 


Locate the point of intersection of the constant S-circle and the chart 


circle corresponding to zog The circle for а ЖЕ is the locus of 


Go Go 
points with real part of line admittance i.e. line conductance is unit. Let 
the point is denoted by R. 


Measure the distance along fis scale from point Q to К by moving 
clockwise іе from load to generator. This distance corresponds to the 
distance from the load at which the stub is to be connected. 


The susceptance at point R ie. at point of intersection of constant 


S-circle and р; = 1 е1) сие indicates the susceptance of the 
0 


line at the point of stub connection. When such point R is located 
below the horizontal axis, the susceptance is negative indicating 
inductive susceptance. And if the point К is located above the 
horizontal axis, the susceptance is positive indicating capacitive 
susceptance. Assume that point R is located above the horizontal axis 
indicating capacitive susceptacne of positive value is jb. This 
susceptance must be resonated by the stub line having negative 
inductive susceptance of value -jb. 


The input admittance of the short-circuited stub line with inductive 
susceptance equal to -jb say can be marked at the intersection of К = 1 
ie. 5 = о circle (outer rim of the chart) and -jb susceptance circle. Let 
the point be denoted by T. 


The length of the short circuited stub can be calculated by moving from 
extreme right point on the horizontal point (i.e. short circuit point) to 
the point T. 
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. The analysis of the single stub matching to the line using the Smith chart is 
illustred in the Fig. 2.31. 


3 
X 






К = 1(ie.S = »)circle 


ey a Ae E 
9, = а, = ‘circle 


Open circuit Short circuit 








Constant 
S circle 





: normalized toad impedance point 

: normalized load admittance point 

: Intersection of constant S-circle and 
9; = 1 circle 


: instruction of k = 1 and b, = -b circle 


: Distance of stub from load 
: Length of short circuited stub 





Fig. 2.31 Illustration of single stub matching to the line using Smith Chart 


2.17 Double Stub Impedance Matching of a Line 


By using single stub impedance matching technique, the reflection losses are 
reduced considerably. But the main disadvantage is that this technique is suitable for 
fixed frequency only. So as frequency changes, the location of the stub will have to be 
changed. Anotehr disadvantages is that, for adjusting the stub for final position, along 
the line, the stub has to be moved or repositioned. This is possible for open wire 
conductor transmission line. But in case of co-axial cable it is difficult to locate Vmin 
point without a slotted section. 


To overcome these disadvantages, a double stub impedance matching technique is 
used. In this technique, two different short circuited stubs of lengths /, and l, are used 
for impedance matching. The practical set up for the double stub impedance matching 
of a line is as shown in the Fig. 2.32. 
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(Input admittance) 


Fig. 2.32 Double stub impedance to a line with termination Yp 
Let stub1 be located at point A — A’, a distance d, from the load. Let the length of 
the stub-1 be |). Similarly let stub-2 be located at point B — В’, a distance d, away from 
the stub-1. Let the length of the stub-2 be [.. 
The input impedance of a dissipationless line at any point distance s away from 
load is given by, 


Zs = | ... (1) 


Zo * jZ, tan Bs 





1 


1 1 
But 2% = ү,” Zo = Yo’ Zr ss 





Hence equation (1) can be written as, 


1 1 
1 _ 1 yx y en 
Ys | 1.1 

vs dy. Ре 


Lej tan ps 


YS CY 


у, + јап Bs 
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Taking reciprocal on both the sides, we get, 





Yr... 
Ys Yo +jtan Bs 
Yo = F T ү; ...(2) 
1+ EA tan Вв 
Ys Я : ; 
Let ss normalized input admittance and 
0 
E = ур = normalized load admittance 
ü 
Substituting values of normalized admittances in equation (2), we get, 
_ ук *jtanfs 
Ys 1+) укіапфв .. 8) 
Rationalizing R.H.S. of equation (3), we get, 
ст (Ук +jtan р 5)(1 -jy r tans) 
Ys 1+ y 2 tan?fs 
_ ув *jtanfis-j уд tan Bs- yn tan? Bs 
7,74 1+уў tan? fis 
"S ук +ук tan?fjs - j tan Bys- jy 2 tans 
oo 1+y2 tan? fis 
yn(1*tan?Bs) | (1- y )tanfs 
ув entis) (1-72) E" 


^ (1+y2 tan? fs 17 y2 tan? fs 
YR Ув 





Now the stub-1 is located at point А — А’, at a distance s = d, from the load. Hence 
substituting value of s as d, in equation (4), we get, 

y n (1-7 tan? Ва, ) ‚ (17 y &)tenBdi 

= =e = 

m (1-уфал2ра;) “(1еуі tan? Ва, ) 





=8; + ibi ...(5) 


When а stub-1 having а susceptance + jb, is added at this point, the new 
admittance value will be 


ys = gi +jbi (6) 


Since the input admittance of a short circuited stub is purely imaginary, the 
conductance ie. real part of the new admittance ys will remain unchanged. Неге 
b; 2b; £b;. Now the input admittance of line at points В – В’ should be сама! to Су 


Mave, 
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so that line appears to be terminated into its characteristic impedance. This point 
B - B' should be located such that the normalized admittance at this point is given by, 
; Ys Е 
в = — =1+]Ь) (7) 
ув 7 Co 


Then finally the length of stub-2 is adjusted such that susceptance of the stub-2 
+jb2 resonates with susceptance jb, at point 2-2 and the desired admittance is 1 at 
B-B’. 

Generally there is restriction on the spacing between the two stubs. Practically the 


: А 
two stubs must be separated by a distance not move than or equal to > Because the 


input admittance repeats after every > distance. Typically the two stubs are separated 


bv fixed distances А 2 5” =, > etc. The most commonly à ro A separation between 


two stubs is preferred. 

The important point to be noted is that the matching takes place between the 
points B-B' and the generator. So there are chances of having reflection loss after 
points B-B'. In order to minimize these losses, the stubs are located very close to the 
load. Sometimes the first stub is located at load itself. But the common practice is to 
keep distance of 0.12 to 0.157. between load and the first stub. 


2.17.1 Double Stub Impedance Matching with Spacing between Two Stubs 
Equal to А 


SMITH CHART 






GENERATOR 


Ys = бо 






Stub-2 Stub-1 


(a) (b) 


Fig.2.33 Double stub impedance matching with 1 separation between stubs 


ма", 
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Consider that the two stubs are separated by a distance T The main requirement 


is that the input admittance looking toward load at point B-B' must be Y, «Со. Thus 
at this location the normalized admittance should be 


Ys . 
=> = 1 b; 
Gun 


The locus of all such points on the chart is given by a 28. circle passing through 
0 


5=1. This locus is nothing but a circle P as shown in the Fig. 2.33 (b). АН the points 
on this circle resonates with the stub-2 of susceptance +]6; so as to give normalized 


input admittance at B — B' equal to = =1. 
0 


The portion of the line between B - В and А - A’ is о length ^ Hence it serves a 


quarter wave line as transformer. This portion transforms all the admittances on the 
locus circle P into the new admittances an another locus circle Q. This locus circle Q 
can be obtained by shifting each point on circle P in anticlockwise direction by 1807 
rotation or quarter wavelength on the chart. 

When stub-1 also transforms the input admittance of the line to the right of A-A' 
into the admittances represented on the locus circle Q, the transformer between two 
stubs further the admittances in anticlockwise direction on the locus circle P at B-B'. 
This gives the admittance at B-B' as 25-1» jbi. Then the susceptance of the the 

0 
stub-2 can resonate with the line susceptance at point B-B' representating the line to 


the left of B-B' with a proper termination indication = =1+j0. 
0 


2.17.2 Double Stub impedance Matching with Spacing between Two Stubs 


Equal to 2 

8 
When the spacing between the two stubs equal to х is not suitable for particular 
application, stub spacing equal to t is preferred. The procedure used for х ѕрасіпр 


between the stubs can be used for X spacing but then we get a different locus circle 


Q. As the distance between the two stubs has increased to the locus circle Q can 


Transmission Lines and Waveguides 2-66 Transmission Line at Radio Freq. 


be obtained by rotating the locus circle P in anticlockwise direction through = 


; 72 
wavelength i.c. 30720) = 270" аз shown in the Fig. 2.34. 


SMITH CHART 





GENERATOR 


Ys = Go 


(ә) (b) 


Fig. 2.34 Double Stub impedance matching with 2 separation between stubs 
Examples with Solutions 


тар Example 2.7 A line having characteristic impedance of 50 © is terminated in load 
impedance (75 + |75) Q. Determine the reflection coefficient and voltage standing wave 
. ratio. 


Solution : The reflection coefficient is given by 
_ Zg-Zo (75%|75)-50 25475 


К ^ Za *Zo (/5*j75)*80 125+175 
79.056 Z 71.56% 
K = 1457738230965 = 024234 406 


Тһе voltage standing wave ratio is given by, 


1-|К| 1405423 


WwW ZAL 
VON i-]K] ^ 105423 


SWR-S- 





5 3.369 
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лиф Example 2.8 A line with characteristic impedance of 6922 – 12° is terminated in 
200 Q resistor. Determine К and 5. 


Solution : Civen 
692 < -12° О = 678878 —} 143.87 
200 € 


Zo 
Zn 


The reflection coefficient is given by, 


К = =. АА 
Zr +20 200+(678.878 -j 143.87) 878.878 — j 143.87 


_ 498.1 Z 163.21 
~ 890.57 Z- 9.29 


К = 0.559 Z 172.5° 


Then the standing wave ratio is given by, 


1«|K| _ 1+0.559 


T- [K] ` 1205597009 


S = 





mm» Example 2.9 А load of admittance СЕ =125+ 1025. Find the length and location of 
0 
single stub tuner short circuited. (April-98) 


Solution : The normalized load admittance is given as, 


Үр : 

— = 1.25 0.25 

Ga zy 
1/27 _ . 
ГЕ = (1.25 +025) 

Ко ; 


The reflection coefficient is given Бу, 





_ 1-(1.25+4 0.25) 
© 1+(1.25+10.25) 
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2-68 


-0.25 -j0.25 
2.25 4j 0.25 


0.3535 Z -135? 


22638 2 6.34? 


0.1561 /-141.34% 
0.1561 < -2.466° 


Calculating value of сов”! (| К), 
cos? (|К |) = сов"! (0.1561) =1.414 


Calculation for the length and location of the stub : 


Case (1): 


Length of the stub, 


Case 0): 


81 


$1 


ф + 1- cos"! [К] 
2p 
ф+л- соѕ- [К] 
2n 
4%) 
—2466 + 1 — 1.414 3 


4n A 


—0.0587 А 


a -1 


А E -(0.3535)* 


E -l 
2n ^" | -2(03535) 


— 


0.1469). 
-1 
ф + 1 cos"! (ІК |) a 
4n 


–2.466+3.142+1414 , 
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Length of the stub, 


ЕШ 


= tan? |-———- 


2n -2|K| 
а Jh -(0.3535)? 
= 2n ^" |`-2(03535) 


А n- 
= у tan“ (- 13231) 


= А. [=- tan?! (1.013231)] 


= 0.3532 


ma Example 2.10A lossless transmission line with Zg =75Q and of electrical length 
12034 is terminated with load impedance of Zp =(40+ ј20)0. Determine the 
reflection coefficient at load, SWR of line, input impedance of the line. [Oct - 96] 


Solution : Given 
Zo 
Zn 


Ro =75 2 
(40+ j 20) Q 
The reflection coefficient is given by, 


_ Zr-Ro 
“ae Zr + Ro 


_ (40+}20) -75 
© (40+}20) +75 


_ -35+]20 
7 115+]20 


_ 40.311 229.74° 
7 116.726 29.86° 


0.3453 719.88? 





Тһе standing wave ratio is given by, 

1+ |K| 

1- |K] 

_ 140.3453 
1- 0.3453 


$ = 


Mave, 
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2.0548 


The input impedance of the line is given by, 


Zr +j Ко 2а +)Rotan( | 


) 
mu 
кайыны n 


Zin 


Ro 


А аи tan 2090. 
"oec j20) tan 75+ (40+ 20) tan{ 255021) 


3 40 + j 20 + j(— 230.82) 
a: БИГЕ +(—j 123.1) «(4 61 =] 


40 - j 210.82 кыл 


= 75 13655-11231 


= 75 [214581 2 —79.25° 
183.84 Z - 42.03° 


75 (1.167 Z -37.222°) 
(69.7 - j 52.95) Q 


ma Example 2.11 A lossless RF line has Zo of 600 Q and is connected to a resistive load 
of 75 Q. Find the position and length of short circuited stub of same construction as 
line which would enable the main length of a line to be correctly terminated at 
150 MHz. | [April - 98] 
Solution : Given 


f = 150 MHz 
Ко - 6000 
Ze = 75 О 
Calculating А first, 
fA = с 
А = fe 3x108 ЕЕ 


f 150x106 
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The reflection coefficient is given by 
Zr -Zo _ Ск - Ro 











кз ZR +70 ZR + Ко 
75-600 -525 
Ies 754600 675 0007 


К = 07777 “пс 207777 71809 
The two possible locations of stub аге as follows. 


ф + п-~ соѕ ! (JK]) 


Саѕе (1) : Sı = 2B 
2n 
But В = ae 
— cos"! (IK 
pua аа y 
4m 
_ x x- cos! (0.7777) 
м 0 
= 0.8918 m 


The length of the stub is given by 





2 
E А. -1 1-(K]) 
L = j;; tan 2 |Ki 
1 -(07777)* 
2n 2(0.7777) 
= 0.1222 т 
-1 21 
Саве (2): $ = trare лары. = пране OAU), 2 
4л Axm 
= 1.108 m 


The length of the stub is given by 


J-K? 


E гай PM Ji - (07777)? 
L5 юп Так 2x Ма” | 2007777) 
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2 а lau. 
2 tan"! (— 0.4041) = 1 (n-0384) 


0.8777 m 


Selecting a point located nearest to the load. Hence the stub location nearest to the 


load is calculated in case (1). 


The stub must be located at a distance 0.8918 m from the load and the length of the 


stub required is 0.1222 m. 


ти» Example 2.12 Design a quarter wave transformer to match a load of 200 Q to a 
source resistance of 500 Q. Operating frequency is 200 MHz. [Oct - 97] 
Solution : For a quarter wave transformer, the input impedance is given by, 


Zin 


R 


25-7, 


The source impedance 75 -5000 


load impedance = Zp =200 Q 


500 - 


к 
Е2 


0 


Ко 


RE 

200 

(500) (200) 
100000 
316.22 Q 


The frequency of operation is 


f = 


200 MHz 


Hence the wavelength is given by, 


ЕЛА 


с 


3x108 


есенен 
{ 1.5 т 


200 х 106 


г. The length of quarter wave line is given by, 


Mac’, 
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Hence the quarter wave line is as shown below in the Fig. 2.35 


pee 2=2000 


Fig. 2.35 


mx» Example 2.13 Determine а length and impedance of a quarter wave transformer that 


will match a 1500 load to а 750 line at a frequency of 12 GHz. Derive formula used. 
[April-97] 


Solution: Given: Zr -1500, Ко-750, Ғ-12 GHz 


For a quarter wave transformer, the input impedance is given by, 
R2 
ош ---0 r= . 
Zin = 2-22 (ог К 25-7 ) 


2 
ТЕСТТЕ CC eee 
Zin = 25= S = 3750 





Thus Ко of the matching section is 37.5 Q 
The operating frequency is 12 GHz. 


г. The wavelength can be calculated as, 


fà-c 
8 
1-520918 рел com eh 
Ё = 125109 


Hence the length of quarter wave line is given by 
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Thus the quarter wave transformer is as shown in the Fig. 2.36. 


Line with 
Ro 2750 The quarter wave line 





25=1500 


Ку = 37.50 
Fig. 2.36 A quarter wave matching section 


ти» Example 2.14 А slotted line experiment performed with the following results : 
Distance between successive minima is 21 cm, distance of first voltage minimum from 
loud is 0.9 ст. SWR of line is 2.5. If Zo =50 О, determine load impedance. {Oct - 96) 


Solution : The distance between two successive voltage minima is given by, 


А 

5 = 21 

А = 42 ст = 42х10-2 т = 0.42 т 

The frequency of operation is given Бу, 
РА = с 

с 3x108 

f = = = ———— = Ц, 2 
222,102 0.7142 GHz 


Тһе standing wave ratio S - 2.5 


The load impedance interms of S and s' (i.e. distance of first voltage minimum 
from load) is given by 





e -— 
1-j Stan( 27) 1 -i25)-tan{ | 
А 


215’ is 2nx 09 
; п "4 пх 0. 
Stan X | 25- jte 42 | 


24. 








= во [1-100:25)(0:1355)]_„ [1 -j 0.033875 
2.5 -j(0.1355) 2.5 -j0.1355 


[> 1.9401 


$e ш 50 [04 £L 1.1622°] 


20 21.1622° О 
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mæ Example 2.15 VSWR on a lossless line is found to be 5 and successive voltage 
minima are 40cm apart. The first voltage minima is observed to be 15 ст from load. 
The length of a line is 160 cm and the characteristic impedance is 300 Q. Using Smith 


chart determine - (i) Load impedance (ii) Sending end impedance. [Oct-97] 
Solution: Given 5-5 and 2-40 ~. X-80 


Then first draw a S-circle with radius equal to 5 and chart centre (1, 0) as centre of 
it. 

This circle cuts real axis in two points one at right hand side of centre while other 
at left hand side. 

The point on the left hand side of the centre, where S-circle with S - 5 cuts the 
axis, is the point of voltage minimum. Let us denote this point as A. The co-ordinates 
are (0.2, 0). 

The last minimum is 15 cm apart from load. But the total length is 160 cm. 


Hence the distance between the voltage minimum nearest to the load and the load 


vA o | 
is = 25, = 01875 À. 


бо move Нот point А, from generator to load i.e. т anticlockwise direction, а 
distance of 0.1875 X. to get point B which is nothing but load point. 


The co-ordinates of B аге (1.05, - 1.9) 


Hence normalized load impedance is given by, 


Zt. Z. , 
Ше = T-z105-il. 
Zo Ro pt 


2, = Ro(105-j19) 
= 300(1.05-j1.9) 
= (315-j570 © 
Now the total length of the line is 160 cm 


Please refer Fig. 2.37 on next page. 


So if we travel a distance - А = 2X from a point В (i.e. load point) we reach а 


point C which is a generator or sending end point. But it is clear that the distance 2А. 
travelled from point B will reach the same point after 4 revolutions each of 0.5 А. 


Zn = Zs-Zm =(315-j570) О 


Hence the line repeats its terminating impedance at the input. 
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IMPEDANCE OR ADMITTANCE COORDINATES 
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лиф Example 2.16 Find the input impedance of a co-axial line having Ко 295 ©. The line 
is 20 m long short circuited at far end and operated at 10 MHz. Neglect line 
dissipation. Verify answer by solving the problem using Smith chart. 


Solution : 


[A] Let us first calculate А. 


А = с 
Бо-950 | A ы 06 3x10* = 30 
T ы vw 710510627717 
^ ore—20m —9 
| Input impedance of а line which is shorted at 
Fig. 2.38 the end is given by, 
Zin = j Ro tanBs 
: 2 
Zin = jRo tan( 2) 
: 2 20 
Zi = |95 tan (Ae) 
Zin = j 95 tan (4178<) 
Zin = j 95+ (1.732) 
Zin = 1164.54 © 


Thus input impedance is inductive. 


(ВІ Let us solve problem by using Smith chart 
The line is short circuited. 


Zk = 7-0 
Hence the normalized value of 25. -0 
9 
Locate this point as А point on Smith chart. This will be on U-axis (real axis) at 
extreme left hand side. 
The line is 20 m long and wavelength is 30 m. 


-. Length of line in terms of wavelength = = А. =0667 А 


Please refer Fig. 2.38 on next page. 


Hence from point A travel a distance 0.667 А along the extreme circle (for which 
R20) in clockwise direction (from load to generator). 
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IMPEDANCE OR ADMITTANCE COORDINATES 
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If we travel a distance = 5. 05 А, we will be again at point А. бо move іп 


clockwise direction from point А a distance = 0.667 А -0.5 X =0.1672 to get point В 
which represents input impedance. 
The co-ordinates of point B are (0, j 1.73) 
Hence input impedance is given by, 
Zin Ro (0 +j 1.73) 
95 (0 +j 1.73) 
j 164.35 О which is purely inductive. 


Note : As input impedance is inductive in nature for the line, we got the point in 
the upper half of the real axis. 


лиф Example 2.17 Determine the length and location of the stub to produce an impedance 


match оп а line of Ro = 600 Q terminated in 200 20° Q. The stub is short circuited at 
the other end. Verify result by using Smith chart. 


Solution : [A] The reflection coefficient is given by, 


_ 7-20 200-600  —400 


= 2,12 20006007 800 ^ 075054 





Then the location of stub can be calculated as follows. 


_ ALI. cos! (IK _ ф+я+ cos"! (КІ) 





P 2p age | 
Е -1 
Саве (1): 5 = Ф *n- cos"! (IK]) А 
ån 

т+т — cos! (0.5<) 

„шаш. 
= 0.41662 
< 

| _ А s үкі? 
7. Length of the stub, L = on tan us 
2 

_ 5 amd 41 - (05) 

2n 2(0.5) 


И 
e 
м 
км 
Ww 
Ul 
> 
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_ 6*nz*cos!(|K]) ‚ 


Саве (2): $1 pps 


T KG COS! (0.5<) 
án | 


0.0833 А 


Transmission Line at Radio Freq. 


Here 2л< are added to соз”! (0.5) ; so angle is not changed. 


Hence we can write, 


—1 
s = 09 03), 008233. 
4т 
_A А J1- IKI? 
The length of the stub L = 2z tan Баси 
1-(0.5)? 
ES. tan"! (05) 
2 - 2(0.5) 


= > (п- tan“ 0866) 


= 0.386 A 
[B] Using Smith chart : 
Normalized load impedance is given by, 
SE. ы ERU. 806 


= — = 3 


Ro № 200 
$-3 


Locate load point A (3, 0) on real axis as shown in the chart. Then draw S-circle 
with radius 3 and centre of the chart as centre of the circle. 


This S-circle cuts unity conductance circle at points B and C as shown in the chart. 
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First Case : Consider point B 

1) Draw radial line OB. 

To get location of stub, travel along S-circle towards generator from OA to OB 
Hence location of stub = $1 

Radial distance between OB and OA 

0.333 4 - 025 А 

0.083 А. 


2) At point B, the line susceptance is - | 1.2 Hence to cancel this, the stub should 
offer susceptance of + j 12. Find the point on the outer rim where the + } 12 circle 
cuts. 


From the chart, the circle of j 1.2 cuts outer rim at 0.14 А. 


3) Now starting. Нот SHORT CIRCUIT END move towards generator (in 
clockwise direction) 


-. Length of the stub = [0.5 – 0.25] + 014 X 
= 0.392 
Second Case : Consider point C 
1) Draw radial line OC. 
2) To get location of stub, travel along S-circle towards generator from OA to OC. 
Hence location of stub = $1 
= 025Х-0168Х 
0.418 X 


3) At point C, the susceptance of line is +] 1.2. To cancel this susceptance the stub 
should offer -)1.2. 


Please refer Fig. 2.40 on next page. 
Find point on the outer rim where -j 1.2 circle cuts. 
From the chart, the circle of —j 1.2 cuts outer rim at 0.36 A. 


4) Now starting from SHORT CIRCUIT END move towards generator (in 
clockwise direction) to get length of the stub. 


-. Length of the stub = [0.365 - 0252-0112. 
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IMPEDANCE OR ADMITTANCE COORDINATES 
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mæ Example 2.18 A transmission line is terminated іп 21. Measurements indicate that 
standing wave minima are 102 cm apart and the last minimum is 35 cm from the load 
side. The value of S = 2.4 and the characteristic impedance Ко = 250 Q. 
Find : (i) Zy (ii) Frequency of operation. 
Using Smith chart verify the results. 

Solution : [А] The successive voltage minima or maxima are separated by distance 


E always 
5 à 


102 cm 


rol >> 
11 


X 


204 cm = 2.04 m 


Hence frequency of operation can be calculated as, 


ЁК), = с 
_ с _ 3х108 m/s _ 
f = 2 ы” 147.058 MHz 


The load impedance in terms of standing wave ratio S and distance of first 


minima s' is given by 
: 2ns' 
i-is (279 


А 2ns' 
S-jtan{ X | 
Неге Ro = 250, 6-24, 5' = 35 cm, А = 204 cm 


Р 2х пх 35 
1 -ig4) e ( 254428) 


2xnx35 
204 


2, = Ro 





Zt 


250 
2.4 – jtan{ 


Zt 


586 1 —j(2.4) tan(1.078°) 
24 -j tan(1.078°) 
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_ 1-}4.469 
о РЕЯ 
4.5795 Z – 77.38° 
= 2 --------------- 
^ | 30377 2- 37.85 | 
Zi = 37688 2 – 39.58? 


24 = (29047 -j 240.13)Q 
Please refer Fig. 2.41 on next page. 
[B] Let us solve using Smith chart. 
5 = 24 
First draw a circle with chart centre (1, 0) as centre of circle and 2.4 as radius. This 
is S-circle with S = 2.4. 


This circle cuts real axis on right hand side of the centre at a point whose 
co-ordinates are (2.4, 0). This circle cuts at point A on left hand side of centre on the 
real axis. This point A is the point of voltage minima. Co-ordinates of the point A are 
(0.42, 0). 

The last minimum is 35 cm away from the load. 

The total length is 204 cm. 


Hence the load is > = 017164. away from last minimum. 


So if we travel a distance 0.1716 X from the point A, we will get a point B which 
is nothing but the load point. Note that we are moving from a voltage minima to load 
i.e. from generator to load, hence move in counterclockwise direction. 


The coordinates of B are, (1.15, - 1.0) 
Hence normalized load impedance is given by, 


= = (1.15-j10) 

27, = Ro(115-j1.0) 
2, = 250(115-}10) 
Z = (2875-j250) Q 
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The input impedance is given by, 


ЫН Zr +j Ro tanBs 
Zs = Ra EE =ч 


S = total length of line = 1.183 ^ 


1832. 
(115 + j 75) +] (55) tan (=) 


75 = 55 
> 3 22x 1183А 
А 


55+} (115+) 75) tan 


115 + j 75 + j(55) (2.233) 
7 77155 «(115 +} 75) (j 2.233) 


_ gg [_115+j75+j 122815 
55 +j 256.795 —j 167.475 


55| __ 115+} 197815 
i - 112475 + j 256.795 


55 | 228.8138 < 59,829 
280.346 2113.653° 


= 55 [0.8162 Z - 53.837] 
= 55 [0.4816 - j 0.6589] 
(26.488 - j 36.24) О 


[B] By Smith chart : 
Zn = 115+) 75 


Normalized load imped = 
і rmalize да пре апсе Ro 55 


ER = 2094j13636 
Ro 
First locate point with co-ordinates (2.09 + | 1.3636) as load point A as shown іп 
Smith chart. 
Then joint point A and centre of the chart O. And with centre as origin draw a 
circle with radius equal to distance OA. The circle cuts real axis at two points namely 
B(3.1, 0) and C (0.33, 0) 


Please refer Fig. 2.42 on next page. 
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IMPEDANCE OR ADMITTANCE COORDINATES 


2420 


0.397 3^ охот SENEO Pala 9S. 


"CO ПАСА ВИ ИУ) 


А ыз 


PE. ШЕ RN, ЛАН UE] 





в аР » D 
REPE EE, PV PI RM REM 


Fig. 2.42 


Transmission Lines and Waveguides 2-89 Transmission Line at Radio Freq. 


The standing wave ratio is given by the co-ordinate of point B on real axis, i.c. 
5-34. 
At the point C we get the voltage minimum nearest to the load. 


To get distance of the nearest voltage minimum from the load, let us calculate 
distance from point A to C moving from load to generator in clockwise direction. For 
this extend lines OA and OC upto the extreme rim on fs scale. Distance between 


extreme right point M to extreme left point N is х i.e. 0.25 4. Distance from a line OA 


to point M on |6 scale is given by 
d = (0.25). —(0.214)A 2 0.0362. 
Adding both distances together, the distance of first voltage minimum from load is 
given by 
5' = (0.0362) * (0.254) 202862. 
Now the distance between the voltage minimum and voltage maximum is 
А /4=0.25 2. 


. $ = distance of voltage maximum from the load 


= s’ — È = (0286 7.) (025) 20036 A 


The distance between the generator and load is nothing but the length of the line 
which is given as 1.183 A. То get source point travel distance 1.183 X along the 
extreme rim in clockwise direction from load to generator or source. From point A if 
we complete one revolution to come again at point A, the distance travelled is 12. 
Now travel remaining distance of 0.183 X as shown in the chart. Mark the point on the 
extreme rim and join centre to this point drawing a linc. 


Гһе line cuts S-circle at point D which gives source or generator point and its 
coordinates are (048, — 0.65). 


Hence the normalized value of the input impedance is 


Zin Zs > fe 
А: ш h - 65 


Zs = Zin = (0А8-|0.65) 
55(0.48 — j 0.65) 

55 (0.808 Z -53.55°) 
44.441 2 —53.55* 
(264 — j 35.75) Q 
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па» Example 2.20 A load impedance of 70 Z30? is connected to a line of 50 О. Calculate 
resulting standing wave ratio and location of the voltage minimum nearest to the load. 
Verify the result solving the same problem using Smith chart. 


Soution : [А] Zr = 71 =70 30° = (60.62 +j 35) О 
Zo = Ry 2500 
Hence the reflection coefficient is given by, 
k-ZR-Zo - (60.62 + j 35) - 50 


— Za *Zo (60.62+}35) +50 


_ 10.62«j35 
~ 7110.62 +] 35 


_ 36.5757 Z 73.12? 
116.0249 / 17.55° 


0.3152 255.57° 


Hence the standing wave ratio 5 is given by, 


14 |К) _ 1+0.3152 _ 1.92 


S 1-|K] 1- 0.3152 





Тһе maximum imput impedance occurs at 








yA 
2p 
where $ is the angle of the reffection coefficient. 
222% LP Le. 
2 2n án 4л 
XA 
_ 55.57° (0.96987) 
s TL I-A = (0.0771) А 


Now the minimum impedance occurs at À / 4 distance after maximum impedance 
point. This is the point of voltage minimum і.е. s'. 


i A 
s = s+5 = (00771) А « (025) А = 032712 


Please refer Fig. 2.43 on next page. 
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[B] Using Smith chart : 
From given impedances first find normalized impedance as follows, 


Zu 74 70230 


Z” R 50 = 1.4 230°=(1.212 + | 0.7) 





As imaginary part of the normalized impedance is positive, it indicates inductive 
reactance. Thus load point must be located in the upper half of the real-axis. 


First locate point A as an intersection of two circles as R = 1.212 and X = 0.7 on 
Smith chart. So the coordinates of A will be (1.212, 0.7). 


Then draw a line from centre of the chart, O to point A. Then draw a circle with 
O as centre and radius equal to distance OA. 


[he circle is actually S-circle which cuts the real axis in two points В and С. 

Then the distance between O and B gives the standing wave ratio S. 

From Smith chart, S = 1.9 

The point C, the intersection of S-circle and the real axis, is on the left hand side 
of the centre and represents a voltage minimum nearest to the load. To get the 
distance of voltage minimum from the load, measure distance (on |5 scale) from point 
A to point C. 


So the distance from A to C on extreme rim is the distance from extended point A 
on extreme rim to M plus distance between M and N. 


The distance from M to N is the half revolution is equal to х i.e. (0.25) X. 


Then distance from A to M is given by location of 
(М-А)-(025)Х (01765). (0.07354. 
Hence distance of nearest voltage minimum from the load is 
= (0.25)A +(0:0735)2. =(0.3235)2. 
mm» Example 2.21 : A transmission line 52 cm long has a characteristic impedance of 50 
О, It is terminated in a load of Zr. The VSWR is 2.5. The voltage minima occur at 


18cm and 38cm from the load end. Using Smith chart, determine load Zp and input 
impedance of the line. 


Solution : VSWR = 2.5 


ма", 


Transmission Lines апа Waveguides 2-93 Transmission Line at Radio Freq. 


First draw a circle of radius 2.5 and centre (1, 0) of the chart as the centre of the 
circle. This S-circle cuts real axis on left hand side of the centre of the chart at point 
A. The co-ordinates of point A are (0.4, 0). This represents a voltage minimum nearest 
to the load. 


The distance between successive voltage minima is given by 


А 
gs (38-18) = 20 cm 
А = 40cm 


Now the first voltage minimum is 18 cm apart from load. So from point A moving 
in anticlockwise direction (i.e. from generator or source to load) the total distance of 


18 А 
1 —— z(45 2. 
8 cm or 40 0.45 2 


The load point is indicated as a point B (0.43, 0.28). 


Hence normalized load impedance is given by 


Zi ad coe 
ZL = FR -(042«j028) 
Total length of the line is 52 cm = 22 1-132. 


This is the distance between load and sending end. Hence travel a distance of 13 А 
from point В in clockwise direction (i.e. from load to source) along S-circle and mark 
point C as the sending end point. 

While travelling two complete revolutions, from point B, total distance travelled 
will be 1A. So move the remaining distance of 0.3 А as shown in the chart. The 
co-ordinates of the point C аге (09,-09). Hence normalized input impedance is given 
by, 

£s 


Re = (09-109) 0 


Please refer Fig. 2.44 on next page. 
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Examples from Univesity Question Papers 
mm» Example 2.22 ro, a lond of 25 =08+ 11.2 design a double stub tuner making the 
0 


distance between the stubs % Specify the stub length and distance from the load to the 


first stub. The stubs are short circuited. Verify using Smitch chart. (Dec.-2005) 
Solution : Let us first find normalized load admittance 

2% _ 
Ze - 08 +) 1.2 

zs 3 08212 

R Ro = Д J К 

Zn -Gp = 0.8 +j 1.2 

жен жаған ара 

ZreGo _ 0.8 +j 1.2 
Yr | 08-j12. А 
Gü = 77208” - 0.4 10.6 


Hence locate point P having conductance of 0.4 and susceptance of — 0.6. 


Circle A is the locus of all points for which 22. =1. 
0 


The distance between stubs - i^ = 0375 А, the circle B is obtained by displacing 


each point on circle A counterclockwise by 0.375 А or the diameter of circle B projects 
downwards from centre of the chart. 
Stub-1 should change c to a which will lie on circle B. Stub-1 is shorted. 
0 0 
Hence it can not add any conductance. Hence travelling along constant conductance 
circle, from P towards generator we meet circle B at point 1. 
RE 
Go 
Hence stub-1 should add + j 0.4. The constant susceptance circle of 0.4 cuts outer 
rim of chart at 0.06 А. 


Hence length of shorted first stub is given by 


Ati: =0.4-j0.2 


Lı = Distance between extreme right hand end to the point at which + 0.4 
susceptance circle cuts outer rim in clockwise direction. 


Please refer Fig. 2.45 on next page. 
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(0.5 – 0.25). + 0.06 à 
0.31 X 


Li 


As the distance between two stubs is a he 0375 X. Hence starting from point 1 
and going a distance equal to 0.375 А along S-circle, we get point 2 on circle-A. 


At2: 22 =1-}1 


The stub-2 should provide + j 1 susceptance. 

The constant susceptance circle cuts the outer rim of chart at 0.125 X 

". Length L2 of stub-2 is given by 

Lz = Distance measured from extreme right hand side end upto the point on the 


outer rim when + |1 constant susceptance circle cuts the outer rim, in clockwise 
direction. 


[0.5 - 0.25] А. + 0125A 
0.375 2 


mb Example 2.23 An R.F. transmission line with а characteristic impedance of 

300<0°Q is terminated in an impedance of 1007-4570. The load is to be matched to 

the tranmission line by using a short circuited stub. Wtih the help of Smith chart 

determine the length of the stub and the distance from the load. (May-2005) 
Solution : Given: 2р = 1002-4540 = (70.71 -]70.71) О 

Zo = Во = 30040° = 3000 
1. The normalized impedance is given by, 
Zn _ Zp _70.71-j70.71 _ 


2. Locate point A on the Fig. 2.46 as the intersection of r = 0.2357 circle and 
x = - 0.2357 circle. As the imaginary component i.e. reactive component of the 
impedance is negative, the point A is located below the horizontal axis. 

3. Draw a circle with 0 (i.e. centre of the chart) as origin and OA as radius. This 


is constant S-circle. It cuts real axis at 4.6 to the right of point O. This is the 
value of s before stub connection. 


Mac, 
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4. Draw line from point A to O and extend to reach other end on constant S 
circle. In the chart-A, this point is represented as B at which the normalized 
admittance is y, — 2.1 4 j 2.1. Extend line AOB to the outer rim upto point B'. 

6. Travel along the constant S-circle in the clockwise direction from load to 


: : | : X е 
generator to reach a point С at which constant S-circle intersects e =1 circle. 
0 


Draw line from O to C and extend line to point С” on the outer rim. 


7. Now аге ВС" gives the distance of the stub from the load. 
d = arc BC = 0.322. - 0.2134. = 0.1071 


8. At the point C, the normalized admittance value is 1 + j 1.65. This is the point 
at which stub is to be connected. Thus the stub must provided susceptance of 
- j 1.65. 

9. The point О’ represents a susceptance of — j 1.65 and is located above real axis 
as shown. 

10.Now the movement from extreme right point on the real axis upto the point D' 
(on the outer rim) in clockwise direction (from load to generator) indicates the 
total length of the stub required. 


See Fig. 246 on next page. 


So point D' is at 0.163). from extreme left point on the real axis. And the distance 
along the outer rim from extreme right point to the extreme left point corresponds to 


ы i.e. 0.25 X. Hence the length of the stub is given Бу, 


jux 4 +0163 = 0.254. 0.163A = 0.4132 


та» Example 2.24 Тһе charcterisitic impedance of a high frequency line is 1000. It is 
terminated in ап impedance of 100 + j 100 ©. Using Smith chart find the impedance at 
one eighth wavelength away from the load end. (May-2005) 


Solution: Given Zp = 100 + j 1000, Z, = R = 1000. 


l. The normalized impedance is given by, 


Plot this impedacne on the Fig. 2.47 as point A which is the intersection of 
г = 1 circle and x = j 1 circle.. 

2. Draw a constant circle with O as a centre and OA as radius. This circle cuts 
real axis i.e. horizontal axis at two points. The point of intersection to the right 
of the centre indicates VSWR value. 
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3. 


Draw line OA and extend it upto the periphery of the chart at point A' The 
point А" is located at 0.1642. on the outer rim. 


. To find impedance of the line E away from load, move clockwise direction 
from point A' through 0.1252, ie. А) distance on the outer rim and locate 


point as В'. 
. Join О and В. This line ОВ’ cuts constant -S circle at point B. 


. From the chart, point B is the intersection of r = 2 circle and x = -j 1 circle 


approximately. Hence the normalized impedance at point B is given by, 
2 


2 = agp 


. Hence the actual impedance at aa distance is given by, 


2 = В (2) = 100 (2 - j1) = 200 - |100 Q 


See Fig. 2.47 on next page. 


та» 


Example 2.25 Determine the input impedance of the transmission line of electrical 


length 28° with terminated load of 28. = 2.6 + jL Use Smith chart. Deni 
о ес.-. 


Solution : Given : 2р = normalized load impedacne = 2.6 + j1 electrical length of 


line - 


1. 


һә 


6. 


28° 


Mark point А as the intersection ОҒ г = 2.6 circle and x = +1 circle. This 
represents load point on the chart-C. 


. Draw a circle with centre of the chart i.e. O(1,0) as the centre and radius equal 


to distance OA. 


. Draw a line from O to A and extend it upto the point A' on outer scale as 


shown in Fig. 2.48. 


. Now length of line is 28* which corresponds to length expressed in wavelength 


ну 


а$ 360° А = 0.07777 А = 0.0782. 


. Next move along fs scale, 0.0784 distance from А’ to locate point B' on outer 


rim at (0.227 4 0.078). = 0.305. 


Draw a line from point O to B'. This line intersects constant S-circle at point B 
which is nothing but the source point. 
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7. The source point or generator point B is the intersection of г = 1.58 circle and x 
= — 1.4 circle . Note that we are working with impedances. Also point В is not 
located on real axis which indicates input impedances consists real as well as 
imaginary part. Moreover point B is located below the real axis. That means 
the imagingary part or reactive part of input impedance is negative capacitive 
reactance. Hence the value of normalized input impedance is given by, 

Zs à 

— = 158-j14 
Ro | 
Sce Fig. 2.48 on next page. 


лиф Example 2.26 The transmission line has standing wave ratio S = 2.5 and voltage 
minima exists at 0.15 А from the load. Find the load and input impedance for a line of 


0.35 X length. Use Smith chart. (Dec.-2004) 
Solution: Given 5 = 2.5 
Vmin at 0.15 A from load 


1 = length of the line = 0.35 2. 


1. Draw a constant S-circle passing through point 2.5 on the real axis, with centre 
as О(1,0) as shwon in the chart -D. 


2. According to the property, the voltage minima occurs at a point on the real 
axis to the left of the origin at which the constant S-circle (5=2.5) cuts. Let it be 
denoted by point A. The point A representing voltage minima is at 04 


sz 1. 4 
[ie r= 7574 | 


3. .Now the voltage minima exists at 0.15 А from load. Hence to obtain load point 
from the voltage minima, we must travel toward load 0.15 А distance in 
anticlockwise direction. 

4. Moye from point A’ in anticlockwise direction to reach point В” through 0.154 


as shown. Draw a line from О to В. This line intersects constant - S circle at 
point B which is nothing but load point. The point B is the intersection of 


г = 0.89 circle and x = – j 0.9 circle. As point B is below the real axis, reactance 
is capacitive hence negative. Thus the normalized load impedance is, 
Z 
Zp = СК = 0.89 – ј 0.9 
Ко 


Sec Fig. 2.49 оп next page по. 
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5. Total length of the line is 0.35 4. Hence to obtain source or generator point, we 
have to travel 0.35X from В on the outer rim in clockwise direction (toward 
generator). 

6. The point on the outer rim 0.35 А away from load is represented by pioint С" 
Draw a line from О to С. This line intersects the constant S-circel (S=2.5) at 
point C which is nothing but a source or generator point. 


7. Point C is the intersection of г = 1.68 circle and x= ј 1 circle. Hence the 
normalized input impedance is given by, 


д = ZS =168 +10 
Ro 


Note that the generator point (i.e source point) C is located above the real axis 
which indicates the reactive part is positive and hence it is inductive reactance. 


ms» Example 2.27 A transmission line has a characteristic impedance of 300 О and 
terminated in a load Z, = 150 + )1500. Find the following using Smith chart. 


i) VSWR ii) Reflection coefficient (iti) input impedance at distance 0.1. from the load 
(iv) input admittance from 0.1 X from load (v) position of first voltage minimum and 


maximum from the load. (May-2004) 
Solution : 
Given Zy = Ry = 3002 
7, = 150 + ј 1502 


1. The normalized load impedance is given by, 


Zu 71 _ 150+j150 | 
= == l. 0.5 
А. Zo Ro 300 vs J 
Hence locate peant А at the intersection of r = 0.5 circle and x = +0.5 circle as 
shown in the Fig. 2.50. Point A represents the load point. 


2. Draw a circle with point O(0,1) as center and radius equal to distance OA. This 
is constant S - circle. This circle cuts the real axis at 2.6. Hence the value of 
VSWR is given by , 


S = 2.6 


3 Draw a line OA and extend it upto point A’ on the outer rim. This line 
intersects the scale for the angle of reflection coefficient at 118°. This is the 
angle of reflection coefficient. 
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To get magnitude of K, select the linear scale shown at the bottom of the chart 
- E. Marks a point from certre at a distance equal to distance OA.This gives 
value of | К] as 0.42. Hence the reflection coefficient is given by, 


К = 0.42 2118° 


4. To find input impedance at 0.13. from load, move in clockwise direction from 
point A’ a distance equal to reach point В. А" is at 0.086 A. Hence В will be 
located at (0.086 + 0.1) 4 = 0.186 X as shown in the chart E 


5. Draw a line ОВ which cuts S-circle (S=2.6) at point B. The point B is 
intersection of r = 1.38 circle and x = 1.12 circle. Hence input impedacne 0.1). 
away from the load is given by, 


2, = 24 = 138 + 112 
Ко 


Hence actual impedance at 0.14 away from load is given by, 
Za = Ro (1.38 +) 1.12) = 300 (1.38 + j 1.12) = (414 +j336)Q 


6. To obtain input admittance 0.14 away from load, draw a diameter through О 
and B. This will cut constant - S circle at point C. As this point is the 
intersection of g = 0.44 circle and b = — 0.38 circle. 


Hence input admittance is 


= 044-j038 = X4. 
Уа = 044-j 0.38 Go 


Hence actual admittance is given by 


1 | 0.44 -j 0.38 
Ya = Go(044-j038) = qz- (0-44 -j 0.38) = — уу —— 
Ya = (1.4667 —j 1.2667)x10 U 


7. The voltage minima occurs to the left of centre on real axis at 0.39 while the 
voltage maxima occurs to the right of centre on the real axis at 5 = 2.6. 


The find location of the уоНаре maxima from load, move in clockwise 
direction from point A' (load point) to point P (voltgae maxima point). Total 
travel is (0.25 — 0.086)^ = 0.1642. Hence the first voltage maxima is located 
at 0.1642 from the load. Now to find location of voltage minima from load 
move in clockwise to find location of voltage minima from load move in 
clockwise direction from point A' to Q (voltage minima point). The total travel 
is 0.252 € 0.1644. =0.04144. Thus the first voltage minima exists at 0.4144 
from the load. 
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лиф Example 2.28 A transmission line of 100m long is terminated in load of 
(100 -j 200)Q. Determine the line impedance at 25 m from the load end at a frequecny 
of 10 MHz. Assume line impedance Zo = 100 Q. Determine the input impedance and 


admittance using Smith chart. (Dec.-2003) 
Solution : (A) Calculate first normalized impedance. 
2. _ ZR 
2% Ко 
100 - |200 ; 
Те cde 


Locate point A at the intersection of constant resistance circle of 1 and capacitive 
rcactance circle of —2. 
Draw a circle passing through point A which represents standing wave ratio. 


For given line, А = == 
Now from load point A, move towards generator in clockwise direction. The 
distance to be covered is given by 


s = 25т= 2 = 0.8333 А 


Гиз locating point B at a distance 0.8333 X from point А. 

At point B susceptance is + 1.2 and resistance is 0.44 

Thus the impedance of a line at a distance 25 m from load is, 
Zs Ко (0.44 + j 1.2) = 100 (0.44 + j 1.2) 
75 (44 + j 120) Q 


To calculate input impedance, travelling 100 m = 3.3333 А distance from load point 
А. It is observed that we reach at same point. Thus the input impedance is again 


Same. 


Zin = (44j1200 
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[B] To calculate input admittance, let us first calculate normalized admittance. 





1 
Yr 2к „Zo _„_ 10,1 
Go 1 ?к 100-j200 1-j2 
Zo 
Yg 1+] 2 5 
Со ` 75 = 0.2 + j 0.4 


Locate point L as shown on the Smith chart. It is a load point. Travelling 100 m 
i.e. 3.33334 distance from point L we reach at input point M. 


At point M conductance is 0.28 while susceptance is - 0.75. Hence the admittance 
at the input is given by 
Yin Со (0.28 - | 0.75) - (0.28 - | 0.75) 
Үл = 2.8x103 -}7.5х103 О 


(Fig. 2.52 See on next page) 


ma Example 2.29 А load (50 - j 100) О is connected across a 50 О line. Design a short 
circuited stub to provide matching between the two at а signal frequecny of 30 MHz 
using Smith chart. (Dec.-2003) 


Solution : Zr = 50 – j 100, Zo = К = 500 
The normalized load admittance is given by, 





1 
Yr Zr 20. 50. 
о 1 ?қ 50-)100 
Zo 
DID 28 
1-j2 
_ 1+]2 
| 5 
- 024j04 


Locate point А on the chart indicating the normalized admittance. 

Draw constant S circle through point A. It cuts the г, axis at 5.8 which indicates 
standing wave ratio before the use of stub is 5.8. 

Locate point B at the intersection of S circle and unity conductance circle. Now 
this point is nearest to the load, At B the susceptance is + 2.0 which is capacitive in 
nature. This point gives the position at which the stub is to be connected. 
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Extending line through point A and B from the centre of the chart upto the 
outermost rim of the chart, we get Bs = 0.062 X for point А and Bs = 0.188 А for point 
B. Travelling from load to generator in clockwise direction, the distance from the load 
at which stub is to be connected is given by, 


sı = [0.188 - 0.062 A] = 0.126 А 


As the line susceptance is capacitive, the line must provide inductive susceptance 
of —2.0. Locate point C at the intersection of — 2.0 susceptance circle with the outer rim 
of the chart. Thus at C, BS = 0.322 A. As the stub is short circuited at other end, 
measuring distance from extreme right hand point on the real r, axis i.e. from short 
circuit point (BS = 0.25 A). Thus the length of the stub required is given by, 


Г = (0.322 A – 0.25 А] = 0.072 А 


For matching load of (50 - j 100) О with 50 Q line, a short circuited stub must be 
located at distance 0.126 А from the load. The length of the stub required is 0.072 А. 


(Fig. 2.53 See on next page) 


Review Questions 


1. What are the standard assumptions made for radio frequency line ? What is small dissipation linc 
and zero dissipation line ? 


. Derive the expressions for voltage and current at any point on the radio frequency line terminated 
in Ск. Obtain the expressions for the same for different receiving end conditions. Support with the 
graph of voltage and current on a line for all conditions. 


. What are the standing waves ? Define node and antinode. 

. Explain briefly standing wave ratio. 

. Derive relationship between standing wave ratio and the magnitude of reflection coefficient (ІК |). 
. Derive the relationship between standing wave ratio and the reflection coefficient. 


. For а radio frequency line terminated in 2р prove that 


=R Zr + j Ro tan Bs 
779 Ro + jZrtanßs 


. Derive the input impedance, of open circuited and short circuited line and sketch the variations of 
the normalized value of reactance with distance s. 


. Explain method of power and impedance measurement on the line. 
. Find the expression for input impedance of the cighth-wave line. 


. Write а note on quarter wave line. 
. Write applications of quarter wave line. 
. Show that “the half-wave line repeats its terminating impedance". 


. Explain in detail single stub matching оп a line. 





. Derive the conditions for the location and the length of the stub used for matching on a Tine. 
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Write a note on Smith chart. 
. Explain briefly properties of Smith chart. 
. Explain applications of the Smith chart. 
Write a detailed note on a double stub matching on a line using Smith chart. 


. A transmission line has characteristic impedance of 50 © and terminated in load impedance of 
(75 + j40) О. Calculate reflection coefficient and VSWR. [Апз. : К =0.359 4 40.25° VSWR = 2.12] 
. A lossless line of 300 Q characteristic impedance is terminated in a pure resistance of 2002. Find 


value of standing wave ratio. [Ans. : SWR = S = 1.5] 


Write a uote on circle diagram. 
. Explain the significance of circle diagram using appropriate diagram. 
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